Available from 

National Technical Information Service 
Springfield, Virginia 22161 
Price: Printed Copy $9,50; Microfiche $3.00 

The price of this document for requesters outside 
of the North American Continent can be obtained 
from the National Technical Information Service. 



NUREG-0540 
Vol. 1, No. 2 
A5 


TITLE LIST 
of 

DOCUMENTS MADE PUBLICLY AVAILABLE 


February 1 — 28, 1979 


Division of Technical Information and Document Control 
Office of Administration 
U.S. Nuclear Regulatory Commission 
Washington, D.Cr 20555 




CONTENTS 


Preface v 

Contents — Arranged by Docket Number vii 

Contents — Alphabetic Arrangement by Licensee or 

Contents — Facility Name xiii 

Docketed Items 1 

Low Level Radwaste Disposal Sites - Docket 27 1 

Domestic Licensing of Source Material - Docket 40 1 

Domestic Licensing of Production and Utilization 
Facilities - Docket 50 3 

Domestic Licensing of Special Nuclear 

Material - Docket 70 157 

Packaging of Radioactive Material for Transport and 

Transportation of Radioactive Material Under 

Certain Condtions - Docket 71 163 

Nondocketed Items 164 

Personal Author Index 189 

Corporate Source Index 198 

Citizen Group/Individual/Media 198 

Engineering and/or Construction and/or Consulting 198 

Educational Institutions 198 

Foreign Governments and Agencies 198 

Legal/Law Firms/Insurance Companies 198 

Local Government/ Agencies 199 

Medical Institutions/Labs 199 

Manufacturers/Equipment and Supplies 199 

Professional/Industry Institutions, Societies 200 

State Governments/ Agencies 200 

Other U.S. Federal Government Agencies 201 

Utilities, Power Reactors 201 

Research Institutions and Labs 208 

U. S. Nuclear Regulatory Commission 209 

Report Number Index 219 


iii 




PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U, S. Nuclear Regulatory Commission (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

The docketed information includes the information formerly issued through the Department of Energy’s 
Technical Information Center under the title Power Reactor Docket Information (PRDI) and, in addition, 
information received or generated on other uses of radioactive materials. The last issue of PRDI, published 
in January 1979, was an annual cumulation of the information for 1978. The Title List series initiated by 
this document replaces PRDI, which will no longer be prepared. Plans for providing microfiche of the 
docketed material will be announced in a future issue of the Title List and in other mailings and 
announcements. 

We are making the monthly issues produced in 1979 available free to all who subscribed to PRDI in Calendar 
Year 1978. We are doing this to encourage your comments, criticisms, and suggestions. In particular, if 
there are title descriptions that are not meaningful, please let us know so that we can correct the data base. 
In so far as possible, we would like this document to be a valuable part of your reference material. Near the 
end of 1979, subscriptions will be solicited for Calendar Year 1980 at a fee yet to be established. 


DOCKETED ITEMS 

The principal elements of the docketed item entries are: 


@ 



7901010001 DOCKET 50-247 INDIAN POINT STATION, UNIT 2. 

LER 78-03 1/03X-1 on 781022: One instrument channel of containment 
pressure safeguards logic became deenergized when static inverter associated 
with channel failed. Caused by defective static inverter. 

MAKEPEACE, J.M. Commonwealth Edison Co. 79/01/12. Ip. 


\ 
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1. NRC Accession Number. 

2. NRC Docket Number. 

3. Name of facility, licensee, or transportation package model number. 

4. Description of information contained in the document. 

5. Personal author. An asterisk in this position indicates tliat there is no personal author. 

6. Corporate, agency, or non individual source. 

7. Date of document described. 

8. Pages in document. 


9. If this space is blank, the document is available in the NRC Public Document Room, 1717 H St., N.W., 
Washington, D. C. 20555, If this space is filled, the entry may be “Available at NRC” with or without a 
price; “Available at NTIS”;or “Available at GPO” . 


V 



The Docketed Items list is arranged sequentially , first by Docket Number and then by Accession 
Number. Indented items are enclosures to nonindented items and generally are out of Accession 
Number sequence. 

If the docketed document has a contract (FIN) number or a formal report number, it will appear in 
the last line of the item following entry 6. 


NONDOCKETED ITEMS 

The principal elements of the nondocketed items are: 





7901060007 NUREG/CR-0161 

“Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Experienced by Radioactive National Sliipping Package." Quarterly 
Progress Report 780101-780331. Identifies parameters wliich affect 
normal shock & vibration environs. 


FIELDS, S.R., MECH, S.J. Hanford Engineering Development 


FIN A-2093 




78/11/30. 26pp. A vailabl e at NTI S. 
® ® ' ® 


\ 
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Laboratory. 


1. NRC Accession Number. 

2. NRC Report Number. 

3. Title and description of information contained in tire document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or other nonindividual source. 

6. Contract or financial (FIN) number (if any). If the document has a secondary report number it will 
appear following this entry. 

7. Date of document described. 

8. Pages in document. 

9. If this space is blank, the document is available in tiie NRC Public Document Room, 1717 H St., N. W., 
Washington, D.C. 20555. If this space is filled, the entry may be “Available at NRC” with or without a 
price; “Available at NTIS”; or “Available at GPO”, 


The Nondocketed Items list is arranged sequentially by Accession Number, Indented items are 
enclosures to nonindented items, 

NOTES: 

1 . The address for NTIS is: 

National Technical Information Science 
Springfield, Virginia 22161 

2. The address for GPO is : 

S upe rin tend en 1 0 f Do cu men t s 
Government Printing Office 
Washington, D. C. 20402 
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50-10 

4 

Brunswick Steam Plcctric Plant, Unit 2 

50-324 

70 

Dresden Nuclear Power Station, Unit 2 

50-237 

13 

Brunswick Steam Electric Plant, Unit 1 

50-325 

71 

Dresden Nuclear Power Station, Unit 3 

50-249 

18 

Byron Station, Unit 1 

50-454 

128 

Duane Arnold Energy Center 

50-331 

78 

Byron Station, Unit 2 

50-455 

129 

Edwin 1. Hatch Nuclear Plant, Unit 1 

50-321 

66 

Calloway Plant, Unit 1 

STN-50-483 

135 

Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

97 

Calloway Plant, Unit 2 

STN-5 0-486 

136 

Enrico Fermi Atomic Power Plant, Unit 2 

50-341 

86 

Calvert Cliffs Nuclear Power Plant, 


63 

Erie Nuclear Plant, Unit I 

STN-50-580 

155 

Unit 1 

50-317 

Eric Nuclear Plant, Unit 2 

STN-50-581 

155 

Calvert Cliffs Nuclear Power Plant, 

Unit 2 

50-318 

64 

Floating Nuclear Plant 

STN-5 0-4 37 

121 

Catawba Nuclear Station, Unit 1 

50413 

118 

Forked River Nuclear Station, Unit 1 

50-363 

96 

Catawba Nuclear Station, Unit 2 

50-414 

118 

Fort Calhoun Station, Unit 1 

50-285 

43 

CESSAR System 80 

STN-50-470 

133 

Fort St. Vrain Nuclear Generating 

Station 

50-267 

30 

Cherokee Nuclear Station, Unit 1 

STN-50-491 

139 

Fulton Generating Station, Unit 1 

5U-463 

133 

Cherokee Nuclear Station, Unit 2 

STN-50-492 

139 

Fulton Gchciating Station, Unit 2 

50-464 

133 

Cherokee Nuclear Station, Unit 3 

STN-50-493 

139 

General Electric Test Reactor 

50-70 

£ 



0 

Clinch River Breeder Reactor 

50-537 

150 

Georgia Institute of Technology Research 

50-160 

8 

Clinton Power Station, Unit 1 

50-461 

132 

Reactor 

Clinton Power Station, Unit 2 

50-462 

132 

GESSAR-238 

STN-5 0-447 

128 

Comanche Peak Steam Electric Station, 


124 

GESSAR-23 8-BOP Interface 

STN-50-550 

152 

Unit 1 

50-445 

GESSAR-25 1 

50-531 

150 

Comanche Peak Steam Electric Station, 
Unit 2 

50-446 

126 

GIBDSAR 

STN-50-584 

155 

Cooper Nuclear Station 

50-298 

51 

Grand Gulf Nuclear Station, Unit 1 

50-416 

118 

Crystal River Nuclear Plant, Unit 3 

50-302 

52 

Grand Gulf Nuclear Station, Unit 2 

50-417 

119 

Davis-Dessc Nuclear Power Station, Unit 1 

50-346 

89 

Greene County Nuclear Power Plant 

50-549 

151 

DaviS'Besse Nuclear Power Station, Unit 2 

50-500 

144 

FED. Robinson Plant, Unit 2 

50-261 

26 

Davis-Besse Nuclear Power Station, Unit 3 

50-501 

144 

Haddain Neck Plant 

50-213 

10 

Diablo Canyon Nuclear Power Plant, 


36 

Hartsville Nuclear Plant, Unit 1 

STN-5 0-5 18 

147 

Unit 1 

50-275 

Hartsvillo Nuclear Plant, Unit 2 

STN-50-519 

147 

Diablo Canyon Nuclear Power Plant, 


69 


STN-50-520 

148 

Unit 2 

50-323 

llart.sville Nuclear Plant, Unit 3 

Donald C. Cook Nuclear Power Plant, 


60 

Hartsville Nuclear Plant, Unit 4 

STN-50-521 

148 

Unit 1 

50-315 

Haven Nuclear Plant, Unit 1 

STN-50-502 

144 

Donald C. Cook Nuclear Power Plant, 


61 

Haven Nuclear Plant, Unit 2 

STN-50-503 

145 

Unit 2 

50-316 
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Page 
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Docket 

Page 

Hope Creek Nuclear Station, Unit 1 

50-354 

93 

Nine Mile Point Nuclear Station, Unit 2 

50-410 

118 

Hope Creek Nuclear Station, Unit 2 

50-355 

93 

North Anna Power Station, Unit 1 

50-338 

83 

Humboldt Bay Power Plant, Unit 3 

50-133 

7 

North Anna Power Station, Unit 2 

50-339 

85 

Idaho State Univ. Research Reactor 

50-284 

43 

North Anna Power Station, Unit 3 

50-404 

116 

Indian Point Station, Unit 1 

50-3 

3 

North Anna Power Station, Unit 4 

50-405 

116 

Indian Point Station, Unit 2 

50-247 

17 

North Carolina State Univ. Research 






Reactor 

50-Lll 

7 

Indian Point Station, Unit 3 

50-286 

44 

Oconee Nuclear Station, Unit 1 

50-269 

31 

James A. Fitzpatrick Nuclear Power Plant 

50-333 

79 





Oconee Nuclear Station, Unit 2 

50-270 

32 

Jamesport Nuclear Station, Unit 1 

STN-50-516 

146 

Oconee Nuclear Station, Unit 3 

50-287 

45 

Jamesport Nuclear Station, Unit 2 

STN-50-517 

147 

50-106 

7 

Oregon State Univ. Research Reactor 

Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

90 





Oyster Creek Nuclear Power Plant 

50-219 

11 

Joseph M, Farley Nuclear Plant, Unit 2 

50-364 

97 

Palisades Nuclear Plant 

50-255 

22 

Kewaunee Nuclear Power Plant 

50-305 

55 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

150 

LaCrosse Boiling Water Reactor 

50-409 

117 

STN-50-529 

150 

Palo Verde Nuclear Station, Unit 2 

Laguna Verde Station, Unit 1 

50-468 

133 

STN-50-530 

150 

Palo Verde Nuclear Station, Unit 3 

Laguna Verde Station, Unit 2 

50-512 

145 

STN-50-592 

156 

Palo Verde Nuclear Station, Unit 4 

LaSalle County Station, Unit 1 

50-373 

103 

STN-50-593 

156 

Palo Verde Nuclear Station, Unit 5 

LaSalle County Station, Unit 2 

50-374 

104 






Pawling Research Reactor 

50-54 

6 

Limerick Generating Station, Unit 1 

50-352 

91 

Peach Bottom Atomic Power Station, 



Limerick Generating Station, Unit 2 

50-353 

92 

Unit 1 

50-171 

8 

Maine Yankee Atomic Power Plant 

50-309 

57 

Peach Bottom Atomic Power Station, 






Unit 2 

50-277 

37 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

151 

Peach Bottom Atomic Power Station, 



Marble Hill Nuclear Station, Unit 2 

STN-50.547 

151 

Unit 3 

50-278 

39 

Midland Plant, Unit 1 

50-329 

75 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

146 

Midland Plant, Unit 2 

50-330 

76 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

146 

Millstone Nuclear Power Station, Unit 1 

50-245 

16 

Pennsylvania State Univ. Research 






Reactor 

50-5 

4 

Millstone Nuclear Power Station, Unit 2 

50-336 

82 

Perkins Nuclear Station, Unit 1 

STN-50-488 

136 

Millstone Nuclear Power Station, Unit 3 

50-423 

120 

STN-50-489 

Perkins Nuclear Station, Unit 2 

137 

Montague Nuclear Power Station, Unit 1 

50-496 

140 

STN-50-490 

Perkins Nuclear Station, Unit 3 

138 

Montague Nuclear Power Station, Unit 2 

50-497 

140 

50-440 

Perry Nuclear Power Plant, Unit 1 

122 

Monticcllo Nuclear Generating Plant 

50-263 

27 

50-441 

Perry Nuclear Power Plant, Unit 2 

123 

NEP Nuclear, Unit 1 

STN-50-568 

154 





Phipps Bend Nuclear Plant, Unit 1 

50-553 

152 

NEP Nuclear, Unit 2 

STN-5 0-569 

154 

Phipps Bend Nuclear Plant, Unit 2 

50-554 

152 

New Haven, Unit 1 

50-596 

156 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

47 

New Haven, Unit 2 

50-597 

156 





Pilgrim Nuclear Power Station, Unit 2 

50-471 

133 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

12 




XV 



Name 

Pilgrim Niicleai Power Station, Unit 3 
Plum Brook Reactor - Mock-up 
Plum Brook Research Reactor 
Point Beach Nuclear Plant, Unit I 
Point Beach Nuclear Plant, Unit 2 
Prairie Island Nuclear Station, Unit ! 
Prairie Islnndi Nuclear Station, Unit 2 
Oiiatl-Cities Station, Unit I 
Quad-Cities Station, Unit 2 
Rancho Seco Nuclear Generating Station 
RESAR-3S 

River Bend Station, Unit 1 

River Bend Station, Unit 2 

Robert Emmet Ginna Nuclear Plant, 

Unit 1 

Salem Nuclear Generating Station, 

Unit 1 

Salem Nuclear Generating Station, 

Unit 2 

San Onofre Nuclear Station, Unit 1 

San Onofre Nuclear Station, Unit 2 

San Onofre Nuclear Station, Unit 3 

Seabrook Nuclear Station, Unit 1 

Seabrook Nuclear Station, Unit 2 

Sequoyah Nuclear Plant, Unit 1 

Sequoyah Nuclear Plant, Unit 2 

Slicaron Harris Nuclear Power Plant, 

Unit 1 

Slusaion Harris Nuclear Power Plant, 

Unit 2 

Shearon Harris Nuclear Power Plant, 

Unit 3 

Shearon Harris Nuclear Power Plant, 

Unit 4 

Shorehain Nuclear Power Station 
Skagit Nuclear Power Project, Unit 1 
Skagit Nuclear Power Project, Unit 2 
South Texas Project, Unit 1 
South Texas Project, Unit 2 


Docket 

Page 

Name 

Docket 

Page 

50-472 

133 

Sterling Power Project, Nuclear, Unit 1 

STN-50-485 

136 

50-185 

9 

St, Lucie Plant, Unit 1 

50-335 

81 

50-30 

6 

St. Lrrcie Plant, Unit 2 

50-389 

109 

50-266 

29 

Sundesert, Unit 1 

50-582 

155 

50-301 

52 

Siindcsert, Unit 2 

50-583 

155 

50-282 

43 

Surry Power Station, Unit 1 

50-280 

40 

50-306 

56 

Surry Power Station, Unit 2 

50-281 

41 

50-254 

21 

Susquehanna Steam Electric Station, 

Unit 1 

50-387 

105 

50-265 

50-312 

28 

58 

Susquehanna Stegm Electric Station, 

Unit 2 

50-388 

107 

STN-50-545 

151 

SWESSAR-Pl 

STN-50-495 

139 

50-458 

132 

Texas A&M Univ, Research Reactor 

50-128 

7 

50-459 

132 

Tlirce Mile Island Nuclear Station, 

Unit 1 

50-289 

46 

50-244 

15 

Three Mile Island Nuclear Station, 

Unit 2 

50-320 

65 

50-272 

34 

Trojan Nuclear Plant, Unit 1 

50-344 

87 



Turkey Point Plant, Unit 3 

50-250 

19 

50-311 

58 

Turkey Point Plant, Unit 4 

50-251 

20 

50-206 

9 

Tyrone Energy Park, Unit i 

STN-50-484 

135 

50-361 

95 

UC - Santa Barbara Research Reactor 

50-433 

121 

50-362 

96 

Univ. of California Research Reactor 

50-224 

13 

50-443 

123 

Univ, of Delaware Research Reactor 

50-98 

7 

50-444 

124 

Univ. of Florida Training Reactor 

50-83 

7 

50-327 

73 

Univ. of Illinois Research Reactor 

50-151 

8 

50-328 

74 

Univ. of Missouri Research Reactor 

50-186 

9 

50-400 

113 

Univ. of Virginia Cavalier Reactor 

50-396 

111 



Univ. of Virginia Research Reactor 

50-62 

6 

50-401 

114 

Univ. of Wisconsin Research Reactor 

50-156 

8 

50-402 

114 

Univ. of Washington Research Reactor 

50-139 

8 



Vallccitos Bolling Water Reactor 

50-18 

5 

50-403 

50-322 

115 

68 

Vallccitos Exirerimental Superheat 
Reactor 

50-183 

8 

STN-50-522 

148 

Vermont Yankee Nuclear Power Station 

50-271 

33 

STN-50-523 

149 

Virgil C, Summer Nuclear Station, 

Unit 1 

50-395 

110 

STN-SO-498 

STN-50-499 

140 

142 

Washington State Univ. Research 

Reactor 

50-27 

5 
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Docket 

Page 
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Docket 

Page 

Waterford Generating; Station, Unit 3 

50-382 

105 

Worcester Polyteeli Inst, Research 
Reactor 

50-134 

8 

Walts Bar Nuclear Plant, Unit 1 

50-390 

109 

WPPSS Nuclear Project, Unit 1 

50-460 

132 

Watts Bar Nuclear Plant, Unit 2 

50-391 

no 

WPPSS Nuclear Project, Unit 2 

50-397 

112 

Westinyhouse Critical Experiment 

50-87 

7 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

145 

West Valley Reprocessing Plant 

50-201 

9 

WPPSS Nuclear Project, Unit 4 

50-5 1 3 

145 

William B. MacGuirc Nuclear Station, 
Unit 1 

50-369 

101 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

145 

William B. MacGuirc Nuclear Station, 
Unit 2 

50 370 

102 

Yankec-Rowe Nuclear Power Station 

Yellow Creek Nuclear Plant, Unit 1 

50-29 

STN-50.566 

5 

153 

William H. Zimmer Nuclear Station, 

Unit 1 

50-358 

94 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

154 

Wolf Creek Generating Station 

STN-50-482 

134 

Zion Nuclear Power Station, Unit 1 

50-295 

48 




Zion Nuclear Power Station, Unit 2 

50-304 

54 
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DOCKETED ITEMS 


LOW LEVEL RAD WASTE DISPOSAL SITES 


7902140099 DOCKET 27-039 Sheffield. IL. . NucIobt Enalnearini) Co, 
Forward* "Site Stratigraphic Studg - Sheffield. IL Lou Level 
Radioactive Uaste Diftpoeal Site" dtd 790193. reoponding to 
NRC 77l21i & 700813 requests for addl info. 

BAEFli T. S. Arco Petroleum Products Co. 79/01/23. 2pp. 


7902140102 DOCKET 27-039 Sheffield. IL. . Nuclear Engineering Co. 
"Site Stratigraphic Study - Sheffield. IL Lou Level 
Radioactive Haste Disposal Site." 

* Arco Petroleum Products Co, 79/01/23. 104pp. 


7902060172 DOCKET 97-039 Sheffield, IL. , Nuclear Englneorlnp Co, 
Informs that intervenor H Schieler requests permission to 
insp tunnel at nuclear disposal site on 790103. Cert i flea te 
of Ovc enc 1 . 

MCRAE. D. J. D. J. McRae 5i Johnson, Martin ti Russell. 79/01/03. 2p. 


7902260535 DOCKET 97-039 Sheffield, IL. , Nuclear Engineering Co. 
Intervenor County of Bureau, IL, objects to suspension of 
licensing proceed Ings, cross-moves for dismissal or denial 
of Nuclear Engineering Co's espansion site application 
Affidavit t< Certificate of Bve end. 

HAD80N. B, . HOLLERICH, C, J. Illinois, State of. 79/01/12, 6pp. 


7909050293 DOCKET 27-039 Sheffield, IL. , Nuclear Engineering Co. 
Memorandum of Intervenors Schieler, et al.ln opposition to 
applicant's motion to suspend further proceed Ingsf fi les 
cross-motion to dismiss or deny mot i on. Request s oral 
argument in site proceedings. Cert I fl cate of Sve end. 

HCRAEi D. J. D. J. McRae & Johnson, Martin i Russell. 79/01/16, 


DOMESTIC LICENSING OF SOURCE MATERIAL 

7902140017 DOCKET 40-0299 Union Carbide Corp. 

Responds to Dec 1976 EPA stds ti the plan to conform u/ALARA 
requirement of IOCFH20, LI sts equipment, anci 1 lary 
instrumentation (< maint, , 

MONO, T. Union Carbide Corp. 79/01/23. 3pp. 


7902260618 DOCKET 40-1162 Western Nuclear 

No comments on DEIS (NUReO-04Sl> for Split Rock U mill. 
DlCKSONiF.S. Wyoming, State of, 79/01/15. Ip. 


7902280527 DOCKET 40-1162 Western Nuclear 

Comments on DEIS (NUREe-0451 >: notes concern re radioactive 
chemicals, tailing ponds erosion, pond seepage of effluents 1. 
other environ problems. 

PORTER, J.T. Wyoming Outdoor Council. 79/01/19. Spp, 


7902140424 DOCKET 40-1162 Western Nuclear 

Foruards assessment of radiological impact of mil 1. Expresses 
serious doubt about effectiveness of dirt cover t. sand dam, 
which are prone to severe erosion, Estimates Th in tailings 
will kill 22,000 million people. 

LOCHSTETi W. A, Pennsylvania State Univ. 79/01/22. 8pp, 


7902140441 DOCKET 40-1162 Western Nuclear 

Aek receipt of draft environ statement for operation of 
mill, but will be unable to comment In tlmoly manner, Reserves 
right to comment prior to issuance of 1 icense, Lists 
evaluative criteria. 

WALL, L, 8. Advisory Council on Historic Preservation. 79/01/92. 
2pp. 


7902060357 DOCKET 27-039 Sheffield, IL. , Nuclear Engineering Co. 
Licensee's answer to IL 790105 memo, oppos i ng applicant's 
motion to suspend further proceedings 8, cross-motion to 
dismiss or deny . Cert 1 fica to of five end. 

CONNER, T. B. Connor, Moore $< Corber. 79/01/22. IBpp. 


7902280180 DOCKET 97-039 Sheffield, IL. , Nuclear Engineering Co, 
Foruards 7901 IB Itr from IL EPA re Nuclear Engineering Co 
special waste disposal site at Shef f i eld, IL. 

DRAOONETTE, K. 8. Lou Level Waste Branch. 79/01/24. 2pp 


7902280212 DOCKET 40-1162 Western Nuclear 

Submits rept re effluents released to unrestricted areas for 
period 780701 to 790101, 

BUA1R,P.L. Computer Systems Support Corp. 79/01/29. Ip. 


7902220183 DOCKET 40-1162 Western Nuclear 

Provides comments on DES to assure that FES will be mare 
complete U accurate in consideration of wildlife resources. 
Discusses surface water, vegetation 8, various ulldlifc of 
area. Concludes data not site-specific. 

DEXTER, W.D. Wyoming, State of. 79/01/31. 4pp, 


7902280181 DOCKET 27-039 Bheffiold, IL. , Nuclear Engineering Co. 
In reeponse to 781915 Itr re Nuclear Engineering Co special 
waste disposal si te, forwards addl info re location of 
burled chemical wastes, monitor ing of data from site, borings 
info, details on berm 8< evaluative criteria. 

PERTILLI, J. F. Illinois, State of. 79/01/10. 50pp. 


7902140076 DOCKET 27-039 Sheffield, IL. , Nuclear Engineering Co, 
Supports cross-motions of Intervenors to dismiss or deny 
application for site expansion based on similar NRC cross- 
motion 8< due to applicant's refusal to supply Info. 

Certificate of Sve end. 

REIS, E. J, Hearings Division. 79/01/25. Spp' 


7902220195 DOCKET 27-039 Sheffield, IL. , Nuclear Engineering Co, 
Intervenor's response opposing cross-motions to dismiss or 
deny. Urges that no justification exists to Interrupt 
operations 8< that applicant has supplied all requested Info. 
CANNON, J. M. Affiliation Unknown. 79/02/06. 3pp. 


7902140288 DOCKET 97-039 Sheffield, IL. , Nuclear Engineering Co. 
Licensee's answer to intervenors' memorandum opposing motion 
to suspend further proceedings 8< cross-motion to dismiss or 
deny. Responds to NRC 's opposition to suspension. Certificate 
of Sve end. 

CONNER,!. D., WETTERHAHN. M. J. Conner, Moore 8, Corber. 79/02/01. 
17pp. 

7902080001 DOCKET 27-048 Richland, WA., Nuclear Engineering Co. 

Partial response to 7B0522 request for addl Info. Foruards 
portions of document which will, when complete, address all 
topics mentioned in request, inc luding KENO eode.W/end 
pertinent portions of referenced documents. 

BAER, T. a. Nuclear Engineering Co., Inc, isubs. of Teledyne, Inc.). 
79/01/30. Spp. 


7902000004 DOCKET 27-048 Richland, WA., Nuclear Engineering Co, 
Completed portion of "Hanford Commerial Lou Level Waste 
Disposal Facility. " Finished rept will bo submitted early 
March 1979. , 

* Nuclear Engineering Co., Inc. isubs. of Teledyne, Inc.). NECO 
79-001. 79/02/28. 330pp, 


7902220242 DOCKET 40-1162 Western Nuclear 

Foruards response to 7B1203 request for addl info re 
geology, seismology, 8, geotechnical engineering at tailing 
dam. 

RANBOMErJ, W. Computer Systems Support Carp. 79/02/05, I90pp, 


7902260011 DOCKET 40-2959 Pathfinder Mines Corp. 

Foruards tailing mgt alternatives for U mills for 
examination of long terra stability characteristics per ORNL 
contract. Requests that three specific cap elemental failure 
modes be Included in revleu. W/o end. 

BCARANO. R. A. Division of Fuel Cycle 8, Material Safety. 79/02/02. 
2pp. 


7902010340 DOCKET 40-3453 Atlas Minerals 

Foruards FES {NUREO-0453) on considerations re Moab U mill. 
BCARANO. R. A. Fuel Process, 8, Fab. Branch. 79/01/23. Ip. 


7902010251 DOCKET 40-3453 Atlas Minerals 

Notice of availability of FES (NURE0-0453> for Moab U mill. 
BCARANO, R, A. Fuel Process. 8, Fab. Branch. 79/01/19. 2pp. 


7902010257 DOCKET 40-3453 Atlas Minerals 

FEB re application for renewal of source matl license 
SUA-917. D1 BCUBses existing environ, operations, environ 
effects, monitoring programs, alternatives 8, cost-benefit 
summary, Rellcensing approved. 

» Office of Nuclear Material Safety l< Safeguards, NUREO-0453. 
79/0^1/31. 200pp. Available at NTIS, 

7902210131 DOCKET 40-6943 Standard Oil Co. 

License reneual application for Btd Oil Co to retain source 
matl in amount of 400 lb of U oxide. 

BROWN, e.R. The West Co. 79/01/03. 14pp, 


7902020001 DOCKET 40-6943 Standard Oil Co. 

Forwards info re 790103 application for renewal of Source 
Matl License 8UD-6B6. Renewal fee application sent to 
Licensing Staff for processing. 

JACKSON, 0. License Fee Management Branch. 79/01/10. tp. 


1 



2 


DOCKETED ITEMS 


7902140094 DOCKET 40-7962 HoneguBll 

Appllc«tiBfi # 0 T ron-ewal of Source Matl Ulcense 5UD-971 for 
Haneguell to u«e OOOj 000 kg U-2S3 for developnenii infg> teot h 
•nelgiis of ordnance devicao. W/enc I tupporting documentation 
Including handling procedures Si drauingc. 

SUTTON/M, A. Hgdrocarbon Research. 79/01/26, 49pp. 


7902280389 DOCKET 40-B027 Kerr-HcBee Carp. 

Forwards IE Investigation Rept 70-02 on 781204-05 re License 
SUB-IOIO. No noncDirp 1 lance noted. 

BROUNiO. D. Region 4 j Dallasi Fuel Facilitg & Materials Safetg 

Branch. 79/01/10. 2pp. 


7902280394 DOCKET 40-8027 Kerr-McOee Carp. 

IE Investigation Rept 7B-02 on 791804-05. No noncompl lance 
noted. Major areas inspected: 701201 incident in which about 
700 kg natural U in form of nitrates was discharged into IL 
River. U/encl pertinent documents. 

DROUNi 0. D. Region 4< Dallasi Fuel Facilitg & Materials Safetg 
Branch. EVERETTi R. J. Region 4< Dallasi Office of the Director. 
79/01/10. I9pp. 


7902090099 DOCKET 40-0035 Cotter Corp. 

Responds to 780919 Itr re proposed use of airport prnpertg 
Si forwards decontamination plans for removal of contaminated 
soil from site. 

CROHiH. T. Fuel Process, t Fab. Drench. 70/11/09, 15pp. 


7902090004 DOCKET 40-8035 Cotter Corp. 

Forwards decontamination plans for removal of contaminated 
loll on propertg fnrmerlg used bg airport. N/enc 1 Itr to 
Airport Authoritg re NRC plans. Ulll provldi radiological 
monitoring during decontamination Si stabl 1 1 lation. 

CROHiH. T. Fuel Process. Si Fab. Branch. 79/01/09. Ip. 


7902270400 DOCKET 40-0035 Cotter Corp, 

Forwards 790110 Itr from Congressman RA Young cautioning 
against transfer of radioactive residues from Lattg Avenue 
site. Requests delag In implementation of transfer until 
differences can be resolved. 

ORIOSSiL. L. St. Louis, MO. 79/01/23. 2pp. 


79022605B1 DOCKET 40-0040 Cerac 

Faruards IE Insp Rept 40-8040/70-02 on 781030-1101 

sut sequent to 781030 fire S, 30-day rept. No noncomp I lance 

noted. 

OAVIBiA. B. Region 3, Chicago, Fuel Facilitg 8i Materials Safety 
Branch. 79/01/10. 2pp. 


7902260586 DOCKET 40-8040 Cerac 

IE Imp Rept 40-0040/70-02 on 701030-1 101. No noncomp 1 lance 
noted. Major areas inspected: circumstances re 701030 fire in 
plant tihaust sg Si effluents released, personnel exposure t 
preventive action. W/supportlng Info. 

FINNiJ.A.i ODEROiC.T.i PAFERIELLa, C. J. Region 3. Chicago. Office 
of the Director. 79/01/12. 24pp, 


790S06D086 DOCKET 40-3196 Wilmington Medical Center, WI 
Act receipt 701214 Itr Informing NRC of steps taken to 
eorract violatlans noted during insp 30-122/70-01 1 
30-1303/70-01, (< 40-8196/70-01. 

ORIER, B, H. Region 1, Philadelphia, Office of the Director. 
79/01/10. Jp. 


7902060090 DOCKET 40-8196 Wilmington Medical Center, W1 
Responds to NRC 701122 Itr re violations noted In IE Imp 
Repli 30-1303/70-01, 30-122/70-01,40-0196/70-01. Corrective 
actions: ini tiate eigt control sgs re radiation safety 
program. Consultant 's proposal end. 

CANNONiN.L. Wilmington Medical Center. 70/18/14. 41pp. 


7902060092 DOCKET 40-8196 Wilmington Medical Center, Wl 
Discusses IE Insp flepts 30-1303/78-01,30-122/78-01, t, 
40-8196/70-01 on 780921,23,781011-12 t 18. Forwards notice 
of Violation. 

CRIER, D.H, Region 1, Philadelphia, Office of the Director. 
70/11/22, 3pp. 


7902060095 DOCKET 40-0196 Wilmington Medical Center, WI 
Notice of violation from Insp on 700921,23,781011-12 & 18. 
Noncompl lanes noted: Inadequate mgt control sgs to monitor 
radiation exposures, required radiation surveys not performed 
on pat 1 entsi 1 1 c ensed matls improperly stored. 

* Region 1, Philadelphia, Office of the Director. 70/11/22. 

6pp. 


7902090031 DOCKET 40-0200 Cleveland-Cll ffs Iron Co. 

Clarifies docket numbers for In situ Rt<D applications as 
requested in 701116 Itr. All future submittals re Collins 
Draw operation should refer to Docket 40-8714. Docket 40-8200 
refers to North Rolling Pin test site. 

CRDHfW.T. Fuel Process, t. Fab. Branch. 79/01/08, 8pp. 


7908810002 DOCKET 40-0348 In Situ Uranium Leaching Project 
Forwards synapsis of research in situ U leaching test 
project. Plans addl aquifer monitoring to determine 
stabliiation of restored aquifer for Spring 1, Summer of 
1979. 

OOTH,W.C. National Nuclear Corp. 79/01/84. BOpp. 


7902860011 DOCKET 40-8452 Bear Creek Mining Co. 

Forwards tailing mgt alternatives for U mills for 
examination of long term stability characteristics per DRNL 
contract. Requests that three specific cap elemental failure 
modes be Included In review, W/o end. 

ECARANO, R. A. Division of Fuel Cycle It Material Safety. 79/OS/OS. 

2pp. 


7908280246 DOCKET 40-8458 Bear Creek Mining Co. 

Follows up 790189 telcon re low volume air quality sites. 

Intends to relocate low t, high volume air quality samplers 
to same locale. W/overs 1 ze map. 

MEDLOCKi R, L. Pullman, Inc., Pullman Power Products DlV. 79/03/09. 

8pp. 


7902090408 DOCKET 40-8502 Wyoming Mining Corp. 

Requests remittance of minor safety I, environ amend fee of 
#760.00 pursuant to 790105 request for amend to License 
8UA-1341 for alternate lliivlant program. 

WE168,D. License Fee Management Branch. 79/01/16. Ip. 


7902140848 DOCKET 40-0508 Wyoming Mining Corp. 

Informs that License to Explore No 8 at irlgary mine site 
will not authorlie testing of alternative 1 1 x ivlants. Request 
to test alternative llxiviants must be submitted in writing 
u/supporting technical data. 

ACKERMAN, W. C. Wyoming, State of. 79/01/84. 2pp, 


7908210086 DOCKET 40-0502 Wyoming Mining Corp. 

Forwards "Irlgaray Mine 01 to— Quarterly Rept 1," 700010-1831 
per WY Permit 470. 

WICHER8, D, L, P. H. Oletfelter Co. 79/01/86, 90pp. 


7908090031 DOCKET 40-8566 Clevilend-CUf f s Iron Co. 

Clarifies docket numbers fop In situ R&D applications as 
requested in 701116 Itr. All future submittals re Collins 
Draw operation should refer to Docket 40-0714. Doe ket 40-8200 
refers to North Rolling Pin test site. 

CROW,W.T. Fuel Process, fc Fab. Branch. 79/01/08. 2pp. 


7902060027 DOCKET 40-0584 Union 76 Exploration Co. 

Forwards Union Minerals operator bond for Sweetwater Uranium 
project as requested on 790111 by J Linehan. 

MARSHALL, J. A, Molycorp, Ine. 79/01/22. 10pp. 


7908070020 DOCKET 40-8504 Union 76 Exploration Co. 

Forwards copies of revised pages to source matl license 
application for Minerals Exploration Co Busetwater Uranium 
project. 

SALISBURY, R. V. Chicago Bridge t. Iron Co, 79/01/84. lOOpp, 


7902140435 DOCKET 40-8602 United Nuclear Corp. 

Responds to 790102 request for maps showing bottom elevation 
on Individual pits for tailings disposal sys. Maps show 
cross-sections u/mlnlmum 10 ft of compacted backfill ti 3 ft 
day liner. W/10 oversize maps. 

WOLFF, C.E. United Nuclear Corp. 79/01/86. 2pp. 


7908870309 DOCKET 40-8602 United Nucleer Corp. 

Requests response to two remelnlng items to enable 
completion of review of proposed tailing dam. Items concern 
proposed riprap gradation fc proposed 6 ft freeboard 
allowance for final height dam, 

8CARAN0,R. A. Fuel Process, << Fab. Branch. 79/08/01, tp. 


7902130143 DOCKET 40-0641 Energy Fuels Nuclear 

"Addl Archeological Test Excavations- t< Inventory on White 
Mesa, San Juan. County, Southeastern UT. " 

NIELSON. A, 8. ATCDfi. 79/01/31. 200pp. 


7908140012 DOCKET 40-0663 Nuclear Dynamics 

Forwards second quarterly rept, par License Condition 29. 
Copies also being sent to WY Dept of Environ Quality I, NRC 
IfcE, Region 4 office. 

8T0ICK. A, F. Uriel Foundry Co. 79/01/26. Ip. 


7902140015 DOCKET 40-0663 Nuclear Dynamics 

Forwards second quarterly rept, orig inal ly due 781130, 
Provides reasons for dalay In rept preparation. Addl 
supportive data to be forwarded as soon as prepared, 
CANNADAY, F. X. Urick Foundry Co. 79/01/17. Ip. 



DOCKETED ITEMS 


790314001? DOCKET 40-86&3 Nucltar Ovnanict 

"OuartBrlv fleptiPsTlod Ending Nov 30(1978" for Sourea Matl 
Lictni* BUA~133I. Detcribot oporablons during 3 contecutlvr 
p«rlod«: circulatton( Injtctien of Na blcarbonata & Injection 
of No bicarbonate & H peroxide. 

CANNADAV. F. X. Urlck Foundry Co. 79/01/17. ISVpp. 


7908090417 DOCKET 40-8*63 Nuclear Dyriamlca 

Inforeii that tecond quartarly rapt(duo 781130(Uill be 
dellverad by 790118( ilnce the chief metallurgist fractured 
his kneecapi some lab equipment failed St weather has been 
poor. 

CANNADAY. F. X. Urlck Foundry Co. 78/11/30. Ip. 


7903230191 DOCKET 40-8714 Cleveland Cliffs Iron Co. 

Responds to request for supportive info re source 
license appl Ica.t ion. Bub jec ts Include proposed well field 
pattern. shipping distance for gel lowcako. operating plans U 
proposed schedule. 

SOMERVILLE. K. 0. Oesco Marine. 79/01/16. 235pp 


7902090031 DOCKET 40-8714 Cleveland Cliffs Iron Co. 

Clarifies docket numbers for in situ RfcD applications as 
rsquested in 781116 Itr. All future submittals re Collins 
Draw operation should refer to Docket 40-8714. Doc kot 40-8200 
refers to North Rolling Pin test site. 

CROH( W. T. Fuel Process. & Fob. Dranch. 79/01/02. 2pp. 


7902280488 DOCKET 40-8663 Nuclear Dynamics 

Quarterly rept for period ending 781130 for License 
aUA-1331. Activities Included circulation Si injection of 
sodium bicarbonate. 

* Advisory Council on Historic Preservation. 79/01/17. 15pp. 


7902130141 DOCKET 40-8681 Energy Fuels Nuclear 

Forwards "Addl Archaeological Test Excavations Si Inventory 
on White Hesa.San Juan County. Southeastern UT. " 

MADSEN. D.B. Utah. State of. 79/01/31, Ip. 


7902070033 DOCKET 40-B681 Energy Fuels Nuclear 

Informs that alternative sites for plant would present a 
larger problem in mitigation of cultural resources. Site Is 
probably not acceptable as an archaeological district. 
KEENE. J.P. Utah. Btato of. 79/01/12. 2pp. 


7908140431 DOCKET 40-8681 Energy Fuels Nuclear 

Comments on DE18 (NUfiEO-0494); suggests more space could be 
alotted for discussion of archaeological Impacts l< proposed 
mitigations of impacts. Notes there are 45. not 25 sites. 
KEENE) J.B. Utah. State of. 79/01/15. 2pp. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


7902220119 DOCKET 80-3 Indian Point Station. Unit I 
Informs that TRADOC Pamphlet 380-30. " Interservl cb 
P rocedures for Instructional 8gs Development" referenced in 
NUREO-0819 Is avallabli In microfiche form from NRC. 

BE8AH. H. J. Division of Document Control. 79/01/09. 2pp. 


7902260350 DOCKET 80-3 Indian Point Btatlom Unit 1 

Submits Endorsement 99 to AN! Policy NF-100. Endorsement 67 
to HAELU Policy MF-89. Endorsement 100 to ANI Policy NF-IOO. 

(i Endorsements 2 to ANI Binder EB-5, ED-6 Sc MAELU Dinders 
XB-5 b XB-6, 

CAHILL, W.J. Consolidated Edison Co. of New York. 79/02/20. I2PP 


7902280385 DOCKET 50-3 Indian Point Station, Unit I 

As followup to NRC 781115 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
general contents of manual. 

ORIMEB.B.K, Assistant Director for Engineers b Projects. 
79/01/18, 8pp. 


7902870228 DOCKET 40-8681 Energy Fuels Nuclear 

Reports that DEIS will affect numerous archaeological 
propertlee that may be eligible for Inclusion tnr Natl 
Register of Historic Places. 

WALL. L. 8. Advisory Council on Historic Preservation. 
2pp. 


79/01/17. 


7902010358 DOCKET 40-8681 Energy Fuels Nuclear 

Comments on DEIB <NURBO-O474>l agrees w/staff that mill site 
runoff should be directed Into a retention pond b evaporated 

TAYLQfl.*K. E. ’ Health. Education b Welfare. Dept, of, 79/01/19, 2pp. 


7902370228 DOCKET 40-8681 Energy Fuels Nuclear 

Confirms conversation requesting time exttnslon. for EPA 
review of DEIB due to backlog of U milling proposals. Advl iss 
that draft comments will be in by 790220 b final comments 
later. 

OlEDT, J. R. Environmental Protection Agency. 79/01/26. Ip. 


7902810140 DOCKET 40-8681 Energy Fuels Nuclear 

Supports const b operation of U mill because of positive 
impact on job market In the area, DEIB did not address 
socioeconomic conditions re need for jobs. Olves Info on 
unemployement b public assistance figures, 

LYMAN. H.J. Utah, State of. 79/08/02. Ip. 


7902210146 DCKKET 40-0681 Energy Fuels Nuclear 

Solicits support for U miir project. based on its potential 
for economic boost, States design appears satisfactory for 
pollution b waste matl control. 

BLACK. C, Affiliation Unknown. 79/02/03, 2pp. 


7902210149 DOCKET 40-8681 Energy Fuels Nuclear 

Supports const of U mill for economic reasons. Expresses 
concern that EPA is interfering too greatly w/energy 
development. 

ACTON. Z, Affiliation Unknown. 79/02/04. 8pp. 


7902230184 DOCKET 40-8681 Energy Fuels Nuclear 

Requeets approval of U mill project. Balievos it would be 
environmental ly sound. Opposes tactics of EPA In preventing 
development, 

ACTON.P. B. Affiliation Unknown. 79/02/05. 8pp. 


7902880 IBB DOCKET 40-8681 Energy Fuels Nuclear 

Supports U mill. Bdltevas no 111 effects would result. Cltea 
economic advantage. Believes company has competent 
technology, 

ACTON.P. Affiliation Unknown. 79/02/08, 3pp. 


7902880088 DOCKET 40-8707 Envlrologlc Systems 

Responds to NRC 790111 request for addl Info re plans to 
Incorporata facility Into commarclal-sealt solution mining 
facility. Alio disci/ssas proposad tasting. 

DI8TEL, B. W. Whir lpool Corp, 79/01/88. 72pp, 


7902260002 DOCKET 50-3 
Riquests addl sum of 
amend to Units 8 b 3 
DI008. R. M. License 


Indian Point Btatlon. Unit 1 

4800.00 for Class I duplicate fee for 

ETB. 

Fee Management Dranch. 79/02/02. Ip. 


7903260608 DOCKET 50-3 Indian Point Btatlon, Unit 1 

Requests addl sum of 4800 for Class 1 duplicate fee fer 
amend to Units 2 b 3 ET8. 

DIOOa. R. M, License Fee Management Branch. 79/02/03, Ip. 


7902200014 DOCKET 50-3 Indian Point Station, Unit 1 

Bubmlts data specified in Section 401 Certification for Jan 
1979. Concerns gross electrical output, river discharge, 
chemical discharge b epecles of fish. 

MONTI, W. A, Consolidated Edison Co. of New York. 79/02/09. 15pp. 


7902260233 DOCKET 50-3 Indian Point Btatlon, Unit 1 
Forwards summary of PWR purging b venting experiences. 

8EYFRIT, K. V. Region 4, Dallas, Office of the Director. 74/09/03. 
4pp. 


7902210247 DOCKET 50-3 Indian Point Btatlon, Unit 1 

Ack receipt of 781115 Itr transmitting Revision 1 of draft 
radiological effluent Tech Specs b NURE0-0i33 for use in 
preparing license amend app 1 icat ion. Requests extension of 
time for submittal of amend. 

CAHILL, W. Coneolidated Edison Co. of New York. 79/02/13. Ip.. 


7902010252 DOCKET 50-3 Indian Point Station, Unit 1 

Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies. " 

DRIER, B.H. Region 1. Philadelphia. Office of the Director. 
79/01/16. Bpf, 


7908130032 DOCKET 50-3 Indian Point Btatlon, Unit 1 

Forwards IE Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock b Sway Arrestors IHSBAI, '' 

ORIER.B. H. Region 1, Philadelphia, Office of the Director. 
79/08/02. 2pp. 


7902280478 DOCKET 50-3 Indian Point Station, Unit 1 

Forwardf IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipmsnt. " W/list of 11 systematic evaluation program 
plants for which no action is required. 

ORIER.B. H. Region 1, Philadelphia. Office of the Director. 
79/02/08. 2pp. 


7902230182 DOCKET 50-3 Indian Point Station. Unit 1 

Forwards tabulation of dally record of fish collections for 
Jan 1979. 

CAHILL, W.J, Consolidated Edison Co. of New York. 79/02/15. 4pp. 


79O814O1B0 DOCKET 80-3 Indian Point Station. Unit 1 
Forwards LER 79-002/04T-0. 

CAHILL. W.J. Commonwealth Edison Co. 79/02/06. Ip. 



DOCKETED ITEMS 


7902140192 DOCKET 50-3 Indian Point Station. Unit 1 
LER 79-002/'04T-0 on 790108: rop or ted activltg of 
precipitation sample eiceeded 10 times control station 
level. Caused bg tritium releases from source other than 
plant. n 

MASCIULLI. S, Commonuealth Edison Co. 79/02/06. 3pp. 


7902220095 DOCKET 50-3 Indian Point Station. Unit 1 
ForuiaPds LER 7B-03B/04X-1, 

CAHILL. W.J. Consolidated Edison Co. of New York. 


79/02/14. 


ip 


7902220096 DOCKET 50-3 Indian Point Station. Unit I . ^ 

LER 7e-038/04X“l on 761 212: proc i p i tat i on sample esceeded lo 
times control station level. Caused bg trl tlum releases from 
source outside fdcilltg.NV State Dept of Environ 

Conservation investigating area manufacturer. 70/03/14 

HA8CIULLI.S. Consolidated Edison Co. of New York. 79/02/14. 


3pp. 


7902060306 DOCKET 50-5 Pennsglvanla State Univ. Research Reactor 
Details minor changes t< related safetg evaluation made to 
facilltg during 197B. Aluminum pneumatic ays Installed on 
780116 ti stainless steel pneumatic transfer sgs installed on 
700213. 

CUNNINGHAM. B. G. Pennsglvanla State Univ. 79/01/29. 3pp. 


7902220119 DOCKET 50-10 Dresden Nuclear Power Station. Unit I 
Informs that TRADOC Pamphlet 350-30. " Interservice 
Procedures for Instructional Sgs Development" referenced in 
NUREO-0219 is available In microfiche form from NRC. 

BESAW.H. J, Division of Document Control. 79/01/09. 2pp 


7902200043 DOCKET 50-10 Dresden Nuclear Power Station. Unit 1 
Forwards interim securilg plan for facilities describing 
compensaborg measures to be implemented on 790223. Enel 
withheld iref 10CFR2. 790). 

REED.C. Commonwealth Edison Co, 79/02/02. Ip. 


7902280265 DOCKET 50-10 Dresden Nuclear Power Station. Unit I 
Forwards Revision 4 to modified amended securltg plan for 
Dresden It Quad Citlee l< Revision 3 to modified amended 
securitg plan for Zion. Enel withheld (ref 10CFR2. 790). 
LEEiD. Commonwealth Edison Co. 79/02/20. Ip. 


7902230186 DOCKET 50-10 Dresden Nuclear Power Station, Unit t 
Forwards 1976 Annual Rept for util, 

BRE8E61ANN. n, W. Commonwealth Edison Co, 79/02/15. Ip. 


7902230194 DDCKET 50-10 Dresden Nuclear Power Station. Unit 1 
1978 Annual Rept. Reviews 197Bi five gear summary of 
operations mgt. tc flnanical statement. 

* Commonwealth Edison Co. 70/12/31. 24pp. 


7902140233 DOCKET 50-10 Dresden Nuclear Power Station. Unit I 
Discusses three programs that evaluate results of chemical 
c leaning: component insp program, metal surveillance program « 
radiation level determination. 

STEPHENSON. D. B, CO’rnmonwea 1th Edison Co. 78/ 20pp. 


7902140255 DOCKET 50-10 Dresden Nuclear Power Station. Unit 1 
"Dresden 1 Radiation Level Reduction Program. Intergranular 
Corrosion Tests of Sensltlied Tgpe-304 Stainless Steel in 
Dow NS-1. Stress Corrosion Cracking Tests of Type 304 
Stainless Btepl t< Carbon 8. Low Alloy Steels." 

WALKER. H.L. peneral Electric Co. NEDC-24143. 70/09/30. 


40pp. 


7902140257 DOCKET SO-10 Dresden Nuclear Power Station. Unit t 
"Final Rept oh Suppl Metallurgical Studies for Chemical 
Cleaning of Dresden 1." Discusses corrosion tests In Dow 
solvent NS-l l< effectiveness & corrosion effects of use of 
Dow dilute copper rinse during chemical cleaning. 

* Tejas Instruments. Inc. DN8-D1-029. 79/01/24. 76pp. 


7902140262 DOCKET 50-10 Dresden Nuclear Power Station. Unit 1 
"Radiation LeYel Program Corrosion Tests, Progress Rept for 
Oct 1978." Lohg term evaluation of effects of esposore to 
Dow NS-l solvent on stress corrosion cracking of sensltiied 
Type 304 stainless steel In simulated QWR environ. 

WALKER, W.L. peneral Electric Co. 70-509-139. 7B/10/31. 33pp. 


7902140264 DDCKfeT 50-10 Dresden Nuclear Power Station. Unit 1 
"Radiation Level Program Corrosion Tests. Progress Rept for 
Aug 1977." Fracture mechanics tests of simulated clad cracks 
in A8TM A336 Or F! exposed to Dow NS-l cleaning eolvont. 

WALKER. W.L. General Electric Co. 77-309-70. 77/00/00, 19pp. 


7902140267 DOCKkT 50-10 Dresden Nuclear Power Station. Unit 1 
"Radiation Level Program Corrosion Tests. Progrees Rept for 
Dec 1977." Froeturo mechanics tests of simulated clad cracks 
in ASTM A33S-P1. A302-D. A106-D U A105 exposed to Dow NS-l 
cleaning solvent. 

WALKER. W.L. ben oral Electric Co. 7B-509-002. 70/01/05. 22pp. 


7902140269 DOCKfeT 50-10 Dresden Nuclear Power Station. Unit 1 
"Radiation Level Program Corrosion Tests. Progrose Rept for 
Apr 1978." Frncture mechanics tests of simulated clad cracks 
in addl heats of ASTM A335-P1 . A302-n. A106-B l< Ai05 exposed 
to Dow NS-l cleaning solvent. 

WALKER. W.L. Deneral Electric Co. 70-509-66, 70/04/20. 41pp. 


7902140271 DOCKET 30-10 Dresden Nuclear Power Station. Unit i 
"Radiation Level Reduction Program. Evaluation of Long Term 
Tests 0# Simulated Clad-Cracked Specimens. " 

WALKER, W.L. Oeneral Electric Co. S09-ATR-17. 78/12/06. 7pp. 


7902210230 DOCKET 50-10 Dresden Nuclear Power Station, Unit 1 
Forwards Endo-rsement 2 to Binders ED-l. XB-i . ED-2. XD-2. EB-3. 
XB-3. EB-29. XD-29, ED-30. XD-30, ED-42, XD-42, EB-43, XB-43. 
evidencing secondary financial protection. 

OBTER. J. Commonwealth Edison Co. 79/02/14. 13pp. 


7902140205 DOCKET 30-10 Dresden Nuclear Power Station. Unit I 
Informs of declelon not to convert to etd Tech Speci. 
Conversion would be a significant time ti manpower burden 
w/no compensating increase in safety or efficiency. 

REED.C. Commonwealth Edison Co. 79/02/00. 2pp. 


79022I0'240 DOCKET 50-10 Dresden Nuclear Power Station. Unit I 
Forwards Amend, 115 to Indemnity Agreement NF-43. Amend 97 to 
MKF-RE.Amend 36 to NF-187, Amend 47 to MF-54, Amend 45 to 
NF-201. Amend 39 to MF-64. ti Amend 0 to NF-253 for calendar 
year 1979. 

OSTERi J. Commonwealth Edison Co. 79/02/14. 0pp 


7902260'33S DDCKET 50-10 Dresden Nuclear Power Station. Unit 1 
Forwards Info on BUR venting practices. 

DANCE. H. C. Region 3. Chicago. Office of the Director, 75/03/09. 
5pp. 


7902150353 DOCKET 50-10 Dresden Nuclear Power Station. Unit 1 
Repts status of HPC 1 sys. Most structural work on HPCI bldg 
finished except for minor items, OE is currently working on 
thermal shock analysis it Exxon Is progressing on App K 
analysis. 

JANECEK. R.F, Commonwealth Edison Co. 79/02/09. 2pp. 


7902260207 DOCKET 30-10 Dresden Nuclear Power Station. Unit 1 
Forwards draft evaluation of systematic evaluation program 
Topics V-10, D. V-ll. B & Vtl-3 re safe shutdown sys. Requests 
confirmation or correction of facts within 30 days. 

ZIEMANN. 0. L. Operating Reactors Branch 2. 79/02/09. 100pp. 


7902080295 DDCKET 50-10 Dresden Nuclear Power Station. Unit 1 
Meeting w/utll on 790J23 to discuss open Items needing 
resolution before unit returns to sve has bean cancelled. 
O'CONNOR. P. W. Operating Reacters Branch 2. 79/01/09. 2pp. 


7902210115 DOCKET 50-10 Dresden Nuclear Power Station. Unit I 
Ack receipt of 781216 Itr informing NRC of steps taken to 
correct violations noted during Insp on 781010-13 it 16-19. 

HIND. J. A. Region 3. Chicago. Safeguards Branch. 79/01/26, Ip. 


7902260431 DOCKET 30-10 Dresden Nuclear Power Station. Unit I 
Requests change in Licenses DPR-2. DPR-19 t< DPR-25. Forwards 
proposed changes. Of fs 1 te Dose Calculation Manual required by 
NRC 781113 itr it discussion of principal dlfforencee from 
NRC guidelines for manual development. 

REED.C. Commonwealth Edison Co. 79/02/16. 40pp. 


7902260442 DOCKET 50-10 Dresden Nuclear Power Station. Unit 1 
Offsite Dose Calculation Manual for Dresden Station, 
e Commonwealth Edison Co. 79/02/80. i60pp. 


7902120206 DOCKET 50-10 Dresden Nuclear Power Station. Unit I 
Responds to NRC 781221 request for verification of Info re 
systematic evaluation program Topic V-l 1. A. "Requirements 
far Isolation 0# High it Lou Pressure Systems." Provides Info 
requested. 

JANECEK, R.F. Commonweal th Edison Co. 79/02/05. 4pp. 


7902140250 DOCKET 50-10 Dresden Nuclear Power Station, Unit 1 
Forwards add! info re chemical cleaning In response to NRC 
760502 request. 

JANECEK, R.F. Commonwealth Edison Cn, 79/02/05. Opp, 


7902260010 DOCKET 30-10 Dresden Nuclear Power Station. Unit 1 
Forwards IE Insp Repts 50-010/70-32.50-237/78-30 ti 
50-249/70-30 on 781031-1103 *< 1129, 

DAVIS. A. B. Region 3. Chicago, Fuel Facility it Materials Safety 

Branch. 79/01/10. 2pp. 

7902260012 DDCKET 50-10 Dresden Nuclear Power Station. Unit 1 
IE Insp Repts 30-010/78-38,50-237/78-30 it 50-249/78-30 on 
701031-1103 h 1129, No Items of noncomp 1 lance noted. Major 
areas lnsp:mgt con trol s, environ protection programs it 
Internal audits. 

0E9THAN. M, J. , JANUBKA, A. G. , GRANT. M, B. Regions, Chicago, Fuel 

Facility it Materials Safety Branch. 79/01/00. 9pp. 
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79033*0090 DOCKET 90-10 Dr«nJ#n Noel»«r Pou*r Station. Unit 1 
Fortwi*!!* IE In*> Rfpt* 90-010/78-33.90-837/70-31 & 

00-849/78-31 on 781101-1801 b notlca of violation. 

ftORCIXI.O. Btglon 3. Chicago. Reactor Operations Nuclear Support 

BfMehi 79/01/13, 2pp. 

79088*0094 DOCKET 50-10 Dresden Nuclear Pouier Station. Unit 1 
Notice of violation from insp on 701101-701801, 

* Region 3. Chicago. Reactor Operations Nuclear Support Branch. 
79/01/09. Ip. 


7902230173 DOCKET 90-13 Dateoch «< Hllcoi Co. Critical Pacllitg 
Responds to 790808 Itr. Provides details of amounts & 
enrichments of. SNN. Agrees to add license condition requiring 
mod of reactor securitg plan, Claims no eiemptlons for ang 

OUSENi A. F. Babcock t. Wllcoi Co. 79/02/16. Spp 

7908090133 DOCKET SO-10 Vallecitos Bolling Water Reactor 
Forwards copies of Endorsement 107 to ANI Pollcg NF-l 
Endorsement 17 to MAELU Pollcg 

CORREA. C. Marsh t< McLennan. Inc, 79/01/29. 3pp. 


79088*0066 DOCKET 90-10 Dresden Nuclear Power Station. Unit 1 
IE Insp Repti 90-010/70-33.30-237/70-31 «< 50-249/78-31 on 
7 B 1101 - 1 S 01 . Noncomp I lance noted ; fai lure to follow temporarg 
oroeedora change b failure to perform a surveillance. 

KNOP.R.C,. DARKER. J.L., SMITH. J. Regions. Chicago. Office of 
the Diraetor. 79/01/09. 15pp. 

7902830131 DOCKET 90-10 Dresden Nuclear Power Station. Unit I 
Act rece'ipfc of 790117 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-10/70-31. 

90-837/70-29 «< 80-849/70-89. . ^ ^ , , „ , ^ 

DAVlBiA. B. Region 3. Chicago. , Fuel Faeilitg fc Materials Bafetg 

Branch. 79/01/31. Ip. 

7908830134 DOCKET 50-10 Dresden Nuclear Power Station. Unit 1 
Riseendi to NRC 790103 Ur re violation noted In IE Insp 
Repts 90-10/70-31.90-837/78-29 8. 90-349/70-89 on 701115-17, 

81-88. Corrective actionsinew procedurts reviewed ti 
rtemphatl led. 

REED.C, Commonwealth Edison Co. 79/01/17. 3pp. 

7902180094 DOCKET 90-10 Dresden Nuclear Power Station. Unit I 
Forwards IE Info Notice 79-01. "Bergen-Paterson Hgdraulle 

Shock It Swag Arrastors tHSSA)". , . vo.no/na 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/02/08. 

4pp. 

7908180094 DOCKET 90-10 Dresden Nuclear Power Bta.tion, Unit 1 
Forwards IE Info Notice 79-01, “Bergen-Paterson Hgdraulic 
Shock fc Bwau Arrestors IHSBAI". 

KEPPLER.J. 0.'' Region 3, Chicago, Office of tha Director. 79/02/03. 

Ip. 

7908210280 DOCKET 80-10 Dresden Nuclear Power Btation, Unit I 
Forwards IE Bullstin 79-01. "Environ Qualification of Class 
IE Equipment. " W/list of 11 sgitematic evaluation program 
Btants for which no action is required. 

^PLER. J. e. Region 3, Chicago, Office of the Director. 79/08/09. 

ip. 

7908870398 DOCKET 90-10 Dresden Nuclear Power Station, Unit 1 
Forwards IE Info Notice 79-03, "Llmitorque Valve Geared 

KEpP^ERri*©'’ Chicago, Office of the Director. 79/02/09. 

ip. 

7903870398 DOCKET 90-10 Dresden Nuclear Power Btation, Unit I 
Forwards IE Info Notice 79-03, "Llmitorque Valve Geared 

K6?pjERri*0.^ 3, Chicago, Office of the Director. 79/08/09, 

ip. 

7908880083 DOCKET 90-10 Dresden Nuclear Power Station. Unit 1 
Ferwarde monthlg operating rapt for Jan , 

STEPHENSON. B. B Commonwealth Edison Co, 79/02/13. Ip. 

7902880004 DOCKET 90-10 Dresden Nuclear Power Station. Unit 1 
Monthlg optratlng rapt for Jan 1979. 

PHELAN. J. F. Commonwoalth Edison Co, 79/01/31. 18pp. 

7908140340 DOCKET 90-13 Babcock l< Wilcox Co. Critical FacilUg 
Forwards eorrseted transmittal Itr amend to License CX— 10 
dtd 781189. Original Itr b amend show Ineorrsct equivalent 
weight for 9 Cl of Am. Corrected amend should be substituted 

REIdIr. W. Operating Reactors Branch 4, 79/01/84. Spp. 

7902140348 DOCKET 90-13 Babcock b Wilcox Co. Critical Faeilitg 
Forwards Amend 10 to License CX-10 In response to 7B062A 
rtqutet. Amend permits substitution of Am-Be neutron sources 
for Pu-Be neutron sources fc permits outhori lation to receive 
possess E use up to 9 Ci <1.94Q g) of Am. 

REID.R. W. Operating Reactors Branch 4. 78/11/89. spp. 

7908140384 DOCKET 90-13 Babcock b Wilcox Co. Critical Faeilitg 
Amend 10 to License CX-IO authorlilng possession 
li use of up to 979 kg of contained U-S39 tc up to 

RE1D?r!*W. ^ Operating Raactors Branch 4. 79/11/89. 2pp. 


7908860430 DOCKET 90-10 Vallecitos Boiling Water Reactor 
Forwards Annual Rept 14 for deactivated faeilitg including 
status of fae i 1 i tg, per Iodic insp. radiation 1. contamination, 

CUNNINGHAM. 0. E. General Electric Co. .Nuclear Energg Products Div. 
79/03/06. Ip. 

7908860424 DOCKET 90-18 Vallecitos Doillng Water Reactor 

Annual Rept 14 describes routine insp b results of radiation 
b contamination survegs. „ ^ . r.. 

* General Electric Co, .Nuclear Energg Products Dlv. 70/13/31, 

-PP' 

7902230149 DOCKET 50-87 Washington State Unlv. Research Reactor 
Provides Info rs projected 8NM requirements h associated 
eategarlBs for License R-76. Ident 1 f les degree of enrichment 
of U-a35. Suggests mod of Tech Specs to be consistent with 
current practice. 

WILSON. W.E. Washington State Unlv, 79/02/13. 2pp. 

7903190817 DOCKET 90-87 Washington State Unlv Research Reactor 
Forwards IE Insp Rept 90-27/70-03 on 781218-20. No 

noncomp llancB noted. „ n n — _ 

CREWS, J.L. Region 5, San Francisco. Reactor Operations Nuclear 

Support Drench. 79/01/10. Spp. 

7902190230 DOCKET 90-27 Washington State Unlv. Research Reactor 
IE Insp Rept 90-27/78-03 on 701810-20. No noneompHanee 
noted. Areas inspected: organUatlon, logs b records, review «< 
audit, requallflcation training. procedUTes, survell lance S. 

JOHNBtSnI'g^W. , JOHNSON, A. D. Region 5, San Francisco, Reactor 

Operations Nuclear Support Branch. 79/01/09. 5pp. 

7908820119 DOCKET 90-89 Yankee-Roue Nuclear Power Station 
Informs that TRADOC Pamphlet 390-30, "Interservie# 

ProettfuT*®* for Instructional Qys Devslopmant” rsferenceo In 
NUREO-0819 Is available in microfiche form from NRC, 

BESAW, H. J. Division of Document Control. 79/01/09, 8pp. 

7908260098 DOCKET 90-89 Yankes-Roue Nuclear Power Station 
Amended securitg plan has been reviewed b deficiencies 
are discussed in Enel A. which Is withheld (ref 10CFR3. 7901. 

Addl commitments in Enel A should be P ‘®1?' 

ZIEMANN.D.L. Operating Reactors Draneh 2. 79/01/24. 2pp. 

7908190499 DOCKET 80-39 Yankee-Rowe Nuclear Power Station 
Requests addl info fire protection guidel ines, control, 
responsiblHtlos, b QA. M/encl questionnaire b NRC positions 

ZIEMANN.D.L, Operating Reactors Branch 2. 79/01/29. 6pp. 

7902120194 DOCKET 90-29 Yankee-Rowe Nuclear Power Btation 
Forwards fire hazards analgsis which diseusses safe plant 
shutdown b cooldown eapabllltg in event of fire. Responds to 
NRC 781820 Ur requesting addl Info on shutdown eapabllttg. 

MOODY. D. B. Yankee Atomic Electric Co. 79/08/09. 9pp. 

7902800802 DOCKET 90-29 Yankee-Rowe Nuclear Power Station 
Forwards proposed actions re outstanding fire protection 
i ssues : Invest Igat I on will determine means of detecting fires 
In containment b 12 addl portable eitingul ehers will be 
provided in containment. 

MOODY, D. E. Yankee Atomic Electric Co. 79/02/22. Ip. 

7902260233 DOCKET 90-29 Yankee-Rowe Nuclear Power Station 

Forwards summarg of PWR purging b venting -.a /no/m 

86YFRIT.K. V. Region 4. Dellas. Office of the Director. 74/09/03. 

4pp. 

7902010289 DOCKET 90-29 Yankee-Rowe Nuclear Power Station 
Forwards draft evaluation of sgstematie evaluation program 
for RHR tgs heat exchanger tube failures. Most prlmarg 
protection agi criteria have been met. but action should be 
initiated re environ protection, 

ZIEMANN.D.L. Operating Reactors Branch 8. 79/01/17. 9pp. 

7902880933 DOCKET 90-89 Yankee-Rowe Nuclear Power Btation 
Subkiits background Info re application for > ‘‘•f’** 
permit operation in idle loop modes. Reactor tripped 760113 fc 
application for amend In event defective pump could not be 
replaced on t Ime, Appl Icat ion withdrawn. 

BURGER, A. Doeratlns Reactors Draneh 2. 79/01/84, Ip. 



DOCKETED ITEMS 


7905230070 DOCKET 50-S9 Y^nkee-RouB Nuclsar PouBr Station 
Fortifard« draTt avaluation of lycteraatic evaluation program 
Topic 11-3 . Dj "Aval 1 ab i 1 1 tv of Meteorological Data In 
Control Room. " Requests response uiitnin 30 dags. 

2IEHANN. D. L, Operating Reactors Branch S. 79/03/01. App. 


79020i«023A DOCKET 50-29 Yankoe-Roue Nuclear Pouer Station 
LER 79-001/03L-0 on 790103; during normal operation, f i Her 
alarm on containment main coolant sgs leakage air 
particulate monitor was received. Caused bg running out of 
vietoreen type HV-70 Part 041-1-16A filter paper, 
DOl>TWELL< R. L. Yankee Atomic Electric Co. 79/03/03, ip. 


7902230079 DOCKET 30-29 Yankee-Rowe Nuclear Pouor Station 

Forwards redraft evaluation of sgstematlc evaluation program 
Topic IV-i . A, "Operation W/Less Than All Loops in Svc. " 
Requests response within 30 dags. 

ZIEMANN.D, U. Operating Reactore Branch 2. 79/02/01, &p p . 


7902120071 DOCKET 50-39 Yankee-Roue Nuclear Power Station 

Forwards nod to Appendli A of 1 i cense> Proposed Change 159 re 
crane travel tc spent fuel pi t. Support Ing documentation end. 
VANOEN0UROH, P. ^ Yankee Atomic Electric Co. 79/02/07. 57pp. 


790227O2A0 DOCKET 50-29 Yankee-Roue Nuclear Power Station 


Forwards LER 79-003/03L-0. 

AUT10(H. A. Yankee Atomic Electric Co. 


79/02/21, 


tp. 


79022702A3 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
LER 79-003/03U-0 on 790112 : during unscheduled shutdown! ttean 
generator chloride concentration esceeded 0.5 ppm Tech Spec 
limit. Caused bg steam generator 's chemical hideout. 

DQUTMELLi R. L. Yankee Atomic Electric Co, 79/02/31. Ip. 


7902150339 DOCKET 50-29 Yankee-Roue Nuclear Power Station 
Responds to 770926 request for evaluation of boron dilution 
accidents posslblg resulting from most limiting single 
failure or operator error. No addl boron dilution event 
possible. 

OROCE. R. H. Yankee Atomic Electric Co. 79/02/12. ip. 


7902150409 DOCKET SO-39 Vankoe-Rowe Nuclear Power Station 
Documents info presented to NRC at 761320 meeting w/uki 1 t, 
Sgstematic Evaluation Program Branch re seismic evaluation. 
Delineates basic program plan c omponents Development can 
proceed no further w/o NRC seismic input data. 

QRDCE.R. H. Yankee Atomic Electric Co, 79/03/13. 2pp. 


7903260393 DOCKET 50-29 Yankee-Roue Nuclear Power Station 
Fortrards corrections to NRC evaluation of sgstematic 
evaluation program Topic V-10. A, 

OROCE. R. H. Yankee Atomic Electric Co. 79/03/13. 2pp. 


7902220022 DOCKET 50-39 Yankoe-fiawe Nuclear Power Station 

Forwards revised tabulation sheets for environ qualification 
of safetg-re la ted electrical equipment re sgstematic 
evaluation prograin. Changes implemented during recent 
refueling shutdouin> when level instrumentation was replaced. 
ORQCE, R. H. Yankee Atomic Electric Co. 79/03/14. 7pp. 


7902270311 DOCKET 50-29 Yankee-Roue Nuclear Power Station 
Rosponds to NRC 790125 Itr w/addl info on administrative 
controls. 

MDODY. 0. E. Yankee Atomic Electric Co. 79/03/23. 5pp. 


7902090129 DOCKET 50-29 Yankee-Roue Nuclear Power Station 
Forurards IE Insp Rept 50-029/76-22 on 761206-07. No 
noncomp 1 lance noted. 

CARLSONiR.T. Region li Philadelphia! Reactor Construction fc 

Engineering Support Branch. 76/13/26. 2pp. 


7902090140 DOCKET 50-29 Yankee-Rowe Nuclear Power Stalion 
IE Insp Rept 50-029/76-23 on 7Bl 206-0'7. No noncompliance 
noted. Major areas Inspected: Inservics Deamination 
ac t Iv i tl as, mod of poet-LDCA recirculation sgs 6 eddg current 
examination of steam generator tubes. 

SANDERS! N. F. • EDNETER.8. Region l! Philadelphia! Reactor 

Construction t Engineering Support Branch. 79/12/20. 3pp. 


7902010278 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Forwards IE Circular 79-02! "Failure of 120 Volt Vital AC 
Power 8upp lies, " 

ORlERiD.H. Region 1, Philadelphia. Office of the Director. 
79/01/16. Bpp, 


7902130020 DOCKET 60-29 Yankee-Roue Nuclear Power Station 
Forwards IE Info Notice 79-01 . "Bsrgen-Pater son Hgdraollc 
Shock & Swag Arrestors IHS3A>.'' 

DRIER. B.H. Region I, Philadelphia. Office of the Director. 
79/02/02, Ip, 


7902260506 DOCKET 80-29 Yankee-Roue Nuclear Power Station 
Forwards IE Bulletin 79-01. "Environ Oualif ication of Class 
IE Equipment," M/llst of 11 sgstematic evaluation program 
plants For which no action is required. 

ORIER.D.H. Region 1, Philadelphia. Office of the Director. 
79/02/08, IP. 


7902200047 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Forwards monthly operating rept for Jan 1979. 

MOODY. D.E. Yankee Atomic Electric Co. 79/02/12. ip. 


7902200046 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
Monthly operating rept for Jan 1979. 

SJOOREN.R.H. Yankee Atomic Electric Co. 79/03/12. App. 


7902060230 DOCKET 80-29 Yankee-Rowe Nuclear Power Station 
Forwards LER 79-001 /03L-0. 

AUTIOjH. A. Yankae Atomic Electric Co. 79/02/02. Ip.. 


7902270273 DOCKET 50-29 Yankee-Roue Nuclear Pouer Station 
Forwards LER 79-003/03L-0. 

AUTID. H. A. Yankee Atomic Electric Co, 79/02/21. tp. 


7902270276 DOCKET 50-29 Yankee-Rowe Nuclear Power Station 
LER 79-002/03L-0 on 790122: fol lowing plant trip, control Tsea 
operator found Rod 23 failed to drop into core from (17 
Inches on the scram b all rods in group were not within 
plus/mlnuB 8 inches. Caused by erud buildup after refueling 
MAV.E, L, Yankee Atomic Electric Co. 79/02/31. ip. 


7902270368 DOCKET 50-29 Yankee-Rowe Nuclear Power atatlon 
RO 50-029/79—06 on 790219: leak found in fire aoppreision 
water sys between valves FS-V-641! F8-V— 642 b F9—Y-647. Cause 
unknown. 

AUTIO. H. A. Yankee Atomic Electric Co. 79/02/21. 2pp. 


7902260452 DOCKET 50-30 Plum Brook Research Reactor Facility 
Forwards "Rept of Reactor Standby Condition for NABA Plum 
Brook Reactor" for 1970. 

DIDELOTi R, C. a DEVi H. National Aoronautles b Space Admin, 79f03/W 
Ip. 


7902260489 DOCKET 50-30 Plum Brook Research Reactor Facllllg 
"Rept of Reactor Standby Condition for NASA Plum Brook 
Reactor. " Annual rapt far 1976. 

* National Aeronautics b Space Admin. 79/02/17. 8pp. 


7902260301 DOCKET 50-54 Pauling Research Reactor 

Requests immediate Tech Spec change to License R-Sl to 
Increase production of U-SSS. due to recent slowdown in 
Canadian production which threatened shortage to US medical 
supp liars, 

MCOOVERN. J. J. Union Carbide Corp, 79/02/31. Ip. 


7902220244 DOCKET 50-62 Unlv, of Virginia Research Reactor 
Forwards IE Insp Repts 50-062/76-03 b 50-396/78-02 on 
781126-30 & notice of violation. 

LONSiF. J. Region 3. Atlanta. Reactor Operations Nuc I tar Duggci I 

Branch. 78/12/16. 3pp. 


7902220246 DOCKET 50-62 Vnlv. of Virginia Resoarch Reactor 
Notice of violation from insp on 781128-30, 

LDNOi F. J. Region 2i Atlanta. Reactor Operations Nuc I eer ll^'lf i sit 

Branch. 78/12/16. ip. 


7902220250 DOCKET 50-62 Univ. of Virginia Research Raactpr 
IE Insp Repts 50-062/70-03 b 50-396/78-02 on 781128-30. 
Noncomp 1 lance noted: Reactor Safety Committee approved 
procedure revision resulting in reactor operating from 
781023-1128 w/scrair> switch inoperable. 

LENtS, R. C. Region 2i Atlanta! Reactor Dperationt Huctftr 

Support Branch. 78/12/16. Spp, 


7902270121 DOCKET 50-62 Unlv. of Virginia Research Reactor 
Forwards IE Insp Repts 50-062/78-04 b 50-396/78-03 on 
781228-29. No noncompl lance noted. 

KENNA. N. B. Region 2. Atlanta. Safeguards Branch. TY/Ql/iSr •!» 


7902270126 DOCKET 80-62 Univ. of Virginia Rasearch Raaetor 
IE Imp Repts 30-062/78-04 b 30-396/78-03 on 781220-89,14* 
noncomp 1 iance noted, Major area inspected: physical security 
program. 

OEBECKER.K. H. , OILLESPIE. P. P. Region 2. Atlanta. Ssfigiisris 
Branch. 79/01/11. 3pp. 


790218017B DOCKET 30-70 Oensral Elsetrle Tsst Reactor 

Forwards 781212 joint Itr from three individuals expressing 
views re OETR. Ltr is written limited appearance statement 
per 10CFR2. 719. 

CHANDLER. L. J. Office of the Executive Legal Director. 79/01/23 
ip. 



DOCKETED ITEMS 


7'?02»80189 DOCKET 30-70 Oeneral Electric Test Reactor 

Urges shutdoun of facility due to nearby earthquake faulti 
toilclty of Pu oxide t('24i000 year half-life of Pu. Requests 
due consideration of Inherent dangers involved in nuclear 
energy. 

.JOHNBONiQ.. NEBER.C,. HART, 8. Af f 1 1 la t ion Unknoun. 7e/12/’12. Ip. 


790222024? DOCKET 30-70 General Electric Test Reactor 

Intervener Friends of the Earth's response to ASLS 790113 
order. Requests referral of OE 780626 Interrogatory 1 w/al 1 
responses to NRC. Certl Plcate of Sve end. 

BALDWIN, U. A. Friends of the Earth. 79/01/2S. 2pp. 


7902030033 DOCKET 30-70 General Electric Test Reactor 
Dismisses Intervenors' 790123 motlo'n requesting referral 
of OE Interrogatory 1 & associated papers. 

LUTON, E. Atonic Safety and Licensing Board Panel. 79/01/29. ip. 


7902230167 DOCKET 30-70 General Electric Test Reactor 
Repts investigation findings re excessive leakage rate. 

Found laak sourei at containment ventilation sys exhaust 
duct Isolation valves. Performed satisfactory ad justnen ti ui 11 
make further adjustment during next retest interval. 

DARHITZEL, R. U. Oeneral Electric Co., Nuclear Energy Products Dlv. 
79/02/12. 2pp. 


7902210098 DOCKET 30-63 Univ. of Florida Training Reactor 
Forwards IE Insp Rept 90-083/78-06 on 781203. 

No noncompllance noted. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility b Materials 
Safety Branch. 78/12/26. 2pp. 


7902210102 DOCKET 30-83 Univ. of Florida Training Reactor 
IE Insp Rapt 30-063/78-06 on 781203. No noncompllance noted. 

Major area inspec tad; emergincy drill observation, 

HUFHAM, J. 14. Region 2, Atlanta, Fuel Facility It Materials Safety 
Branch. 78/12/26. 4pp. 


7902010336 DOCKET 80-67 Uesttnghouse Critical Experiment 
Forwards IE Insp Rept 80-087/76-07 on 781.227-29. No 
noncompllance noted. 

HIND, J. A. Region 3, Chicago, Bafeguards Branch, 79/01/22. 2pp, 


7902010362 DOCKET 30-87 Histinghouse Critical Experiment 
IE Insp Rept 30-067/76-07 on 781227-29. No noncompllance 
noted. Major areas inspec tad: sacur ity plan 8i implementation 
ra protaetlon of 8NM, security orgalnxation. Details withheld 
(ref 10CFR2. 790), 

CHRI8T0FFER,O. > HOHELL,U. C. , HIND, U. A. Region 3, Chicago, 

Safeguards Branch. 79/01/19. Ip. 


7902260333 DOCKET 30-67 Wes tingh oust Critical Experiment 
Forwards "Annual Rept for 1978. " 

ROTH, J. M. Meittnghousa Electric Gorp. 79/02/06. IP. 


7902080203 DOCKET SD-99 Babcock t, Wilcox Test Reactor 

Responds to NRC 760621 Itr. Forwards info re financial data, 
business conduc ted , organl za t lonal structure, radiolog ical 
monl toring, sa f e ty haiarife ti Tech Specs. 

□LSEM. A, F. Babcock 6 Wilcox Cn. 79/01/29, 7pp. 


7902030209 DOCKET 30-99 Babcock U Wilcox Test Reactor 
^Annual rept for fiscal year ending 780331. Forwards fact book 
b SEC form 10-K as suppl. 

* J. Ray McDermott b Co. 70/03/31. ia9pp. 


7902090212 DOCKET 30-99 Babcock b Wilcox Test Reactor 
App A to Tech Specs for License R-47. Di scusses safety 
1 Imitsj 1 1ml ting conditions for operation, surveillance 
requirements, des i gn features b administrative controls. 
» Babcock b Wilcox Co. 78/12/31. 44pp. 


7902030216 DOCKET 30-99 Babcock b Wilcox Teal Reactor 
Safety hazards evaluation repts update for License R-47. 
Discusses site locating b descript ion, operati on, reactor 
accidents b maint commitment. 

» Babcock b Wilcox Co. BAW-74. 78/11/30. 27pp. 


7902230173 DOCKET 90-99 Babcock b Wilcox Test Reactor 
Responds to 790202 Itr. Provides details of amounts b 
anrlchmanis of 6NM. Agrees to add license condition requiring 
mod of reactor security plan. Claims no exemptions for any 
fiNM. 

OLSEN, A. F. Dabcock b Wilcox Co. 79/02/16. 2pp. 


7902090399 DOCKET 90-106 Oregon State Univ. Research Reactor 
Fortiiards application for const permit b license to operate 
model AON-801 nuclear training reactor. Requests expeditious 
treatment of appl icatlon, as reactor currently in OR b must 
be ready for training classes by Fall 1979. 

SAU18, M. C, Northuestarn Univ. 79/01/26. ip. 


7902090360 DOCKET SO-106 Oregon State Univ, Research Reactor 
"Nuclear Training Reactor Class 104 Operating License b 
Const Permit App 1 leati on" for model A0N-201i serial ll4.i 
Includes financial considerat 1 ons, SAR, operator licenses b 
requalif icati on training, p hys i cal security b fuel shipment. 

DAVIB, H. C. r VAN NOOROENNEN Northwestern Univ. 78/09/30. 2S0pp. 


7902280231 DOCKET 90-111 North Carolina State Univ. Research Reactor 
Ack receipt of application to renew License R-63. Appl Icatlon 
is timely, so existing license is still valid. 

RE1D,R. M. Operating Reactors Branch 4. 79/02/09, ip. 


7902130176 DOCKET 90-128 Texas Abh Univ. Research Reactor 
Forwards safety analyses for Amend 7 bo License R-83. 
Proposed to modify Tech Spec to permit radiography of up to 
9 lb of explosive matl in a radiography facility associated 
w/Nuclear Science Center Reactor. 

BERO.R.R, Texas A b M Univ. 79/02/06. I8pp. 


7902260396 DOCKET 90-87 Weetinghouee Critical Experimsnt 
"Annual Rept for 1970. " 

FER0U8IN, C. C. , ROTH, J. M. Weetinghouee Electric Corp. 79/02/08. 
9pp. 


7902080096 DOCKET 90-98 Univ. of Delaware Research Reactor 
Act receipt of 790103 Itr informing NRC of stepe taken to 
correct violations noted in IE Insp Repts 30-098/78-01 b 
7O-7O9/7B-01. 

BMITHiO. H. Region 1, Philadelphia, Fual Facility b Materials 
Safety Branch. 79/01/19. Ip. 


7902220119 DOCKET 30-133 Kumbolt Bay Power Plant, Unit 3 
Informe that TRADOC Pamphlet 330-30, "Intsrservice 
Procedures for Instructional Sys Development" refBreneed| in 
NUREQ-02i9 is available In microfiche form from NRC. 

BE8AW, W. J. Division of Dacument Control. 79/01/09. 2pp. 


7902260174 DOCKET - 90-133 Humbolt Bag 
Util motion to hold proceed Ings in 
enab la addl geologic invee t Igat 1 on 
8vc end. 

LaCKE,R.D. Pacific Gas b Electric 


Power Plant, Unit 3 
abeyance until 791001 to 
b anal ysls. Certi ficeti of 

Co. 79/01/26, Spp. 


7902080097 DOCKET 90-96 Univ. of Delaware Research Reactor 
Retpondi to NRC 781214 Itr ra vlolatlone noted in IE Insp 
Repts 90-090/78-01 b 70-709/78-01. Corrective actions: all 
radiation protection instruments will be calibr at 6-month 
intervals. Ful 1 compliance expected by 790130. 

JOHANSEN, J. M. Delaware, Univ. of. 79/01/03, Ip. 


7902080099 DOCKET 30-98 Univ. of Delaware Research Reactor 
Forwards IE Insp Repts 30-096/78-01 b 70-709/78-01 on 781101 
b notice of violation. 

aMlTHiO.H. Region 1, Philadelphia, Fual Facility b Materials 
Safety Branch. 76/12/14, 2pp. 


7902080100 DOCKET 80-96 Univ. of Delaware Research Reactor 
Notice of vloletlon from insp on 761101. 

» Region 1, Philadelphia, Fuel Facility b Materials Safety 
Branch. 78/12/22. Ip. 


7902060104 DOCKET 30-96 Univ. of Delaware Research Reactor 
IE Imp Repts 50-098/78-01 b 70-709/78-01 on 781101. 
Noncompl iance noted: failure to calibr radiation protection 
instruments during 11 months prior to 761101 b to submit 
annual Mar 1 operating rspts for past two yrs. 

PLUMLEE, K. E. , CROCKERrH.W. Region 1, Philadelphia, Fuel 
Facility b Hatarlals Safety Branch. 78/12/11. Bpp. 


7902260354 DOCKET 80-133 Humbolt Bay Power Plant, Unit 3 
Info from licensee on BWR purging. 

BPENCERfO. 9. Region 9, San Francisco, Office of ths Director. 
79/02/12, ip. 


7902260369 DOCKET 90-133 Humbolt Bay Power Plant, Unit 3 
As followup to NRC 701119 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
general contents of manual . 

ORIHEB, B.K. Assistant Director for Engineers b Projects. 
79/01/18. 9pp. 


7902190010 DOCKET 90-133 Humbolt Bay Power Plant, Unit 3 
Responds to NRC 780929 b 781124 Itrs transmitting IE 
Bulletins 76-12 b 7B-I2A "Atypical Wald Matl in Reaetpr 
Pressura Vessel Welds." Plans to propose schedule for 
submltsion of .info after studying seismic issues. 

CRANE, P. A. Pacific Oas b Electric Co. 78/12/06. tp. 


7902280091 DOCKET 90-133 Humbolt Bay Power Plant, Unit 3 
Rasponds to NRC 781219 Itr forwarding IE Bulletin 78-14. 
Completed review indicates last raplaeement of Guna-N matls 
occurred in June 1979. All Buna-N mails In control rod scram 
sys will be replaced before etartup. 

CRANE, P. A, Pacific Oae b Elaetrle Co. 79/01/29. 2pp., 



DOCKETED ITEMS 


7902120127 DOCKET 90-133 HuJihoU Dag Power Plant. Unit 3 
ForwarSi IE Info Notice 79-01. "Bergen-Patarson Hgdraulle 
Shock & Swag Arreetors (HS5A). 

ENOELKEN. R. H, Region 5. San Francisco. Office of the Director. 
79/02/02. 1(», 


7902230071 DOCKET 90-133 Hutnbolt Dag Power Plant. Unit 3 ^ 

ForuapSa IE Bulletin 79-01. “Environ Qualification of Class 
IE E(iuipment. " H/list of U sgstematle evaluation program 
plants for which no action is required. 

ENGLEKEN.R. H. Region 9. San Francisco. Office of the Director, 
79/02/09. Ip. 


790227O33S DOCKET 90-133 Humbolt Osg Power Plant. Unit 3 
Foruardt IE Info Notice 79-03. "Liitil torque Valve Geared 
Limit Switch Lubricant. " 

ENOLEKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/02/09. Ip. 


79020S0199 DOCKET 50-133 Humbolt Dag Power Plant. Unit 3 
Forward* "Quarterlg Status Rept of Investigations l> Mods. 
Oct-Dec 197B, Rept 20. " 

CRANE. P. A. Pacific Oas it Electric Co. 79/01/30. Ip. 


7902050163 DOCKET 50-133 Humbolt Bag Power Plant. Unit 3 
"Quarterlg Status Rept of tnvestlgatlone !. Mode. Oct-Dec 
1978, Rept 20." 

• Pacific Oas ii Electric Co. 79/01/29. Ip. 


7902220030 DOCKET 90-133 Humbolt Bag Power Plant. Unit 3 
Forward* monthlg operating rept for Jan 1979. 

WEEKS, E.D. Pacific Oas It Electric Co. 79/02/12. ip. 


7902220032 DOCKET 90-133 Humbolt Dag Power Plant, Unit 3 
Monthlg oparating rept for Jan 1979. 

OETTV, B. C. Pacific Oas k Electric Co. 79/02/00. 3pp. 


79020*0271 DOCKET 90-134 Worcester Polgteeh Inet. Research Reactor 
Rept* no change* in mod* of operation or use of open pool 
TiictoT feeilitg. Currentlg 3 senior licenses S< 3 operator 
tlcanse at fac 1 li tg. Bgprodue t matl license has been renewed 
(i no other license amends currentlg pending. 

HILBUHjL.C. Worcester Polgtechnlc Inst. 79/01/30. Ip. 


7902060273 DOCKET 90-139 Unlv. of Washington Research Reactor 
Forwards “Annual Rept for 1970." 

CHALK, M.B. Washington. Univ. of. 79/01/30. Ip. 


7902060'27S DOCKET 90-139 Unlv. of Washington Research Reactor 
Annual operating rept for 1970. Includes dates of unscheduled 
shut d owns, correc t ive 4, preventive malnt.data re radioactive 
releases to environ tt environ survegs outside facilitg. 

* Washington. Unlv. of. 79/01/30. 3pp. 


79022*0345 DOCKET 50-151 Univ. of lUlnol* Research Reactor 
Forward* "Annual Rept for 1970." 

BECK.O, P. , CHILTON, B.D. Illinois, Unlv. of. 79/02/19. *pp. 


7902220119 DOCKET 50-159 Big Rock Point Nuclear Plant 

Informs that TRADOC Pamphlet 330-30. "Intersarvlce Procedures 
for Instructional Sgs Development” referenced in NUREO-0219 
1* available In microfiche form from NRC. 

BESAH.W, J. Division of Document Control. 79/01/09. 2pp. 


7902260178 DOCKET 90-199 Big Rock Point Nuclear Plant 

Forward* further NRC positions re fire protection program 
dtd 770329. Written retpontee requested bg 790205. 

ZIEMANNiD. L. Operating Reactore Branch 2. 79/01/29. 4pp. 


7902060239 DOCKET 50-195 Dig Rock Point Nuclear Plant 

Informs of title change from Securltg Operations Bupervisor 
to Propertg Protection Supervisor effective immedlatelg. 
Change wilt be reflected In reviled securltg plans espected 
to ba approved bg end of Feb 1979. 

HOFFMAN, D. P. Consumers Power Co. 79/02/01. Ip. 


79021903*8 DOCKET 90-195 Big Rock Point Nuclear Plant 

Forwards responses to NRC 790129 suppl staff positions re 
fire protection covering emerganeg shutdown procedure, air 
handling equipment In control room b fire suppression sgs, 
HOFFMAN, D.P. Consumer* Power Co. 79/02/12. 4pp, 


7902260293 DOCKET 90-199 Big Rock Point Nuclear Plant 
Forwards revised securltg plan. which identifies 
unresolved items h basis for util positions. Also includes 
status of Securltg II mods Si compensotorg mtesures, Enel 
withheld (ref 10CFR2.790). 

HOFFMAN, D.P. Consumer* Power Co. 79/02/21. Ip. 


79021301S4 DOCKET 90-195 Big Rock Point Nuclear Plant 
Forward* Endorsement 77 to AN! Polieg NF-117. Ref lect* 
advance premium for 1979 calender gear, 

FOSTER, S.C. Consumer* Power Co. 79/02/07. 2pp. 


7902200041 DOCKET 50-155 Big Rock Point Nuclear Plant 

Shutdown for refueling Si malnt estimated to last two oioeith*. 
K08CHIK,M. 0. Consumers Power Co. 79/02/02. Ip. 


7902260399 DOCKET 50-199 Dig Rock Point Nuclear Plant 

Forwards proposed chanfie to Tech Spec* re updated spent fuel 
storage info. W/encl Class 11 amend fee. 

DIXEUiD. A. Consumers Power Co, 79/02/19. 4pp. 


7902270333 DOCKET 90-199 Big Rock Point Nuclear Plant 

Forwards addl Info on topical rept XN-NF— 78-29, "Dig Bock 
Point LOCA Analgsls Using the E»»on Nuclear Co Non-Jet Pump 
BUR Evaluation Model, Large Break Example Problem." 

Revision 1. 

B1X6L, 0. A. Consumer* Power Co, 79/02/22. 12pp. 


7902270306 DOCKET 90-199 Dig Rock Point Nuclear Plant 

Responds to NRC 790119 Itr bg agreeing to perform analgsis 
of seismic rsview w/NRC in sgstematle evaluation program, 
DIXEL, D, A. Consumer* Power Co. 79/02/23, Ip. 


7902090169 DOCKET 90-199 Dig Rock Point Nuclear Plant 

Forward* description of Insorvlce tost program for pumps Si 
valves Si requests for relief from specific code 
requirements, based on ABME Boiler S< Pressure Vessel Code, 
1977 edition. Supplements 7S1222 Itr. 

DIXELiD. A, Consumer* Power Co. 79/02/01. 29pp. 


7902230076 DOCKET 90-199 Big Rock Point Nuclear Plant 
Prellffllnarg review of 701222 submittal, "Detcrlpblon of 
Inservlce Insp Program S< Requests for Relief from Specific 
A8ME Code Requirement*. " Approve* time ektenalon for insp 
program. 

ZIEMANN, 0, U, Operating Reactor* Branch 2. 79/02/01, 2pp. 


7902120092 DOCKET 90-199 Big Rock Point Nuclear Plant 

Forward* IE Info Notice 79-01, "Bergen-Paterson Hgdraulle 
ahack Si Swag Arrestor* <HBBA>". 

KEPPLER.J, 0. Region 3, Chicago, Office of the Director. 79/02/02. 
ip. 


7902210216 DOCKET 90-199 Dig Rock Point Nuclear Plant 

Forward* IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." U/llst of It sgstematle evaluation program 
plants for which no action Is required. 

KEPPLER.J, 0, Raglan 3, Chicago, Office of the Director. 79/02/09. 

Ip. 


7902270349 DOCKET 90-199 Dig Rock Point Nuclear Plant 
Forwards IE Info Notice 79-03, "Limitorque Valve Seared 
Limit Switch Lubricant. " 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/02/09. 
Ip. 


7902120192 DOCKET 90-196 Unlv. of Hlseonsln Research Reactor 
Provides info re 17.8 kg of contained U-S39 license limit 
Si allocation tables relating to request for license amend. 
CA8HHELL, R. J. Ulsconsln, Univ. of. 79/02/09. 2pp. 


7902010389 DOCKET 90-196 Unlv. of Hlseonsln Research Reactor 
Forwards IE Insp Rapt 90-196/70-09 on 701209-07. No 
noncompllance noted. 

HIND, J. A. Region 3, Chicago, Safeguards Branch. 77/01/22. tp. 


7902010394 DOCKET 90-196 Unlv. of Hlseonsln Rssearch Reactor 
IE Insp Rept 90-196/78-09 on 781209-07. No noncompllance 
noted. Magor areas inspected: implsmentatlon of securltg plan 
re protection of SNH, securltg organization Si alarm sgt. 
Oetalti withheld (ref 10CFR2. 790). 

HADEDAiT. J., COOBURN, J. M. , HIND, J. A. Regions, Chicago, 

Safeguards Branch. 79/01/19. Ip. 


7902020227 DOCKET 90-160 Osorgla , Ins t. of Tech. Rasaareh Reactor 
Answers . question* raised bg NRC In response to OA Tech 
780913 request for mod of App A to lieenia R-97. Answers 
conctrn organizational changes Si shim-safetg blade malnt. 

DAVIS, M.V. Oeorgla Institute of Teehnologg, 77/01/23, 4pp. 


7902090119 DOCKET 90-171 Peach Bottom Atomic Power Station, Unit 1 
Forwards revised title page, revised Page Iv k new Page 16-i 
for Mag 1978 phgsieal securltg plan. Also forwards copies 
"Explanation of Revision* to Phgsieal Securltg Plan" dtd 
Jan 1979, Pagee li document* withheld (ref 10CFR2. 790). 

BRADLEY, E.J. Philadelphia Electric Co. 79/01/31. Spp. 


7902260399 DOCKET 90-163 Vallecltos Experimental Superheat Reactor 
Forward* Annual Rept 11 for deactivated Vallacitos 
experimental superheat reactor. 

CUMMINQHAM, 0. E, Oeneral Electric Co. iNucleer Energg Product* Div. 
79/02/09. Ip. 
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7902260402 DOCKET 90-103 Vallseitoi E«p«r imantal Superheat Reactor 
Annual Rapt 11 for deactivated Vallacitos eiperimental 
euperheat reactor for 1970, Concludes that reactor is being 
maintained in safe shutdown condition. 

®®R*’’** Electric Co, .Nuclear Energy Products Div. 

7t/0H/0t. wPp. 


7902070008 DOCKET 50-201 West Valley Reprocessing Plant 

Forwards' IE Insp Rept 90-201/73-09 on 701113-17 4 notice of 
violation. 

SHITH.O.H, Region 1. Philadelphia, Fuel Facility 4 Mator-ials 
Safety Branch. 73/12/10, 2 pp, 


7902260341 DOCKET 50—109 Plum Brook Reactor — Mock-up 
Forwards "Reactor Standby Condition for NASA Plum Brook 
Hockup Reactor, Annual Rept for 1978." 

DEV, H. , DIDELOT, R. C. National Aeronautics 4 Space Admin, 79/02/20, 


7902260344 DOCKET 90-109 Plum Brook Reactor - Mock-up 
"Reactor Standby Condition for NASA Plum Brook Mockup 
Reactor, Annual Rept for 197a," 

4 

» National Aeronautics 4 Space Admin. 79/02/17, Bpp. 


7902070010 DOCKET 90-201 West Valley Reprocoselnfl Plant 
Notice of violation from insp on 701119-17. 

e Region 1, Philadelphia, Fuel Facility 4 Materials Safaty 
Branch, 70/12/19, ip. 


7902070011 DOCKET 90-201 West Valley Reprocessing Plant 

IE Insp Rept 90-201/70-09 on 701 1 1 9-17, Noncomp I ianco noted: 
failure to follow survey procedures 4 failure to record air 
sample evaluation. 

CLEMONS. P, E. , CROCKER, H.W. Region 1, Philadelphia, Fuel 

Facility 4 Materials Safety Branch. 76/12/19, 9pp. 


7902210199 DOCKET 80-186 Univ. of Missouri Research Reactor 
Forwards IE Insp Rept 90-186/78-09 on 781209-07. 

No noncomp 1 lance noted. 

DAVIS. A. 0. Region 3, Chicago, Futl Facility 4 Materials Safety 
Branch. 79/01 /OB, 2pp, 


7902210167 DOCKET 90-186 Untv. of Missouri Research Reactor 
IE Insp Rept 90-186/78-09 on 781209-07. No noncompl ianee 
noted. Major areas inspected: radiation protection 4 raduaste 
ngt programs, 

HIATT, d. H. I MILLER, D.E. Region 3, Chicago, Fuel Facility 4 
Materials Safety Drench. 79/01/08, 9pp. 


7902260908 DOCKET 50-201 West Valley Reprocessing Plant 
Forwards requested documents; "Compilstlon of Radioactive 
Waste Disposal Classification Sys Data Base," "Interim 
Safety Evaluation 1" 4 NfiC Itr forwarding former rept to 
Dept of Energy. W/o end. 

HAUOHNEV, C. J. Fuel Reprocess, 4 Recycle Branch. 79/01/23. Ip. 


790209014B DOCKET 90-201 West Val ley, Reprocessing Plant 
Rasponds to 781127 request for info. Forwards DOE "Western 
NV Nuclear 8ve Centar Study, Final Rept for Public Comment." 
Other repts requested are available from NRCi request has 
bean sent to. appropriate ofc. 

OERTEL, 0. K. Energy, Dept. of. 79/01/16. 3pp, 


7902260071 DOCKET 90-201 West Valley Reprocessing Plant 

Ack receipt of end 790104 Itr re fixing leak in waste tank. 
Hill forward Itr to NRC since high level waste tank 0D-2 pan 
defects fall within NRC area of responsibility. 

OERTEL, O.K. Energy, Dept. of. 79/01/18. 3pp. 


7902210002 DOCKET 9Q-201 West Valley Reprocessing Plant 
Notification of 790219 meeting w/Nudear Fuels 8vc in Silver 
Spring, MD to discuss efforts to proesss technical data 
osaful for future decentanlnation 4 decommissioning of 
facility, 

HAUOHNEV, C. J, Fuel Reprocess. 4 Recycle Branch. 79/01/30. 3pp. 


7902190103 DOCKET 50-201 West Valley Reproceeslng Plant 
Summary of 790109 meeting In Silver Spring, MD re efforts 
to process technical data useful for future decontamination 
4 dtcommistionlng of facility, 4 investigation of 0-D2 pan 
defect, W/1964 insp repts, 

HAUOHNEV, C, J. Fuel Reproctss. 4 Recycle Drench. 79/01/31, 19pp. 


7902200046 DOCKET 90-201 West Valley Reprocessing Plant 
Forwards IE Insp Rtpt 90-201/78-10 on 781120-21. No 
noncompliance noted. 

MARTIN, W. 8. Region 1, Philadelphia, eafeguards Branch. 78/12/20. 

2pp. 


7902260093 DOCKET 90-201 West Valley Reprocessing Plant 
IE Imp Rept 90-201/78-10 on 781120-21, No noncomp 1 ianco 
noted. Major areas Inspected ; nuclear mail control 4 
accounting. 

HOLODY, 0. f dOYNER, d. H. Region 1, Philadelphia, Safeguards 

Branch. 78/12/18, 10pp. 


7902070006 DOCKET 90-201 West Valley Reprocessing Plant 
Ack receipt of 790109 Itr informing NRC of steps takon to 
eorrset violations noted in IE Insp Rept 90-201/78-09, 

SHITH.O.H, Region 1, Philadelphia, Fuel Facility 4 Materials 

aaffty Branch, 79/01/19, ip. 


7902070007 DOCKET 90-201 West Valley Reprocessing Plant 
Responds to NRC 781218 Itr re violations noted in IE Imp 
Rspt 90-201/76-09 on 701 1 19-17, Corrective ectlons; corrected 
tables to require surveillance surveys. Breathing »on# air 
lampla results will bs properly transcribed. 

OLDHAM.W,A, Nuclear Futl Servlcei, Inc,, West Valley Reprocessing 
Plant. 79/01/09, 3pp. 


7902280234 DOCKET 90-201 West Valley Reprocessing Plant 

Forwards quarterly operating rept for Oct-Dac 1970. W/o end. 

OLDHAM, W. A, Nuclear Fuel Services, Inc. (subs, of Oettu Oil Co. I. 
79/01/24. Ip. 


7902220119 DOCKET 90-206 San Onofro Nuclear Station, Unit I 
Informs that TRADOC Pamphlet 390-30, "Inter service 
Procedures for Instructional Sys Development" referenced in 
NURE(5-0219 is available in microfiche form from NRC. 

BE8AH, M. d. Division of Document Control. 79/01/09, 2pp. 


7902270329 DOCKET 90-206 San Onofre Nuclear Station, Unit I 
Suggest mods to fire protection plan, re electrical valve 
supervision 4 portable smoke venting equlpninent. 

HALL, R.E. Drookhaven National Laboratory. 79/01/31, 3pp. 


7902260233 DOCKET 90-206 San Onofre Nuclear Station, Unit 1 
Forwards summary of PHR purging 4 venting eiperlences. 

SEVFRIT, K.V. Region 4, Dallas, Office of the Director. 74/09/03, 
4pp. 


7902210197 DOCKET 90-206 San Onofre Nuclear Station, Unit 1 
Brief rept supplementing 700928 rept re review of facility 
seismic analysis. Analysis meets objective of demonstrating 
that reactor bldg, containment 4 reactor coolant loop can 
survive design basis earthquake. 

ZUDAN8, Z. Franklin Institute Research Laboratory. 70/12/29. 2pp. 


7902260990 DOCKET 90-206 San Onofre Nuclear Station, Unit 1 
Forwards comments on geologic 4 seismic repts used in 
geologic revlsw, Discusses onshore faul ts. fractures 4 shear 
joints underlying fac i 1 1 ty, basement rock complex 4 offahoro 
gravity 4 magnetic data. 

DAVIB.d.F, California, State of. 79/01/16. 3pp. 


7902140239 DOCKET 90-206 San Onofre Nuclear Station, Unit 1 
Updates status of evaluation of potential for seal ring or 
biological shielding to become missile in event of LOCA pip 
break. Studies do not provide sufficient info to resolve 
question. 

HAYNES, J, 0, Southern California Edison Co, 79/02/07. Ip. 


7902260199 DOCKET 90-206 San Onofre Nuclear Station, Unit 1 
Forwards draft evaluation of systematic evaluation program 
Topic II-2. C. Requests response of either confirmation or 
correction of facts within 30 days. 

ZIEMANN, 0. L. Operating Reactors Branch 2. 79/02/00. 30pp, 


7902260202 DOCKET 90-206 8sn Onofre Nuclear Station, Unit I 
Forwards draft tvaluatloni for systematic evaluation program 
Topics V-10. B, V-1 1. D, VI 1-3 4 X re safe shutdown sys. Requests 
response of either confirmation or correction of facts 
within 30 days. 

ZIEMANN, D.L. Operating Reactors Branch 2. 79/02/09. 107pp. 

7902190021 DOCKET 90-206 San Onofrs Nuclear Btatlon, Unit 1 
Responds to 7B0929 Hr transmitting IE Bulletin 78-12, 

"Atypical Weld Matl in Reactor Pressure Vessel Welds " 

Unable to respond within 60 days. Seeking assistance from 
Westinghouso 4 will respond at a later date. 

HEAD.U. T. Southern California Edison Co. 70/11/20. Ip, 


7902220274 DOCKET 90-206 Bsn Onofre Nuclear Btatlon, Unit 1 
Forwards IE Insp Ript 90-206/78-17 on 701219-21, No 
noncompliance noted. 

82?H;ir.nch.'’*79?Sl/09®"2f""^‘*"’ Materials 


- -X- iiwvavar cjkeci^iurif unic 4 

IB Insp Rept 90-206/70-17 on 701219-21. No noncompliance 
noted. Major areas inspected; observation of emergency drill, 
drill critique 4 review of status of revisions to plan. 

CURTIB, J. R.< DOOKrH. E. Region 9, Ban Francisco, Fuel Facility 4 
Materials Safety Branch. 79/01/09. 9pp, 
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7902120133 DOCHET 50-206 San OnofTe Ngclear Station. Unit I 
Forward* IE Info Notice 79-01 . "Derg en-Paterson HgdrauHc 
Shock & Swag Arrestors <H3SA). " 

ENOELKENi R, H, Region 5. Ban Francisco, Office of the Director 
79/02/02. Ip. 


7902260458 DOCKET 50-213 Haddam Neck Plant 

Forwards proposed Tech Spec changes re removal schedule for 
reactor vessel surveillance capsules per lOCFRSO. 90 App H b 
organl lat 1 ona 1 b administrative changes, W/encl revision fee, 
COUNSIL.U 0. Connecticut Yankee Atomic Power Co. 79/01/14. 12pp 


7902230071 DOCKET 50-206 San Onofre Nuclear Station. Unit 1 
Forwards IE Dulletln 79-01. "Environ Oual i f i cat ion of Class 
IE Eru ip ment. " W/list of 11 systematic evaluation program 
plants for which no action is required. 

ENOLEKEN. R. H. Region 5. Ban Francisco. Office of the Director 
79/08/09. Ip. 


7902130179 DOCKET 50-213 Haddam Neck Plant 

Forwards rept re fish impingement overruns. As of 790131.279 
spottail shiners were Impinged. esteed ing monthly limit. 
Seasonal temp changes contributed to increased impingement. 
Cause in no way connected to changes In plant operations. 
GRAVES. R. H. Connecticut Vankeo Atomic Power Co. 79/02/02. 


7902270390 DOCKET 50-206 San Onofre Nuclear Station. Unit 1 
Forwards IE Info Nntlce 79-03. ''Llml torque Valve Geared 
Limit Switch Lubricant. “ 

ENGLEKENi ft, H. Region 5. San Francisco. Office of the Director 
79/08/09, ip.. 


7902140116 DOCKET 50-206 Ban Onofre Nuclear Station. Unit 1 
Forwards monthly operating rapt for Jan 1979. 

CURRAN. J, H, Southern California Edison Co. 79/02/05. Ip, 


7902140118 DOCKET 30-206 Sen Onofre Nuclear Station. Unit 1 
Monthly operating rept for Jan 1979. 

QOUUD. W. Southern California Edison Co. 79/02/03. Spp, 


7902130111 DOCKET 50-206 San Onofre Nuclear Station. Unit I 
Forwards LER 79-001 /03U-0. 

HEAD. J. T. Southern California Edison Co. 79/08/06. 2pp. 


7902210007 DOCKET 50-213 Haddam Neck Plant 

Confirms 790281-22 site visit. Purpose of visit is to observe 
site-specific features of facility re seismic design. Meeting 
agenda, std evaluation plan seismic review b request for addl 
Info end. 

ZIEMANNiD. L. Operating Reactors Branch 2. 79/02/02. 35pp. 


7902220055 DOCKET 50-813 Haddam Neck Plant 

Responds to request by T Uambac h. Forward s addl aperature 
cards depleting general electrical sys. U/o enc 1. 

C0UN8IU. W. 0. Connecticut Yankee Atomic Power Co. 79/02/07. Ip, 


7908270294 DOCKET 50-213 Haddam Neck Plant 
Responds to NRC 790116 Itr requesting util to review factual 
accuracy of two draft systematic evaluation program 
evaluations. Finds drafts substantively correct re current 
plant design features. Battery discharge test was omitted. 

COUNSIL. H. 0. Connecticut Yankee Atomic Power Co. 79/02/16. ip. 


7902130112 DOCKET 30-206 San Onofre Nuclear Station. Unit t 
LER 79-001/03L-0 on 790109; during normal operations, while 
testing containment isolation valves, i eolation valve on 
cooling water from containment air handling units Palled to 
close. Esact cause undetermined. 

CURRAN. J.M. Southern California Edison Co. 79/08/07. tp. 


7902220119 DOCKET 50-213 Haddam Neck Plant 

Inferavs that TRADOC Pamphlet 330— 30. '' In t erservlcs Procedures 
for Instructional 8ye Development" referenced in NUnEO-0219 
is available In microfiche form From NRC. 

BESAH.W.J, Division of Document Control, 79/01/09. 2pp. 


7902010262 DOCKET 30-213 Haddam Neck Plant 

Forwards IE Circular 79-02. "Failure of 120 Volt Vital AC 
Power Supp lies, " 

GRIER. D.H. Region 1. Philadelphia. Office of the Director. 
79/01/16, Bpp, 


7902140149 DOCKET 50-213 Haddam Neck Plant 

Ack receipt of 790102 Itr Informing NRC of steps taken to 
correct violation noted in IE Intp Rept 50-213/78-27. 

None amp 1 lance reduced to deficiency. 

DRUNNER.E. J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/01/22. 8pp. 


7902020244 DOCKET 50-213 Haddam Neck Plant 

Clarifies util position concerning Amend 28 to DPR-61. in 
particular re fire protection sys. Issues discussed Include 
yard hydrants, alternate shutdown capability b fire water 
piping ly*. 

C0UN9IL.H. 0. Conneefcleut Yankee Atomic Power Co. 79/01/24, 3pp. 


7902070087 DOCKET 50-213 Haddam Meek Plant 

Forwards NRC position re deficiency in modified amended 
security plans to provide opportunity for util to 
incorporate suggested add 1 1 Ion. Reviews appeal process. 

Details withheld (ref 10CFR2. 790). 

TIEMANN.D. L. Operating Reactors Branch 2. 79/01/25. Ip. 


7902130140 DOCKET 50-213 Haddam Neck Plant 

Forwards Amends 52 b 53 to Indemnity Agreement MP-3? to set 
forth 1979 advanced premium b to amend util site 
d escrlp tl on. respect ive Ig. P lant site drawing end. 

SEGERfR.M. Connecticut Yankee Atomic Power Co, 79/02/06. Spp. 


7902130192 DOCKET 50-213 Haddam Neck Plant 
Forwards Endorsement 58 to Policy NF-151. 

SEOERiR.M. Connecticut Yankee Atomic Power Co. 79/02/06. 8pp. 


7902200010 DOCKET 50-213 Haddam Neck Plant 

Forwards certified copies of Endorsement 3 to MAELU Binder 
XD-Il. for calendar year 1979. 

SEOER. R. H. Connecticut Yankee Atomic Power Co. 79/02/09. 3pp. 


790220006S DOCKET 50-213 Haddam Neck Plant 
Forwards Endorsement 4 to Dlnder EQ-lt. 

BEOERt R. M. Connecticut Yankee Atomic Power Co. 79/02/09. 2pp. 


7902260233 DOCKET 50-213 Haddam Neck Plant 

Forwards summary of PWR purging b venting eiperlancos. 

8EVFRIT.K.V. Region 4. Dallas. Office of the Director. 74/09/03. 
4pp. 


7902010220 DOCKET 50-213 Haddam Neck Plant 

Forwards three draft evaluations of systematic evaluation 
program topics re atmospheric transport. d 1 ffusion b battery 
capacity tests. Plant deviates by not meeting battery test 
raqulraments. 

ZlEMANNi D. L. Operating Reactors Branch 2. 79/01/16. 8pp. 


7902050157 DOCKET 50-213 Haddam Heck Plant 
Forwards revised systematic evaluation program For high/low 
pressure sys isolation. In response to NRC 781228 comments. 

COUNSIL. U. 0, Connecticut Yankee Atonic Power Co. 79/01/23. Spp. 


7902140161 DOCKET 50-213 Haddam Neck Plant 

Raspondf to NRC 781204 Hr re. violation noted in lE Insp 
Rept 50-213/78-27. Since Tech Specs do not address height 
requirement. re quests alleged violation be rescinded. 

CDUNSIL. M. 0. Connecticut Yankee Atomic Power Co. 79/01/02. 2pp. 


7902140163 DOCKET 50-213 Haddam Neck Plant 

Forwards IE Insp Rept 50-213/78-27 on 781113-16 b notice of 
violation. 

DRUNNER.E. J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 78/12/04. 2pp. 


7902140178 DOCKET 50-213 Haddam Neck Plant 
Notice of violation from insp on 781113-16. 

e Region 1. Philadelphia. Reactor Operations Nuclear Support 
Branch. 78/12/01. tp. 


7902140183 DOCKET 50-213 Haddam Neck Plant 

IE Insp Rept 50-213/70-27 on 781 113-16, Noncomp 1 iance noted: 
Failure to provide adequate lacked barrier for high 
radiation areas. 

LAZARUS, tJ. J. . KEIHIG. R.R. Region 1, Philadelphia. Reactor 

Operations Nuclear Support Branch. 78/12/01. llpp. 


7902130036 DOCKET 50-213 Haddam Neck Plant 

Forwards IE Info Notice 79-01. "Dergen-Paterson Hydraulic 
Shock b Sway Arrestors (HBSA). " 

GRIER.D.H. Region 1, Philadelphia, Office of the Dtrictor. 
79/02/02. Ip 


79022B04B3 DOCKET 50-213 Haddam Neck Plant 

Forwards IE 'Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." H/list of 11 systematic evaluation program 
plants for which no action is required. 

GRIER. . 0. M. Region 1. Philadelphia. Office of the Director. 

79/02/08. IP. 


7902220063 DOCKET 50-213 Haddam Neck Plant 
Forwards monthly operating rept for Jan 1979. 

GRAVES. R. H. Connecticut Yankee Atomic Power Co. 79/02/10, Ip, 


7902280064 DOCKET 50-213 Haddam Neck Plant 
Monthly operating rept for Jan 1979. 

EPPINOER. R, L, Connecticut Vankeo Atomic Power Co. 79/02/08. 
I8pp. 


7902230123 DOCKET 50-213 Haddam Neck Plant 
Forwards monthly operating rept for' Jan 1979. 

GRAVES, R.H. Yankee Atomic Electric Co. 79/02/10. Ip. 



DOCKETED TEMS 


7902330129 DOCKET 90-313 Haddam Neck Plant 
Monthig oparating rept For Jan 1979. 

EPPINOER, R. L. Yankee Atomic Electric Co, 79/02/08, 19pp, 


790S2di0397 DOCKET 90-313 Haddam Neck Plant 

Reeponde to IE In»p Rept 90-213/70-03: on 790127 dorlnj 
refueling shutdouni plant computer alarmed< indicating 
discharge temp greater than ET8 limit oF 8 P/h. 

GRAVES, R.H. Connecticut Yankee Atomic Pouer Co, 79/02/13. Ip, 


7903230198 DOCKET 90-313 Haddam Neck Plant 

RQ 79-01/P: uhi le preparing to sip Fuel assambtice being 
discharged From core, aisemb Ig H-30 t> eight rods on peripherg 
were Found to have cracks From 1 to 0 inches tong in 
cladding. 

ORAVEBrR.H. Connecticut Yankee Atomic Power Co. 79/02/19. Ip. 


7903220119 DOCKET 90-319 Ogster Creek Nuclear Power Plant 

InForms that TRADOC Pamphlet 390-30, " Interservice Procedures 
For Inetruc t lonal Bgs Development” referenced in NUREO-02 t 9 
It availeble in microfiche Form From NRC. 

BESAM, U. J. Division of Document Control. 79/01/09. 3pp. 


7903080198 DOCKET 90-319 Ogster Creek Nuclear Power Plant 
Foruardi map showing local authorities t< organl lotions 
capable of providing assistance in emergencg. Emergencg plan 
currentlg under review. Revl led copies wilt be sent when 
completed. H/1 overtiie map. 

FINFROCK, I. R. Jerseg Central Power (< Light Co. 79/01/31. 2pp. 


79033301A6 DOCKET 90-319 Ogster Creek Nuclear Power Plant 

Forwards Revision 9 of phgsical securltg plan In response to 
NRC guostlons t, comments on Revision A. items 1 t< 8 re 
vital area designations tt "insider" control procedures are 
not addressed in this revision. 

FINFROCKi 1. R. Jerseg Central Power tt Light Co. 79/03/14. Ip. 


7903230319 DOCKET 90-319 Ogster Creek Nuclear Power Plant 
Notice of proposed Imposition of civil penalties of $3di, 000, 
For violations listed In accompanglng notlc e. Penal ties must 
be paid or protested In writing withlng SO dags. 

« Office of Inspection b Enforcement. 79/01/13. Spp. 


7903030246 DOCKET 90-219 Oyster Creek Nuclear Power Plant 
Forward! Endorsement 2 to NAELU XD-13. 

OERETYiH. F, GPU Service Corp. 79/01/34. 3pp. 


7902000199 DOCKET 90-219 Ogster Creek Nuclear Power Plant 
Submits Dec 1978 program activity revi ew, compr i sed of info 
from selected sections of monthly rep t , w/see t i on on contract 
b billing status removed. Li sts meetings held b provides 
task-bg-task activity summary. 

BOBONi L. J. General Electric Co. , Nuclear Energy Products Div. 
79/02/03. 1 0pp. 


7902080235 DOCKET 50-219 Ogster Creek Nuclear Power Plant 
In response to NRC 7B122B Itr, forwards summary rept re 
qualification requirements b status of qualifications for 
139 volt DC sgs mod related equipment. 

FINFRQCK, I. R, Jersey Contra! Power b Light Co. 79/02/03. 2Spp. 


7902260470 DOCKET 90-219 Oystor Creok Nuclear Power Plant 
Comments on systematic evaluation plan Topic V~10. A, "RHR 
System Heat Eschanger Tube Failures" re reactor bldg cooling 
sgs b process steam sgs. 

FINFfiQCK, I, R, Jersey Central Power b Light Co. 79/02/14. ip 


7902260436 DOCKET 90-219 Oyster Creek Nuclear Power Plant 
Responds to 781119 request for radiological effluent Tech 
Specs info, spec 1 f leal ly on on Offsite Dose Calculation 
Manual b process control program. Licensee cannot meet 
schedule, but will forward info by 790915, 

FINFRQCK, 1, R. Jersey Centra! Power b Lifeht Co, 79/03/16. ip. 


7903010196 DOCKET 50-819 Oyster Creek Nuclear Power Plant 
Forwards IE Insp Rept 50-219/70-32 on 7B1U4-16. No 
noncomp 1 ianee noted. I 

SMITH, 0. H. Region i, Philadelphia, Fuel Facility b Materials 
Safety Branch. 78/12/20. 3pp. 


7902010201 DOCKET 90-219 Oyster Creek Nuclear Power Plant 
IE Insp Rept 90-219/70-32 on 701114-16. No nontompllance 
noted. Major areas Inspectod: licensee 's chemical b 
radiochemical measurements program using NRC; I Mobile 
Radiological Measurement Lab. 

KOTTAN, J. J. , GLOSKIrD. K. , STOKR, J. P. Region 1. Philadelphia. 
Fuel Facility b Materials Safety Branch. 7B/18/19. Spp. 


7902210043 DOCKET 90-319 Oyster Creek Nuclear Power Plant 
Forwards IE Insp Rept 50-819/79-39 on 791218-14. No 
noncompt iance noted. 

CARLSON, R. T. Region 1, Philadelphia, Reactor Construction b 
Engineering Support Branch. 79/01/09. Spp. 


7902210171 DOCKET 90-219 Oyster Creek Nuclear Power Plant 
Forwardi Endorsement 2 to Policy ED-13. 

OERETV. H. F. GPU Service Corp. 79/02/12. Spp. 


7902220049 DOCKET 90-219 Oyster Creek Nuclear Power Plant 
Forwards certified copies of Endorsement 48 to MAELU NF-44 
for calendar year 1979. 

OERETY. H. F. GPU Service Corp. 79/02/18, 2pp. 


7902270379 DOCKET 90-219 Oystor Creek Nuclear Power Plant 
Forwards Endorsement 63 to ANI NP~164 re advance b std 
pramium for calendar year 1979 b amend of Condition 4. 
OERETY, H.F. GPU Service Corp. 79/02/32, 2pp. 


7903360343 DOCKET 90-319 Oyster Creek Nuclear Power Plant 
Forwards summary re DWR purging b venting esperiences. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 76/09/18. 3pp. 


7903140318 DOCKET 50-219 Oystsr Creek Nuclear Power Plant 

Forwards binders b sets of divider tabs for use w/NEDa-3i8Be 
''Mark 1 Containment Program Load Definition Rept." 

SQDON, L. J. General Electric Co., Nuclear Energy Products Div. 
79/01/08, Spp, 


7902320397 DOCKET 90-219 Oyster Creek Nuclear Power Plant 
Responds to 790111 request for review of paper "Vent 
Clearing During Simulated LOCA in a Mark I BHR, Pressure- 
Bupprasston Bys. " Recommends acceptance of paper for 
pub 1 Ication. 

GRIMES, C. Plant Systems Branch. 79/01/31. Spp. 


7902360063 DOCKET 90-219 Oyster Creek Nuclear Power Plant 
Notification of 790206 meeting w/Jersey Central Power b 
Light in Bethasda, MO, to discuss systematic evaluation 
program re pipe breaks inside containment. 

NQNICKIiS. J. Operating Reactors Branch 3. 79/01/31. Ip 


7902210093 DOCKET 50-219 Oyster Creek Nuclear Power Plant 
IE Insp Rept 90-219/79-35 on 791212-14. No noncompliance 
noted. Major areas inspected : review of plant fire program b 
129 volt DC power sys mod. 

FINKELiA E. , EBNETERiS. D. Region 1, Ph 1 lad elph ia. Reactor 
Construction b Engineering Bupport Branch. 79/01/05. 13pp. 

7902010387 DOCKET 90-319 Oyster Creek Nuclear Power Plant 
Forwardi IE Circular 79-03, ''Failure of 120 Volt Vital AC 
Power Supp 1 1 es. " 

GRIER, D.H. Region t, Philadelphia, Office of the Director. 
79/01/16, 0pp. 


7903130012 DOCKET 50-319 Oyster Creek Nuclear Power Plant 
Forwards IE Info Notice 79-01, "Bergon-Patarson Hydraulic 
Shock b Sway Arrestors <HBSA)." 

GRIER, B.H. Region t, Philadelphia, Office of the Director. 
79/03/03, ip. 


7903380910 DOCKET 90-219 Oyster Creek Nuclear Power Plant 
Forwards IE Bulletin 79-01, "Environ Qua 1 1 flcatlori of Class 
IE Equipment." U/list of 11 systematic evaluation program 
plants for which no action is required. 

GRIER, D.H. Region 1, Philadelphia, Office of the Director. 
79/03/08, IP 


7902030134 DOCKET 90-819 Oyster Creek Nuclear Power Plant 
Forwards monthly operating rept for Nov 1778 b maint summary 
omitted from 781214 submittal. 

ROSS, D, A. Jersey Central Power b Light Co. 79/01/24. ip. 


7902090143 DOCKET 90-219 Oyster Creek Nuclear Power Plant 
Monthly operating rept for Nov 1979, b malnt summary omitted 
From 7S1214 transmml t tal. 

MCCLAIN, q.M. Jersey Central Power b Light Co. 70/12/14. 14pp, 


7902230106 DOCKET 90-319 Oyster Creek Nuclear Power Plant 
Forwards monthly operating rept For Jan 1979. 

ROBB, D. A. .Jersey Central Power b Light Co, 79/03/14. tp. 


7903080176 DOCKET 90-319 Oyster Creek Nuclear Power Plant 7903330107 .DOCKET 30-31? Oyster Creek Nuclear Power Plant 

Responds to NRC 781321 Itr re verification of data Monthly operating rept for Jan 1979. 

in systematic avaluation program Topic V-1 1. A. Update to MCCLAIN, q.M. Jersey Central Power b Light Co. 79/02/14. Bpp. 

"Evaluation of Isolation of Low Pressure Sys from Reactor 
Coolant Sys” end. 

FINFROCK, I. R. Jersey Central Power b Light Co. 79/08/09. 4pp. 7902230113 DOCKET 50-219 Oyster Creek Nuclear Power Plant 

Forwards LER 79-001/03L-0. 

ROSS, D, A, Jsrsey Central Power b Light Co. 79/02/15 Ip. 



DOCKETED ITEMS 


7902830119 DOCKET 50-219 Ouster Creek Nuclear Pouier Plant 
LEfi 79-001/03L-0 on 7901 IB: valve V-14-35 bailed to open 
conpietelg during routine Isolation condenser valve 
operability test. Caused by dirty torque limit sultch 
contacts! uhich uere subsequently cleaned & burnished. 

ROSSi 0 A. Jersey Central Power !■ Light Co. 79/02/15. 3pp 


7902230061 DOCKET 50-220 Mine Mile Point Nuclear Stations, Unit 1 
fu'forms that TRADOC Pamphlet 350-30, "Interservi c e Procedures 
for Instructional Sya Development” referenced In NUfiEO-0219 
is available in microfiche form from NEC. 

DESAM,U. J. Division of Document Control. 7B/11/20. 3pp. 


7902220119 DOCKET SO-220 Nine Mile Point Nuclear Stations, Unit 1 
Informs that "[BADOC Pamphlet 350-30, "Intersorvl c e Procedures 
for Instructional Sys Deveiopntenl" referenced in NUBEO-0219 
is available In microfiche form front NRC. 

BESAVIi M. J. Division of Document Control . 79/01/09. 2pp. 


7902060213 DOCKET 50-220 Nine Mile Point Nuclear Stations, Unit 1 
Supplements 790102 responses to NFtC 701127 Itr re fire 
protee felon. W/ene 1 schedule for fire protection activities. 

DISE, 0. P. Niagara Mahauk Pouier Carp. 79/01/31. 13pp. 


7902130131 DOCKET 50-220 Nine Mile Point Nuclear Stations, Unit 1 
Aoks Commission to halt radwaste incinerator project by 
ulthdrauing Niagara-Mohaut Pouter Corp const permit until 
public concerns are satisfied. 

HERMANS,!!. Af f 1 1 i a tl on Unkhouin . 79/01/22. Ip. 


7902060260 DOCKET 50-220 Nine Mile Point Nuclear Stations, Unit 1 
Porwards Endorsement 52 to MAELU Policy MF-46 setting forth 
advance premium for calendar year 1979. 

RU3HM0RE, J. (4. Niagara Mohawk Power Carp. 79/01/31. 2pp. 


7902060262 DOCKET 50-220 Nine Mile Point Nuclear Stations, Unit 1 
Forwards certified copy of Endorsement 62 to Policy NF-161 
setting forth advance premium for calendar year 1979. 

RUSHMDRE, J. H. Niagara Mohawk Power Corp. 79/01/31. 2pp. 


7902360140 DOCKET 30-220 Mine Mile Point Nuclear Stations, Unit 1 
Forwards Amend 26 to DPR-63. N/enc 1 safety evaluation t, 
notice of 1 ssuance. 

IPPOLITD, T, A. Operating Reactors Draneh 3. 79/01/29. 2pp. 


7902260152 DOCKET 50-220 Nine Milo Point Nuclear Stations, Unit 1 
Amend 26 to DPR-63. Amend revises Tech Spec to Incorporata . 
requirements for establishing tc maintaining the drywell to 
suppression chamber differential pressure b suppression pool 
water level. 

e Operating Reactors Branch 3. 79/01/29. 19pp. 


790226O1SS DOCKET 50-320 Nine Mile Point NucleOT Stations, Unit 1 
Safety evaluation supporting Amend 26 to DPR-63. 
s Office of Nuclear Reactor Regulation. 79/0’l/29. 6pp. 


7902260157 DOCKET 50-220 Nine Mile Point Nuclear Stations, Unit i 
Notice of issuance of Amend 26 to DPR-63. 

IPPOLITO, T. A. Operating Reactors Draneh 3. 79/01/29. 2pp. 


79021 S0096 DOCKET 50-220 Nine Mile Point Nuclear Btations, Unit 1 
Requests addl info re plans to install radioactive waste 
solidification b handling sys In order to complete NEC 
review. Enel questions to be answered b submitted by 790301. 
IFPOLITQ, T, A. Operating Reactors Branch 3. 79/01/30. 3pp. 


7902090267 DOCKET 30-220 Nine Mile Point Nuclear Stations, Unit I 
Aek receipt of application on 790109 for review b approval 
of amend to License DPR-63 to revise Tech Specs re 
continuous leak rate monitoring. Requests p ayment of 
Class III fee. 

D100B,R.M. License Fee Management Branch. 79/01/31. Ip, 


7902220257 DOCKET SO-220 Nino Mile Point Nuclear Stations, Unit I 
Responds bo 790111 request for review of paper "Vint 
Clearing During Simulated LOCA in a Mark 1 BUR Pressure- 
Suppression Sys." Recommends acceptance of paper for 
pub 1 1 cation. 

CRIMES, C. Plant Systems Branch. 79/01/31. 2pp. 


7902060385 DOCKET 50-220 Nine Mile Point Nuclear Stations, Unit 1 
Forwards Endorsement 2 to Binder EQ-12 b MAELU Binder XB-12 
re secondary financial protection. 

fiUSHMDRE, J, W, Niagara Mohawk Power Corp. 79/01/31. 3pp. 


7902260343 DOCKET 50-220 Nine Mile Point Nuclear Stations. Unit 1 
Forwards summary of DWR purging b venting eiper 1 once s. 

BRUNNER, E. J. Region I, Philadelphia, Reactor Operations Nuclear 

Support Branch. 76/05/12. 3pp. 


7902210169 DOCKET 50-220 Nine Mile Point Nuclear Stations, Unit 1 
Forwards partial responses to questions In 7901OB itr re 
radwaste reduction sys. Di scusses annual man-ren estimates b 
transfer of solid waste ash from dry cyclone to product 
eon ta iner. N/overs 1 1 ed drawing available in Central Files, 
SCHNEIDER, R. R. Niagara Mohawk Power Corp. 79/02/12. iSpp. 


7902I4O21B DOCKET 50-320 Nine Mile Point Nuclear Stations, Unit 1 
Forwards binders b sets of divider tabs for use w/NEDD-21Ba0 
‘'Mark 1 Containment Program Load Definition Rept. " 

SDDDNi L. J. Oeneral Electric Co. .Nuclear Energy Products Div. 
79/01/08. 0pp, 


7902260235 DOCKET 50-220 Nine Mila Point Nuclear Stations, Unit I 
Summarlies 7S13I3 meeting in De t hesda, MD, w/representa 1 1 ves 
of utils w/post-CP applications to discuss pending OL 
review natters, Includ ing staff policies b review priority 
criteria. Discussion areas b attendees list end. 

LICITRA.E. Light Water Reactors Branch 3. 79/01/12. Bpp 

7902010253 DOCKET 50-220 Nine Mile Point Nucl ear' Sts tlons, Unit I 
Requests addl info re proposed radwaste vol reduction sys as 
required by 10CFR20. 305. Intends to discuss related items 
during 790130 meeting in Oswego, NV. 

IPPOLITO, T. A, Operating Reactors Draneh 3, 79/01/16, 7pp. 


790’22B03S5 DOCKET 50-220 Nine Mile Point Nuclear Stations, Unit 1 
As followup to NRC 761115 request for submittal of Offsite 
Dose Calculation Manual for approval, forward s guidelines for 
general contents of manual, 

ORlMESiD. K. Assistant Director for Engineers b Projects. 
79/01/16. 3pp. 


7902080308 DOCKET 50-220 Nine Mile Point Nuclear Stations, Unit 1 
Ack receipt of 78il21 Itr. Requests addl info bo complete 
review of Reload 7 submittal. 

IPPOLITOjT, A. Operating Reactors Draneh 3. 79/0E/I9. 4pp. 


7902030055 DOCKET 50-220 Nine Mile Point Nuclear Stations. Unit 1 
Responds to 761221 Itr. Refuses to refund *8300 fee required 
for review of proposed radwaste reduction sys. Class IV 
status is justified on basis that ectenslve EIA is needed. 
MILLER, W.O. License Fee Management Draneh. 79/01/26. Ip. 


79020B0195 DOCKET 50-220 Nine Mile Point Nuclear Stations, Unit 1 
Submits Dec 1976 program activity review, c onpri sed of Info 
from selected sections of monthly rept, w/sec tlon on contract 
b billing status r emoved. L 1 s t s jneetings held b provides 
task-by-task activity summary. 

SODONiL. J. Seneral Electric Co., Nuclear Energy Products Div. 
79/02/05. lOpp, 


7902200024 DOCKET 50-220 Nine Mile Point Nuclear Btations, Unit 1 
Forwards addl fee for approval of Tech Spec amend request re 
deletion of continuous leak rate monitor ing . W/enc 1 memo re 
d is tr ibut 1 on. 

DIBE, D. P. Niagara Mohawk Power Corp. 79/02/05. 3pp. 


7902140237 DOCKET 50-220 Nine Mile Point Nuclear Stations. Unit I 
Forwards summary of plant changes mado in 1978. All changes 
made per lOCFRSO. 59 Include safety analyses on file. Change 
In spent fuel pool made after NRC approval, 

SCHNEIDER, R, R. Niagara Mohawk Power Corp, 79/02/07. 3pp. 


7902230116 DOCKET 50-220 Nine Mile Point Nucl oar Stations, Unit 1 
Forwards response to NRC 790119 request for addl info re 
Reload 7 licensing subml tta 1 . Ap p i lea tlon of norntal operating 
limits Is conservative for c oast down. Des c rib es Cycle 6 
startup test. 

BCHNEIDER. R. R, Niagara Mohawk Power Corp. 79/02/12. 6pp. 


7902200001 DOCKET 50-220 Nino Mile Point Nuclear Stations, Unit 1 
Forwards application for amend to License DPR-63 b copy of 
proposed changes to Tech Specs. U/enc 1 license amend fee. 

THOMAS, E.B. UeDoeuf, Lamb, Lelby b HacRae. 79/02/15. 2pp. 


7902200002 DOCKET 50-220 Nine Mile Point Nuclear Stations, Unit 1 
Application for amend to License DPR-63 covering safety 
1 iml t Si ins trumenta 1 1 on initiating scram b primary coolant 
conta 1 nmen t isolation. 

BARTLETT, J. Niagara Mohawk Power Corp. 79/02/12. 43pp. 


7902200006 DOCKET 50-220 Nine Mile Point Nuclear Stations, Unit 1 
Forward s request for exemption from prov 1 si on of Section 
73.5S(c) of NRC regulations for specified interim period. 
Supporting documentation withheld <ref 10CFn2. 7901. 

THOMAS, E.B. LeDocuf, Lamb, Loiby b MacRae. 79/02/15, 2pp. 


7902220035 DOCKET 30-2E0 Nino Mile Point Nuclear Stations, Unit I 
Ack receipt of NRC 790116 Itr requesting info re radwaste 
reduction sys by 790S16. Nill provide responses by 790301. 
BARTLETT, J. Niagara Mohawk Power Corp. 79/02/16. Ip. 

7902150373 DOCKET 50-220 Nino Mile Point Nuclear Stations, Unit 1 
Responds to 701115 Itr. Plans to submit requested amend to 
Tech 8pec s, current ly under review, by 790227. 

SCHNEIDER, R. R. Niagara Mohawk Power Corp. 77/02/09. Ip. 



DOCKETED ITEMS « 


7903010840 DOCKET 80-220 Nine Mile Point Nuclear Station*. Unit 1 
Forward* IE Circular 79-02. "Fa i lure of 120 Volt Vital M 
Power Supp He*. " 

ORIER.B.H. Rejion 1. Ph i ladalph la. Office of the Director. 
79/01/16. Bpp. 


7903*00183 DOCKET 90-220 Nine Mil* Point Nuclear Station*. Unit I 
Accept* *uppl Info dtd 7B1229 re decision to submit 
seneral revision to F8AR Suppl 12. QA program. bi( Mag 1979. 

BRUNNER. E. J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/01/24. ip. 


790S1301S4 DOCKET SO-220 Nine Mile Point Nuclear Station*. Unit 1 
Forward* suppl info re Insp Rept 50-220/70-1 1: updated 
revision of FSAR Suppl 18. QA program. will be submitted bu 
Hav 1979. 

8CHNEIDER. R. R. Niagara Mohawk Power Corp. 78/12/89. Ip. 


7902230130 DOCKET 90-220 Nine Mile Point Nuclear Stations. Unit 1 
Respond* to IE Bulletin 78-14 dtd 781219. During 1975 outage, 
diaphragm* in all scrampilot valve* replaced 4< since then 
37 addl diaphragms have been ch anged. Based on revieu.all 
diaphragm* ti discs shall be changed during 1979 outage. 
SCHNEIDER. R. R. Niagara Mohawk Power Corp. 79/01/30. 2pp. 


7908130010 DOCKET 90-880 Nine Mila Point Nuclear Station*. Unit 1 
Forward* IE Info Notice 79-01 > "Deraen-Paterson Hydraulic 
Shock 8< Sway Arrestors IHSSA). " 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/02/08. 2pp. 


7908800491 DOCKET 90-220 Nine Mile Point Nuclear Stations. Unit 1 
Forward* IE Bulletin 79-01. “Environ Qualification of Class 
IE Equipment.” U/list of 11 systematic evaluation program 
plants for which no action is required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/02/08. IP. 


7902140189 DOCKET 90-280 Nina Mile Point Nuclear Stations. Unit 1 
Forward* monthly operating rept for Van 1979. 

SCHNEIDER. R. R. Niagara Mohawk Power Corp. 79/08/07. Ip. 


7908140133 DOCKET 50-280 Nine Mile Point Nuclear Stations. Unit 1 
Monthly operating rept for Jan 1979. 

PERKINS. T.J. Niagara Mohawk Power Corp. 79/01/31. 4pp. 

7902060007 DOCKET 50—224 Univ. of California Research Reactor 
Requests addl info re license raneuial appl 1 cation. Informs of 
procedures for submitting security plan, license changes re 
BNH possefsion limits, required upgrading of Tech Specs & 
safety haiards rept. Draft Tech Specs end. 

REID.n.W. Operating Reactors Branch 4. 79/01/18. 61pp. 


7902060008 DOCKET 90-224 Unlv. of California Research Reactor 
Draft proposed ANSI standard establishes elements In 
research reactor administration for use by mgt in roseorth 
reactor community. 

e American National Standard* Institute. 78/01/31. 28pp. 


7908280119 DOCKET 30-237 Dresden Nuclear Power Station. Unit 8 
IrPorms that TRADDC Pamphlet 330-30. "Inter service 
Procedure* for Instructional Sys Development" referenced in 
NUREO-0219 is available in microfiche form from NRC. 

BESAWi W. J. Division of Document Control. 79/01/09. 2pp. 


7902060331 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Inform* NRC of contract ui/Marsh *. McLennan to perform fire 
protaetlon »vc* noted in "Fire Protection Organliatlon of 
Nuclear Plant Fire Protection Functional Ro sponeib 1 1 1 1 1 e s. " 
forwarded in NRC 780818 Itr. 

NAUOHTON. W. F. Commonwealth Edison Co. 79/01/31. 2pp. 


7902200043 DOCKET 30-237 Dresden Nuclear Power Station. Unit 8 
Forward* interim security plan for facilities describing 
compensatory meaeures to be implemented on 790823. Ene 1 
withheld <ref 10CFR2. 790). 

REED. C. Commonwealth Edison Co. 79/02/02. Ip. 


79082B086S DOCKET 30-837 Dresden Nuclear Power Station. Unit 3 
Forwards Revision 4 to modified amended security plan for 
Dresden «< Quad Cities l< Revision 3 to modified amended 
security plan for Zion. Enel withheld Iref 10CFR8. 790). 

LEE.B. Commonwealth Edioon Co. 79/02/20. Ip. 


7901280374 DOCKET 50—237 Dresden Nuclear Power Station. Unit 2 
Suppl order ruling on petitions to intervene denying 
intervention by NRDC h NC PIRO. 

LAZO. R.M. Atomic Safety and Licensing Board Panel. 79/01/09. 26pp. 


7901220372 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Forward* ASLB 790109 “Suppl Order Ruling on Petitions to 
Intervene" In Oconee-McOu i re spent fuel shipment ca*B, 

Supports' NRC opposition to intervention by NRDC 1. Citizens 
for Better Environment. Enc 1 available in Central Files. 

OODDARD. ft. J. Office of the Executive Legal Director 79/01/12. 1 


7902060104 DOCKET 50-237 Dresden Nuclear Power Btation. Unit 8 
NftC response to NRDC's i< Citizens for a Detter Environ 
781228 c on tent i on*. Con ten 1 1 on 9 meets requ 1 remente' Not! ce of 
appearance & Certificate of Sve end. 

OOLDQERO . 3. C. Office of the Executive Legal Director. 79/01/13. 
19pp, 


7902060128 DOCKET 50—837 Dresden Nuclear Power Station. Unit 2 
NRC brief in oppositicin to admission of certain proposed 
contention* of State of TL re spent fuel starag e- Opposes 
admission of proposed Contentions lO (subparts 6.9. *< 101. 
11,12B,13A U 17, W/Corti ficate of Bvc. 

OODDARDiR. J. Office of the Executive Legal Director 79/01/12. 
7pp. 


7902210196 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Forwards SAND-1927i "Transport of Radionuclides in Urban 
Envir ons ; Uor k in g Draft Assessment. “ Also forwards 
8ECY-70-311 tt SlIAi indicating NRC view of rapt Impact on 
current regulatory policy. W/o encl. 

OODDARD. R. J. Atomic Safety and Licensing Board Panel. 79/01/lB. 

2pp. 


7902210091 DOCKET 50—837 Dresden Nuclear Power Station. Unit 2 
Stipulation of contention* by NRC. State of lU ti util to 
limit Issues among part i e s. Re* erve rights re nan-stipulated 
content ions. Re tated c orrespondenc e. rev i s ed contentions & 
Certlfleats of Bvc encl. ' 

OODDARD. R.J. Office of the Executive Legal Director SEKUiLER. B. hi. 
Illinois. State of. ROWE. J, W. Commonwealth Edison Co, 79/01/26. 
9pp. 


7902220177 DOCKET 50-237 Dresden Nuclear Power Station. Unit 8 
Memorandum re State of IL contentions. Ml thdraw* Contentions 
10-12.14.15 ti 17 ti submits revised Contentions SilOih 11. 
Related correspondenc e. at ip ulat 1 on of content i ons. s tate law 
b Certificate of Sve end, 

SCOTT, W.J,. SEKULEfti a. N. Illinois. State of. 79/01 /S6. 25pp. 


7902220182 DOCKET 50-837 Dresden Nuclear Power Station. Unit 2 
Notice of appearance of OH Cun'n Ingham on behalf of NRC. 
Certificate of Sve encl, 

CUNNINOHAH. 0. K. Hearings Division, 79/02/09, 2op. 


7902230106 DOCKET 90-237 Dresden Nuclear Power Btation. Unit 2 
Forwards 1978 Annual Rept for util, 

BREflEHANN. R. W. Commonwealth Edison Co, 79/02/15 Ip 


7908230194 DOCKET 90-237 Dresden Nuclear Power Station. Unit S 
1978 Annual Rept. Reviews 1978. five year summary of 
operations b mgt. fc finanical statement. 

» Commonwealth Edison Co, 78/12/31. 34pp. 


7908810233 DOCKET 30-837 Dresden Nuclear Power Station. Unit 8 
Forwards Endorsement 2 to Binders ED-1 , KD-l , ED-a. Xn-B, ED-3. 
XB-3, ED-89. XB-29. ED-30. XD-00, ED-48. XD-42<En-43. Xa-4D. 
evidencing secondary financial protection. 

08TER.J. Commonwealth Edison Cu, 79/02/14, I5pp 


7908860335 DOCKET 30-237 Dresden Nucloar Power Station. Unit 3 
Forwards info on DWR venting practice*. 

DANCE, H.C. Region 3. Chicago. Office of the Director. 75/05/09, 
3pp. 


79021 4021 B DOCKET 30-837 Drasdcti Nuclear Power Station. Unit 2 
Forwards binders b sets of divider tabs for use w/NEDD-21R0a 
"Mark 1 Containment Program Load Definition Rept. “ 

SOQON. L. J. General Electric Co. .Mudoar Energy Products Dlv. 
79/Ol/OB, Bpp. 


7902080290 DOCKET 30-837 Dresden Nuclear Power Station. Unit 2 
Forward* corrected b reproduced copies of 790118 Itr which 
provided addl info for spent fuel pool mod. 

• JANECEKi R. F. Commonwealth Edison Co. 77/01/24. lipp. 


7902210119 DOCKET 50-837 Dresden Nucloar Power Station. Unit 8 
Ack receipt of 781818 Itr informing NRC of steps taken to 
correct violations noted during Insp on 781010-13 :l< 16-19, 

HIND, d. A. Region 3. Chicago. Safeguards Branch, 79/01/86. ip. 


7702220237 DOCKET 50-837 Dresden Nuclear Power Station. Unit S 
Responds to 790111 request for review of paper "Vent 
Clearing During Simulated LOCA In a Mark I DWR Pressure- 
Suppression Bys. “ Recommends acceptance of paper for 
pub 1 ica t ion. 

ORIMES.C, Plant System* Drench. 79/01/31, 8pp. 
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790309033B DOCKET 50-237 Dresden Nuclear Power Stationi Unit 2 
Informs of revised schedule for diesel generator modi due to 
e<iuipm«nt dsiiveru problems. Neu completion date is 790731. 
JAMSCEHi R, F, C ommonuea I th Edison Co. 79/02702. 2pp. 


7902130147 DOCKET 50-237 Dresden Nuclear Power Statiom Unit 2 
Describes 790202 incident in which several reactor bldg 
blowout panels became detached. Requests approval of 
temporary Tech Spec change to allow operation within 
secondary containment boundary. No haiard would be created. 
REEDiC. Commonwealth Edison Co. 79/02/04. 4pp. 


7902060195 DOCKET 50-237 Dresden Nuclear Power Station^ Unit 2 
Submits Dec 1970 program activity review< comprised of info 
from selected sections of monthly r ep t. ui/sec t ion on contract 
li billing status removed. Lists meetings held & provides 
task-by-tasi activity summary. 

SDBONi L. J. Oeneral Electric Cc. >Nuclear Energy Products Div. 
79/02/05. 10pp. 


7902120206 DOCKET 50—237 Dresden Nuclear Power Stationi Unit 2 
Responds to NRC 7B1221 request for verification of info re 
systematic evaluation program Topic V-ll. "Requirements 
for Isolation of Wlgh b Lou Pressure Systems." Provides info 
requested. 

JANECEKiR, F, Commonwealth Edison Co. 79/02/03, 4pp. 


790214020S DOCKET 30-237 Dresden Nuclear Power Station. Unit 2 
Informs of decision not to convert to std Tech Specs. 
Conversion would be a significant time b manpower burden 
w/no compensating increase in safety or efficiency. 

REEDiC. Commonwealth Edison Co. 79/02/05. 2pp. 


7902260207 DDCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Forwards draft evaluation of systematic evaluation program 
Topics V-10. B. V-11. D b Vll-3 re safe shutdown sys. Requests 
confirmation or correction of facts within 30 days. 

IIEHANM. D. L. Operating Reactors Branch 2. 79/02/09. lOOpp, 


7902220033 DDCKET 50-207 Dresden Nuclear Power Station. Unit 2 
Responds to 790103 request for addl info b forwards info re 
projected number of spent fuel assemblies to be shipped from 
Dresden to Quad-Ci t ies. possib le truck routes b population 
along routes. Info on rail routing will be sent. 

JAMECEK. R. F. Commomiioalth Edison Co. 79/02/13. 4pp, 


7902220033 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Responds to NRC 790103 request b forwards Info re projected 
number of spent fuel assemblies to be shipped from Dresden 
to Ouad-CitlBBi possible truck routes b population along 
routes, Info on rail routing will be sent, 

JANECEK.R, F, Commonwealth Edison Co, 79/02/13, 4pp, 


7902260431 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Requests change in Licenses DPR-2i DPR-19 b DPR-25, Forwards 
proposed changes. Of fslte Dose Calculation Manual required by 
NRC 761113 I tr U discussion of principal differences from 
NRC guidelines for manual development, 

REED.C, Commonwealth Edison Co, 79/02/16, 40pp, 


7902260442 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Offsite Dose Calculation Manual for Dresden Station. 

* Commonwealth Edison Co. 79/02/28. 160pp. 


7902260010 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Forwards IE Insp fiepts 50-010/78-32,50-237/76-30 b 
50-249/78-30 on 7ai<131-1103 b 1129. 

DAVJSiA, 0. Region 3. Chicago, Fuel Facility b Materials Safety 
Dranib. 79/01/10. 2pp. 


7902260012 DDCKET 50-237 Dresden Nuclear Power Station, Unit 2 
IE Insp Repts 50-010/78-32,50-237/76-30 b 50-249/70-30 on 
761031-1103 b 1129. No Items of noncomplianco noted. Major 
areas insp:mgt controls. environ protection programs b 
internal audits. 

DESTMAN, M. J. , JANUSKA, A. 0. , QRANT, W, D, Region 3, Chicago. Fuel 
Facility b Materials Safety Branch. 79/01/08. 9pp. 


7902260050 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
forwards IE Insp Repts 50-010/76-33,50-237/76-31 b 
50-249/78-31 on 761101-1201 b notice of violation, 

flOHELLl.O, Region 3. Chicago. Reactor Operations Nuclear Support 
Branch. 79/01/13, 2pp. 


7902260054 DOCKET 50-237 Dresden Nuclear Power Station, Unit 2 
Notice of violation from insp on 781101-761201. 

• Region 3. Chicago. Reactor Operations Nuclear Support Branch. 
79/01/09. Ip. 


7902260066 DOCKET 60-237 Dresden Nuclear Power Station. Unit 2 
IE Insp Repts 50-010/78-33,50-237/76-31 b 50-249/78-31 on 
781101-1201, Noncomp I lance noted; fai lure to follow temporary 
procedure change & failure to perform a surveillance, 

KNOP.R.C,, BARKER, J.L., SMITH, J, Regions, Chicago, Office of 
the Director, 79/01/09. ISpp. 


7902070086 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Ack receipt of 781227 Itr Informing NRC of steps takep to 
correct violation noted in IE Insp Rept dtd 781208. 

HIND, J. A. Region 3. Chicago. Safeguards Branch. 79/01/26, Ip. 


7902230131 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Ack receipt of 790117 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-10/78-31, 

50-237/78-29 b 50-249/70-29. 

DAVIS. A. D. Region 3, Chicago. Fuel Facility b Materials Safety 

Branch, 79/01/31. Ip, 


7902230134 DDCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Responds to NRC 790103 Itr re violation noted in IE Insp 
Repts 50-10/70-31,50-237/70-29 b 50-249/78-29 on 781115-17. 
21-22. Corrective actions: new procedures reviewed b 
reemphasl ted. 

REED.C. Commonwealth Edison Co, 79/01/17. 3pp. 


7902120054 DDCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Forwards IE Info Notice 79-01. "Bergen-Paterson Hydraulic 
Shock b Sway Arrestors IHSSAl". 

KEPPLER.J, 0. Region 3. Chicago. Office of the Director. 79/02/02. 
Ip, 


7902210220 DOCKET 50-237 Dresden Nuclear Power Station. Unit 8 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment. " N/list of 11 systematic evaluation program 
plants for which no action is required. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/02/09 
Ip, 


7902270252 DOCKET 50-237 Dresden Nuclear Power Btatlonr Unit 2 
Forwards IE Info Notice 79-03. "Llmitorque Valve Geared 
Limit Switch Lubricant." 

KEPPLER. J. 0. Region 3. Chicago, Office of the Director. 79/02/09. 
Ip- 


7902090342 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Forwards LER 79-004/03L-0. 

aTEPHENSON, B. 0, Commonwealth Edison Co. 79/01/24. Ip, 


7902090344 DOCKET 50-237 Dreqdcn Nuclear Power Station. Unit 2 
LER 79-004/03L-0 on 790111; LPCI sys full flow test valve 
M0-2-1501-38D failed while securing "D" LPCI pump. Caused by 
broken pinion gear on valve operator motor shaft. 

* Commonwealth Edison Co. 79/01/24, Ip. 


7902060215 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 

Forwards LER 79-001/03L-0. 

BTEPHENBONi D. 6. Commonwealth Edison Co. 79/01/31. ip, 

7902060219 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
LER 79-00I/O3L-O on 790103; torus level Increased to —1 Inch, 
due to repetitive starts of HPCl turbine. Incroase in torus 
level determined to be result of Inadequate procedure. HPCI 
surveillance procedures to be amended. 

KOnCHYNSKY. M. Commonwealth Edison Co. 79/01/31. Ip. 


7902060241 DDCKET 50-237 Dresden Nuclear Power aiatlon. Unit 2 
Forwards LER 79-003/03L-0. 

STEPHENSON, D. D, Commonwealth Edison Co. 79/01/31. Ip. 


7902060244 DOCKET 50-837 Dresden Nuclear Power Station. Unit 2 
LER 79-003/03L-0 on 790105: P3 2-1430-i466D tripped at 
105 psi. Caused by instrument drift. 

LINDBERO, C. Commonwealth Edison Co. 79/01/31. ip. 


7902220011 DDCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Forwards LER 79-OO0/O3L-O, 

STEPHENSON. D. 8. Commonwealth Edison Co. 79/02/09. Ip. 


7902220013 DDCKET 50-237 Dresden Nuclear Power Station. Unit 2 
LER •79-008/03L-0 on 790126; LPCI min flow value 
M0-2-15OI-13A failed to close completely during LPCI pump 
operability survol 1 lance. Cause of failure unknown. 

ACHTERDEROi J. Commonwealth Edison Co. 79/02/09. tp. 


7902220036 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Forwards LER 79-005/03L-0. 

STEPHENSON, D. 6, Commonwealth Edison Co, 79/02/09. Ip. 

7902220038 DOCKET 50-237 Dresden Nuclear Power Station. Unit 8 
LER 79-005/03L-0 on 790119; during normal operation, mass 
spectometer leak detector downscale condition annunciated b 
high rad alarm b half scram occurred twice on same day. Log 
rad monitor replaced. 

LINDBERO. C. Commonwealth Edison Co. 79/08/09. tp. 


7908260358 DDCKET 50-837 Dresden Nuclear Power Station. Unit 2 
Forwards LER 79-010/0 lT-0. 

STEPHENSON. B. 0. Commonwealth Edison Co. 79/08/16. Ip. 
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7902360361 DOCKET 80-237 OrB»(ter> Nuclaar Pouer Stationi Unit S 
CEP 79— OlO/OlT— 0 on 790202: section of blouout pansl b i oun 
outj breach Ing tecondarv c ontainment. Cause under 
Investigation. 

CHANi d. Commonwealth Edison Co. 79/02716. 2pp. 


7902270341 DOCKET 50-337 Dresden Nuclear Power Statiooi Unit 2 
Forwards LER 79-009/03L-0. 

STEPHEN BONi B. B. Commonwealth Edison Co. 79/02/20. Ip, 


7902270382 DOCKET 50-237 Dresden Nuclear Power Stotloni Unit 2 
LER 79— 009/03L-0 an 790121: plant chimneg sampling ays 
operating incorrec tig. Caused by purge valve V2 being stuck 
open. 

CHANj J. Commonwealth Edison Co, 79/02/20. 2pp. 


7902140474 DOCKET 50-237 Dresden Nuclear Power Station. Unit 2 
Transcript of 790201 prehearing conference held in 
Chicago. ILi re petitions to Intervene. Pp 1-90. 

MILHDLLIN.O. Atomic Safety and Licensing Board Panel. BTDBEft.Q, J. 
Washington. Unlv. of. JOHNSON, E. B, Oak Ridge Na tional Laboratory. 
79/02/01. 90pp. 


7902220119 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant. Unit 1 
Informs that TRADOC Pamphlet 350— 30. " Interservice Procedures 
for Instructional Biga Development" referenced in NUREO-0219 
is available in microfiche form from NRC, 

DESAMi W. J, Division of Document Control, 79/01/09. 2pp. 


7901230003 DOCKET 50-244 Robert Emmet Ginns Nuclear Plant. Unit I 
Forwards NURE0/CR-0400r "Ri sfc Assessment Review Group Rept to 
thi US NftC''<Leuls Rap tJ. providing recommendations for use of 
risk assessment methodology & assessment of WASH-1400. W/o 
end. 

KETCHEN.E. 0. Office of the Eiecutive Legal Director. 79/01/16, Ip, 


7902210251 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant. Unit 1 
Forwards Amend 59 to Indemnity Agreement NF-170. 1 is t Ing 
subscribing companies t< proportion of participation in 
Muclsar Energy Liability Insurance pool effective 790101. 

WHITE. U. D. Rochester Gas it Electric Corp. 79/02/14. 2pp. 


79-02020176 DOCKET 50-244 Robert Emmet Ginns Nuclear Plant. Unit 1 
Responds to 701221 Itr requesting verification of data 
submitted by utl 1. Forwards comments it add! info re isolation 
of low prssBure sys from reactor coolant sys, 

WHITE.L. D. Rochester Oae & Electric Corp. 79/01/25. 5pp. 


7902150457 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant. Unit 1 
Requests addl Info re boron dilution acc idenbs. Response of 
790110 addressed only one aspect ti is Insuffic lent. Requi res 
analysis or schedule for analysis of each previously 
undocumented boron dilution accident. 

ZIEMANN.D. L. Operating Reactors Branch 2. 79/01/25, 2pp. 


770S210011 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant. Unit 1 
Forwards Amend 23 to DPR— 10. safety evaluation ft notice of 
Issuance. 

ZIEMANN.D. L. Operating Reactors Branch 3, 79/01/30, Spp. 


7903210017 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant. Unit 1 
Amend 23 to DPR-15. Mod 1 f io s App A Tech Specs to allow change 
In sampling frequency for secondary coolant N to reduce 
limit on iodine activity in secondary coolant. 

ZIEMANN.D. L. Operating Reactors Branch 3. 79/01/30. 10pp. 


7902210022 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant. Unit 1 
Safsty evaluation cupportlng Amend 23 to DPR~10. 

* Office of Nuclear Reactor Regulation. 79/01/30. 4pp. 


79022)0226 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant, Unit I 
Forwards review of safety actuation circuits w/manual 
override Reset operation does not prevent equipment from 
operat Iny , iwhlch is necessary to mitigate a postulated 
accident. 

WHITE, L.D Rochester Oas Electric Corp. 79/02/16. 6pp 


7902230174 DOCKET 30-244 Robert Emmet Olnna Nuclear Plant. Unit 1 
Forwards application For amend to operating license, 
documents re technical basis for change t< 64.000 check for 
required fee. 

LARSONiL. K. LcDoeuf, Lamb. Leiby & MacRae 79/02/22 Ip 


79O223017S DOCKET 50-244 Robert Emmet Olnna Nuclear Plant, Unit 1 
Application for amend to operating license DPR-IB to 
implamont 10CFR5O requirements 8, modify radioactive effluent 
r oqulrcmen t s. Data 1 1 ed Tech Spec change, justi ficat i on for 
classification ti Certificate of Sve end. 

WHITE. L. D. Rochester Oas 6 Electric Corp 79/02/14. 72pp 

7902280230 DOCKET 50— S44 Robert Emmet Olnna Nuclear Plant. Unit I 
Ac k receipt of NRC 790125 Itr requesting suppl of 700110 
analysis by util re potential boron dilution incidents at 
f ac i 1 1 ty. Analysi s is scheduled for completion by 790501. 

WHITE, L.D, Rochester Gas f< Electric Corp. 79/02/23. Ip 


7902010163 DOCKET 50—244 Robert Emmet Qinna Nuclear Plant. Unit 1 
Forwards IE Insp Rept 50-244/78-27 on 701206-00 
No noncomp 1 lance noted. 

BRUNNER, E.J. Region 1. Philadelphia, Reactor Qperntions Nuclear 

Support Rranch, 78/12/22. 2pp. 


7902010104 DOCKET 50-844 Robert Emrnot Olnna Nuclear Plant, Unit I 
IE Insp Rept 50-244/7B-27 on 781206-03. No noncompliance 
noted. Major areas i nspee ted : fae 1 1 i ty logs, records ti plant 
stetusi status of previous outstanding itomsi ft 
qualification -of stem-mounted limited switches 

BECKMAN. 0. A. . RAYMOND, H. J, , KEIMIO.R.R. Region 1, Philadelphia, 

Reactor Operations Nuclear Support Branch. 70/13/32. 9pp. 


7902010275 DOCKET 5-0-244 Robert Emmet Olnna Nuclear Plant, Unit I 
Forwards IE Circular 79-02, "Fa i lure of ISO Volt Vital AC 
Power Supplies. " 

GRIER, B.M. Region 1, f*h t lad e Iph i a, Office of the Director. 
79/01/16. Qpp, 


7902080073 DOCKET 50-244 Robert Emmet Oinna Nuclear Plant, Unit 1 
Ack receipt of 701289 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-244/78-24 
BRUNNER, E. J. Region 1. Philadelphia, Roactor -Opera 1 1 oris Nucloar 

Support Branch. 79/01/19. Ip. 


79020800BO DOCKET 30-244 Robert Emmet Oinna Nuclear Plant. Unit 1 
Responds to NRC 7B1206 Ur rc violation noted in IE Insp 
Rept 50— 244/73-24 . Cor rec t i VO act ions: rad iograph s removed 
from cardboard filing boxes t< placed in fire rated cablnota 
t< record storage room added f-or nondup 1 i eo te records 
WHITE, L.D. Rochoster Gas l< Elactrtc Corp. 78/12/29. 3 pp 


7902080084 DOCKET 50-244 Robert Emrnot Oinna Nuclear Plant, Unit 1 
Forwards IE Insp Rept 30-244/73-24 on 781113-16 t« notice of 
violation. 

BRUNNER. E.J. Region 1, Ph i 1 ado Iph in. Reactor aperattons Nuclear 

Support Branch. 78/12/06, 2pp. 


7902080088 DOCKET 50-244 Robert Emmot Oinna Nuclear Plant, Unit 1 
Notice of violation Prom insp on 78 ill 3- 16, 

MARKOWSKJ . R. 3. . NAPUDA, Q. Region 1, Ph I lad elph i a, Office of the 
Director, KISTER. H. Region I, Philadelphia, Roactor nperstloiis 

Nuclear Support Dranch. 70/12/05, ip. 


7902210027 DOCKET 50-244 Robert Emmet Oinna Nuclear Plant, Unit 1 
Notice of Issuance of Amend 23 to DPR-IB modifying App A 
Tech Bpec. 

ZIEMANN.D. L. Operating Reactors Branch 3, 79/01/30. 2pp. 


7902090327 DOCKET 50-244 Robert Emmot Olnna Nuclear Plant. Unit 1 
Forwards ECC8 roevaluatlon. Corraets Zr-water reactor error b 
fulfills all requirements stated In 780501 exemption from 
requirements of 10CFR50, 46(a M I > . 

WHITE. L.D, Rochester Oas ti Electric Corp. 79/02/02. 60pp, 


7902200034 DOCKET 80-244 Robert Emmet Olnna Nuclear Plant. Unit 1 
Forwards list of piping lines inside containment which 
normally or occasionally experience high energy sve 
card 1 1 ions. Distinguishes lines which do not need to be 
considered for systematic evaluation program Topic III-5. A. 
WHITE.L. D. Rochoster Oas & Electric Corp, 79/02/09. 4pp, 


7902210190 DOCKET 50-244 Robert Emmet Oinna Nuclear Plant. Unit I 
Forwards info re arrangement 6 actuation logic for 1C safety 
Injection pump, Reports that logic arrangement meets 
eeparation b single failure criteria, 

WHITE.L. D, Rochester Oas b Electric Carp. 79/02/13, 2pp, 


7902050091 DOCKET SO-244 Robert Emmot Oinna Nuclear Plant. Unit 1 
IE Insp Rept 5-0-244/70-24 on 781 1 13-16. Noncompl lance noted: 
single type records stored In locations which did nut meet 
storage facility physical feature requlrcmonts. Records 
involved were radiographs b operations vocordor charts. 

MARKOWSKI.R. 8, . NAPUDA. 0, Region 1. Ph 1 lad el ph i p. Office of the 
Director. KIBTER. H. Region 1, Philadelphia, Reactor Operations 

Nuclear Bupport Dranch. 78/12/05, I4pp. 


7902130001 DOCKET 50-244 Robert Emmet Oinna Nuclear Plant. Unit 1 
Forwards IE Info Notice 79-01 , "Bergen-Pater son Hydraulic 
Shock b Sway Arrestors (HSSA). " 

GRIER, B. H. Region I, F*hi lad elph i a. Office of the Director. 
79/02/02, ip. 


7902200505 DOCKET 50-244 Robert Emmet Olnna Nuclear Plant. Unit I 
Forwards !E Bulletin 79-01, "Environ Dual I P tcatlon of Class 
IE Equipment." W/llst of 11 systematic evaluation program 
plants for which no action is required. 

ORIER,D.H. Region 1, Philadelphia, Office of the Diractor 
79/02/08, IP. 
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7902220119 DOCKET 50-245 MllUtone Nuclsar Power Statlonp Unit 1 
Informs that TRADQC Pamphlet 350 - 30 , “Interservice Procedures 
for Instructional Sgs Development" referenced in NUREO-Oil? 
jo availsdle in microfiche form from NRC. 

DEBAW.W J, Division of Document Control 79/01/09. 2pp 


7902120137 DOCKET 50-245 MilUtono Nuclear Power Station. Unit I 
Forwards proposed corrections to NRC info on sgotomatle, 
evaluation program for hlgh/iou prooauro sgs isolation. 

Changes involve reactor coolant sgs data. Inc lud ing water 
cleanup sgs, ECC8, samp 1 ing sgs h reactor vessel head sprag. 
COUNSIUiW. 0. Northeast UtlUtles. 79/01/30, 4pp. 


7902070087 DOCKET 50-245 Millstone Nuclear Power Station, 
Forwards NRC position re deficiency in modified amended 
security plans to provide opportunity for util to 
incorporate suggested addition. Reviews appeal process. 
Details withhold (ref 10CFR2. 790). ..o/ni/ns 

ZIEMANN.D.L, Operating Reactors Branch 2. 79/01/23 


Unit 1 


7902220257 DOCKET 50-245 Millstone Nuclear Power Station. Unit 1 
Responds to 790111 request for ravieui of paper “Vent 
Clearing During Simulated LOCA in a Mark I DWR 
Pressure-Suppression Ggs, " Recommends papar be accepted for 
pub 1 ication. 

CRIMES, C. Plant Bgstemo Dronch, 79/01/31, 2pp. 


7902230455 DOCKET 50-245 Millstone Nuclear Power Station, Unit 1 
Requests addl info re financing of refueling outage bldg 
const, W/encl questionnaire, 

ZIEMANN.D.L. Operating Reactors Branch 2, 79/01/22. 4pp 


7903130092 DOCKET 50-245 Millstone Nuclear Power Station, Unit 1 
Forwards Endorsement 52 for Policg HF-52, effective 790101. 
SEOER.R M- Northeast Utilities. 79/02/06 3pp 


7902130167 DOCKET 30-245 Millstone Nuclear Power Station, Unit 1 
Forwards certified copies of Endorsement 57 to Policy NF-173 
re premium It amend of Condition 4 for 1979, 

SEOEfl.R M. Northeast Utilities, 79/02/06. 2pp 


7902200067 DOCKET 50-245 Millstone Nuclear Power Station, Unit 1 
Forwards Endorsement 2 to NELIA Binder EB-15, EB-16, XD-15 h 
XB-16 for calendar year 1979, eitending binder protection 
through 1979. 

SEGER.fi. M. Northeast Utilities. 79/02/09. 9pp, 


7902230077 DOCKET 50-245 Millstone Nuclear Power Dtation, Unit 1 
Forwards draft evaluation of systomatie evaluation program 
Topic V-tO.A. Requests oiamination of facts t< response by 
confirmation or Idont 1 f 1 cat 1 on of errors. 

7IEMANN, D. L. Operating Ronctors Sratich 2. 79/01/31. 7pp, 


7902120169 DOCKET 50-245 Millstone Nuclear Power Station. Unit 1 
Forwards proposed revisions to Environ Tech Specs subinitted 
730203 «< 781020, Requests portions not affected by proposed 
radiological effluent chongos be reviewed separately. 

CDUNBIL, W, 0. Northeast Utilities. 79/02/02. 6PP. 


7902000195 DOCKET 50-245 Millstone Nuclear Power Station. Unit 1 
Submits Dec 1978 priigram activity rovl ew. c ompr Ited of info 
from selected sections of monthly rept, w/sactlon on contract 
b billing status removed, Lists meetings hold (< provides 
task-bg-task nctivitg sommory, 

SODDN.L.U, (Jenoral Electric Co. .Nuclear Energy Products Dlv. 
79/02/05. lOpp. 


7902260343 DOCKET 50-245 Millstone Nuclear Power Btatlorn Unit 1 
Forwards summary of BHR purging h venting ccperlencoB. 

BRUNNER. E.J, Region 1. Philadelphia. Reactor Operations Nuclear 

Support DTanth, 76/05/12. 3pp. 

7902140210 DOCKET 50-245 Millstone Nuclear Power Station, Unit I 
Forward* binders h sets of divider tabs for use w/NEDD-21BQD 
"Mark 1 Containment Program Load Definition Rept." 

SOBON.L. J, General Electric Co. , Nuclear Energy Products Div. 
79/01/00. Bpp. 


7902010189 DOCKET 50-245 Millstone Nuclear Power Station, Unit 1 
Forwards Amend 50 to License DPR-21, safety evaluation J, 
notice of issuance. 

ZIEMANN.D.L. Operating Reactors Branch 2, 79/01/12. 2pp. 


7902010190 DOCKET 50-245 Millstone Nuclear Power Btatioh, Unit I 
Amend 58 to License DPR-21 changing Tech Specs to revise the 
setpoint for the suppression chamber to reactor bldg vacuum 
breaker t, W/enc 1 Tech Specs revision. 

ZIEMANN.D.L, Operating Reactors Branch 2 79/01/12. 5pp, 


7902010193 DOCKET 50-245 Millstone Nuclear Power Station, Unit I 
Safety evaluation in support of Amend 50 tn License DPR-21t 
reviling Tech Spec setpoint for certain vacuum breakers. 

* Office of Nuclear Reactor Regulation. 79/01/12. 2pp 


7902010I9S DOCKET 50-245 Millstone Nuclear Power Station, Unit 1 
Notice of issuance of Amend 59 to License nPR-2i. 

WAHBACH, T. V. Operating Reactors Drench 2. 79/01/12 2pp 


7902010156 DOCKET 50-245 Millstone Nuclear Power Station, Unit 1 
Understands that faulty const of compacted spent fuel racks 
allows water to react w/matl In rack wall. Asks if venting is 
designed to alleviate problem, b If so, why "band-aid" 
solution was adopted. 

CLEARY, P, Citiiens for a Better Environment. 79/01/24, ip. 


7902050079 DOCKET 50-245 Millstone Nuclear Power Station, Unit 1 
Forwards summary of reportable indications for foodwator 
noiiles.rept by Nuclear Technology, Inc, "Fatigue Evaluation 
of Eiistlng Feedwater Noi i te/Bparger Design," t, chart of 
acceptance criteria to be used for insp program. 

COUNSIL.U, 0. Northeast Utilities. 79/01/26. 4pp. 


7902150355 DOCKET 50-245 Millstone Nuclear Powar Station, Unit l 
Ack receipt of 701222 Itr re NRC position on fee 
requirements for amends to application proposing changes to 
ET8 t. Safety Tech Upect. Action has been doferred by NRC so 
previous foe payment is inappropriate. 

C0UN9IL, H, 0. Northeast Utilities. 79/02/06. Ip. 


7902150356 DOCKET 50-245 Millstone Nuclear Power Station. Unit I 
Aek receipt of 7S0203 Itr re proposed minor changes to 
ETB, Action to bo deferred on .request because implementation 
of App 1 Tech Specs will cover items proposed 
ZIEMANN.D.L. Operating Reactors Branch 3. 70/12/05. ip. 


7902150359 BOCKET 50-245 Millstone Nuclear Power Station. Unit I 
Forwerdi App 1 model Tech Specs intended to provide guidance 
re equipment t. administrative requirements specs. Requests 
submittal of license emend application reflecting applicable 
specs. U/o one 1 . 

GRIMES, D.K. Asilitant Director for Engineers J< Projects. 
70/07/11. Ip 


7902260441 DOCKET 50-345 Millstone Nuclear Power Station. Unit I 
Responds to NRC 790116 Itr. Draft of systematic evaluation 
program Topic IV. i. A is correct re unit dosign, 

CDUNSIL. H. 0. Northeost Utilities, 79/03/13. Ip, 


7902310234 DOCKET 50-245 Hillstono Nuclear Power Station. Unit l 
Informs that requested submittal date of 790313 for 
radiological effluent Tech Specs cannot bo achieved due to 
several specified reasons. Tech Specs will be ready 790309 
for Unit 1 «< 790333 for Unit 2. 

C0UN81L,M,0. Northeast Utilities. 79/03/13. Spp. 

7902140367 DOCKET 50-345 Millstone Nuclear Power Station, Unit I 
Forwards IE Insp Ropts 50-245/70-37 «< 50-336/70-34 on 
701204-00, No noncomp 1 ionc e noted, 

CARLSON, n.T, Region t, Philadelphia, Reactor Constructions, 

Engineering Support Branch. 70/12/20. 2pp, 


7902140370 DOCKET 50-245 Millstone Nuclear Power Station, Unit 1 
IE Insp fiepts 50-245/70-37 t< •50-336/7Q-34 on 701204-08. No 
noncompllance noted. Major areas insp: spent fuel rack mod 
including procurement, receipt, insta l latl on. testing & 
procedural controls. 

FASANO.A. N. . FEIL, H. A, . EBNETER.B, D. Region 1. Phi Isdilphi*. 

Reactor Construction 4, Englnsering Support Branch. 76/12/22 9fp 


7902050003 DOCKET 50-245 Millstone Nuclear Power Station, Unit 1 
"Fatique Evaluation of Existing Feedwater Noi i le/Sparger 
Design." Concludes that postponement of in-reactor liquid 
penetrant exam of noiiles beyond Spring 1979 refueling 
outage is warranted. 

TANO.S.S,, RiCCARDELLA, P. E, EDWARDS, N. W. Nor thaa s t Ut 1 1 1 1 i CB. 
NEU-01-003. 79/01/19. 23pp, 


\7902i50109 DOCKET 80-245 Millstone Nuclear Power Station. Unit I 
a Summary of 790111 meeting In Dotliesda.MD re program for 
feedwater sparger during refueling outage beginning 790420. 
1960 outage also discussed. NRC recommended several specific 
^Mltems to be addressed in forthcoming rept. 

P^ 'SHEA, J. J, Operating Reactors Branch 2. 79/01/29. Spp. 


7902010270 DOCKET 50-845 Millstone Nuclear Power Station. Unit 1 
Forwards IE Circular 79-03. "Fa 1 lure of 120 Volt Vital AC 
Power Buppl 1 ns. " 

GRIER. D.N, Region 1. Philadelphia. Office of the Director. 
79/01/16. 0pp. 

7903000064 DOCKET 50-345 Millstone Nuclear Power Station. Unit 1 
Ack receipt of 761323 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-345/70-89 b 
80-336/70-24. , , 

BRUNNER. E.U Region 1. Philadelphia. Reac tor Oparations Net leer 

Support Branch, 79/01/34. ip. 
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7908080069 DOCKET S0-24S Millstone Nuclear Pouep Statlorij Unit I 
Retpandt to NRC 781023 Itr re violations noted in IE fnsp 
Bopte 80-849/78-29 b 50-336/78-24. Cor ree t ivo actions; std 
precaution entered in all sys procedures uben equipment 
reepondi to an accident signal. 

CQUNBILjH, 0. Northeast Nuclear Energu Co. (Northeast Utilities) 

78/12/22. 2pp. 


7902130022 DOCKET 50-848 Millstone Nuclear Power Station. Unit i 
Forwards IE Info Notice 79-01 , "Her gen-Pa tor son Hudraulic 
Shock b Swau Arrestors CHSSA). " 

BRIER, B.H. Region 1 , Philadelphia, Office of the Director. 
79/02/08. 2pp. 


7902880477 DOCKET 50-845 Millstone Nuclear Poiiier Station. Unit t 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
XE Equipment." N/llst of 11 sgstematlc evaluation program 
plants for which no action Is required. 

BRIER, 8 . H. Region I, Philadelphia. Office of the Director 
79/02/00, app. 


7902270261 DOCKET 90-245 ftl 11 stone Nuclear Power Station, l/nit 1 
Forwards monthly operating rept for Jnn 1979. 

OPEKAi J. F. Northeast Utilities. 79/02/19, Ip. 


7902870269 DOCKET 90—845 Millstone Nuclear Power Station. Unit I 
Nonthlg operating rept for Jan 1979. 

YOUNB.R. Northeast Utilities. 79/OS/OB. 7pp, 


7902050103 DOCKET 90-245 Millstone Nuclear Power Station. Unit t 
Forwards LER 78-032/031.-0. 

OPEKA, J. F. Northeast Utilities. 79/01/89, Ip. 

790S05D109 DOCKET 50-245 Millstone Nuclear Power Station, Unit 1 
LER 78— 032/03L-0 on 781287: d lesel fire pump fuel oil sample 
surveillance inadvertently overlooked during routine survey 
ef completed survei 1 lances. Not on surveillance schedule. 
Bubsequentlg added to schedule. 

VOUNO, R. H. Northeast Utilities. 79/01/85. 3 pp. 


7902130166 DOCKET 90—245 Millstone Nuclear Power Station. Uni t 1 
Forwards LER 79-002/03L-0. 

OPEKA, J. F. Northaast Utlllttee. 79/08/06. Ip. 


7902130187 DOCKET 50-243 Millstone Nuclear Power Station, Unit 1 
LER 79— 003/03L-0 on 790107: reae tor low water level signal 
rasulted from failure of "A" standby gas treatment sys. 

Caused by misalignment of movable contact cover on relay 
that starts "A" stondby gas treatment sys. 

YOUNB.R. H. Northeast Utilities, 79/02/06, 3pp. 


7902130146 DOCKET 90-843 Millstone Nuclear Power Station. Unit 1 
Forward i LER 79-003/03U-0. 

OPEKA, J. F. Northeast Utilities, 79/08/07. Ip. 


7902130148 DOCKET 90-849 Millstone Nuclear Power Station, Unit 1 
LER 79-003/03L-0 on 790103: one of four pressure switches 
responsible for Initiation of Group 1 Isolation tripped 
outside Tech Spec 1 imi ts. Caused by Instrument drift. 

VOUNG.R.H. Northeast Utilities. 79/02/07. 3pp. 


7902880119 DOCKET 90-847 Indian Point Station, Unit S 
Informs that TRADOC Pamphlet 390-30, ■*' In terservlc e 
Procedures for Instructional Bys Development" referenced in 
NOREO-0819 Is available In mier of i c he , f orm from NRC. 

BESAWj W. j. Division of Document Con tro 1 . 79/01/09, Sp p , 


790S860S33 DOCKET 90-247 Indian Point Station, Unit 2 
Forwards summary of PWR purging b venting experiences. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director, 74/09/03. 
4pp. 


7908800385 DOCKET 50-847 Indian Point Station, Unit 2 

Ae followup to NRC 781115 request for submittal of Offsite 
Dose Calculation Manual for approval. Forwards guidelines for 
general contents of manual. 

ORIME 81 D. K. Assistant Director for Engineers b Projects, 
79/01/18, 9pp. 


7908210068 DOCKET 50-847 Indian Point Station. Unit 8 
Forwards Amend 46 to License DPR-S 6 . 8 ER b notice of 
leauance. 

SCHWENCER, A. Operating Reactors Branch t. 79/01/31. 3pp. 


7702210069 DOCKET 90-847 Indian Point Station, Unit 8 

Amend 46 to License DPR-S 6 adds license conditions relating 
to completion of facility mods b implementation of 
admini stretive fire protection controls, Modifies Tech Specs 
to Include addl limiting conditions For fire surveillance. 
6 CHWENCER 1 A. Operating Reactors Branch 1. 79/01/31. 3pp. 


79028)0070 DQCKET 50-847 Indian Point Station, Unit 8 
Discusses fire protection guidelines summary of mods, 
evaluation of plant features b specific plant areas 
administrative control s . Tec h Specs b consultant rept. Finds 
amend aec ep tab le. 

* Office of Nuclear Reactor Regulation. 79/01/31. 49pp. 


7908310071 DOCKET SO-847 Indian Point Station. Unit 2 
Notice of issuance of Amend 46 to Llcenee DPR-S 6 . 

TRAMMELL, C. M. Operating Reactors Branch L. 79/01/31. 8 pp. 


79088600B2 DOCKET 50-847 Indian Point Station. Unit 2 

Requests addl sum of SSOO 00 for Class I duplicate fee far 
amend to Units 8 b 3 ETS. 

DIOOS.R.M. License Fee Management Branch. 79/08/02. Ip. 


790286060B DOCKET 30-847 Indian Point Station, Unit 3 
Requests addl sum of SGOO for Class 1 duplicate fee for 
amend to Units 8 6 3 ETS. 

DICOS, R. (1, License Fee Management Dranch. 79/08/03. Ip. 


7908150319 DOCKET 50-847 Indian Point Station, Unit 8 

Forwards application for amend to license u/proposed Tech 
Specs changes. safety evaluation, b repts entitled "Support 
Sys Redesign for Piping Runs on North Half of Containment" b 
"Piping Sys Shock Suppression Removal Study." 

CAHILL. M.J. Conso 1 Ida t ed Ed t son Co, of New York. 79/08/09. 3 PP. 


7908)30381 DOCKET 50-847 Indian Point Station. Unit E 

Application for amend to License DPR-36 changing Tech Specs 
re redesign of support sys of certian saf ety-related pipe 
lines. Tech Specs page revi slons, saf ety evaluation b 
Certificate of Svc end. 

CAHILL, H.J. Consolidated Edison Co. of New York. 79/02/09. 35pp. 


7908190324 DOCKET 50-847 Indian Point Station, Unit 2 
"Support Sys Redesign for Piping Runs on North Half of 
Containment. " 

» Consolidated Edison Co. of New York. NVa-78-005 79/01/31. 

35pp. 


7902130338 DOCKET 50-847 Indian Point Station. Unit 2 
Rept 03-00101 , Revl slon 0. "Piping Sys Hydraulic Shock 
Suppressor Removal Study." & Rept 03-00108. Revl s ion 0. 

“Piping Sys Hydraulic Shock Suppressor Analysis for 
Removal. " 

« Consolidated Edison Co. of New York. 03-00101, 76/04/30. 

300p p . 


7908200014 DOCKET 50-847 Indian Point Station. Unit 8 

Submits data specified in Section 401 Certification for Jan 
1979. CO’ncerns gross elec trical output, rivor discharge, 
chemical discharge b species sf fish. 

MONTI, H. A. Consolidated Edison Co, of New York, 79/02/09 15pp. 


7902810247 DQCKET 50-847 Indian Point Station. Unit 8 

Ac k receipt of 7SIIJ9 Itr transmitting Revision I of draft 
radiological effluent Tech Specs b NURED-0133 for use In 
preparing license amend appll cation. Requests eitension of 
time for submittal of amend. 

CAHILL, N. Consolidated Edison Co of New York. 79/02/13. Ip. 


7902010892 DOCKET 30-847 Indian Point Station, Unit 2 

Forwards IE Circular 79-08, ''Failure of ISO Volt Vital AC 
Power Buppl 1 es. " 

ORIER.B.H. Region I, Philadelphia. Office of the Director. 
79/01/16. 6 pp. 


7902130038 DOCKET 90-247 Indian Point Station, Unit 8 

Forwards IE Info Notice 79-01 . "Derg en-Pa terson Hydraulic 
Shock b Sway Arrestors <HS3A>," 

ORIER.B.H, Region I, Philadelphia, Office of the Director. 
79/08/02. 8 pp. 


790S8S047B DOCKET 30-847 Indian Point Station, Unit 8 

Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment," H/list of U systematic evaluation program 
plants for which no action is required. 

ORIER.B.H. Region I, Philadelphia, Office of the Director. 
79/08/08. 8 pp. 


790S810S39 DOCKET 50-247 Indian Point Station, Unit 2 ■ 

Forwards monthly operating rept for Jan 1979. 

CAHILL, H.J. Consolidated Edison Co. of New York. 79/02/15. Ip. 


7908210841 DOCKET 50-847 Indian Point Station, Unit 3 
Monthly operating rept for Jan 1979. 

KAHULA.L, Consolidated Edison Co. of New York 79/08/05. 6 pp. 


7902830188 DQCKET 50-247 Indian Point Station, Unit S 

Forwards tabulation of dally record of fish collections for 
Jan 1979. 

CAHILL. W, J. Consolidated Edison Co. of New York, 79/02/15. 4pp. 
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7'?051^0166 DOCKET 50-247 Indian Point Station* Unit 2 
Forward » LER 79-002/041-0, 

CAHILL* H J. ComiTiDniiiesl th Edison Co 79/0S/06. ip. 


790ai40>'?2 DOCKET 50-247 Indian Point Station. Unit 2 
LER 79-0Oa/O4T-O On 790108: ropor ted activitij of 
precipitation sample eiceeded iO times control station 
level. Caused bg tritium releases from source other than 
plant. 

MASCIULLI.5. Commonwealth Edison Co. 79/02/06. 3pp 

7902130102 DOCKET 50-247 Indian Point Station. Unit 2 
Foruarda LER 79-001/04L-0. 

CAHILL, id. J. Consolidated Edison Co. of New Vork, 79/02/07. Ip, 


7902130104 DOCKET 50-247 Indian Point Station. Unit 2 

LEfi 79-001/04L-0 on 79010B. d ur i np operation. S lb of Cr in 
form of Chromate released to river. Caused bg leak on 
corroded low pressure cglinder cover plate of station air 
compressor (Worthington Corp Tgpe 4C-2I, 

MAKEPEACE. J. M. Consolidated Edison Co. of New York. 79/02/07 
Ip- 


7902220095 DOCKET 50-247 Indian Point Station. Unit 2 
Forwards LER 78-O30/OiJX-l, 

CAHILLj W. J. Consolidated Edison Co. of New York. 79/02/14. Ip, 

7902220090 DOCKET 50-247 Indian Point Station. Unit 2 

LER 70-O3B/O4X-1 on 781 21 2: p rec i p i ta tl on sample exceeded 10 
times control station level. Caused bg tritium releases from 
source outside facllltg.NY State Dept of Environ 
Conservation investigating area manufacturer. 

HASCIULLt.S. Cnnsolidated Edison Co. of New York. 79/02/14. 3pp. 

7902270370 DOCKET 50-247 Indian Point Station. Unit 2 
Forwards LER 79-003/03L-0 «. LER 79-004/03L-0, 

CAHILL. 14. -J Consolidated Edison Co. of Now York. 79/02/16. Ip. 

7902270376 DOCKET 50-247 Indian Point Station. Unit 2 

LER 79-003/03L-0 on 790120: during normal operation, signal 
from one of two low level alarm devices for refueling water 
tank became erra t ie. mak ing alarm tnoperah Iq, Caused bg 
freeilng of sensing line for level instrument controller. 

MAKEPEACE. J, M. Consolidated Edison Co, of New York 79/02/16 
Ip. 


790206012a DOCKET 50-249 Dresden Nuclear Power Station. Unit 3 
NRC brief in opposition to admission of certain proposed 
contentions of Btato of IL re spent fuel storage. Opposes 
admission of proposed Contentions 10 (subparts 8.9. t< 101. 
1I.12B.13A t< 1 7. W/Cer 1 1 f i cate of Svc. 

OODDARD. R. J, Office of the Executive Legal Director. 79/01/12 
7pp. 


7902210196 DOCKET 50-249 Dresden Nuclear Power Station. Unit 3 
Forwards 8AND-1927. "Transport of Radionuclides In Urban 
Environs: Work ing Draft Assessment." Also forwards 
8ECY-70-311 l< 31 lA. indicating NRC view of rept impact on 
current regulatorg polici/.H/o end. 

OODDARD. R. J. Atomic Safetg and Licensing Board Panel. 79/01/10. 

2pp. 


7902210091 DOCKET 50-249 Dresden Nuclear Power Station. Unit 3 
Stipulation of contentions bg NRC. State of IL (< util to 
limit issues among part 1 as. Reserve rights re non— stipulated 
contentions. Related correspondence, revised contentions it 
Certificate of Svc end. 

OODDARD. R. J. Office of the Executive Legal Director. SEKULER.S.N, 
Illinois. State of, ROHE.J, W. Commonwealth Edison Co. 79/01/26 
7pp. 


7902220177 DOCKET 50-249 Dresden Nuclear Power Station. Unit 3 
Memorandum re State of IL content 1 ons. HI thdraws Contentions 
10-12.14.15 I. 17 t< submits revised Contentions 3. 10. tc 11. 
Related correspondence. st ipulat ion of contentions, state law 
8< Certificate of Svc end. 

SCOTT. W,J.. SEKULER.S.N. Illinois. State of. 79/01/26, 25pp. 


79022201B2 DOCKET 50-249 Dresden Nuclear Power Station. Unit 3 
Notice of appearance of OH Cunningham on behalf of NRC. 
Certificate of Svc encl. 

CUNNINGHAM. 0. H, Hearings Division, 79/02/05. 2pp. 


7902230106 DOCKET 50-249 Dresden Nuclear Power Station. Unit 3 
Forwards 1978 Annual Rept for util. 

DRESEMANN. R, W, Commonwealth Edison Co. 79/02/15. Ip. 


7902230194 DOCKET 50-249 Dresden Nucloar Power Station. Unit 3 
1978 Annual Rept. Reviews 1978. five gear summarg of 
operations {< mgt. J. finanical statement, 

» Commonwealth Edison Co. 7S/12/3I. 24pp, 


79022703B2 DOCKET 50-247 Indian Point Station. Unit 2 

LER 79— 004/03L-0 on 790126: dur ing normal operation, process 
radiation mo-iiitors R — 11 & R-12 become inoperable due to 
soiled sample pump. Caused bg soiiure of Conde drg air pump. 
Model 6SFCW. for process radiation menitars fl-ll (< R-12. 
MAKEPEACE. J. f1, Consolidated Edison Co. of New York. 79/02/16. 


7902220119 DOCKET 50-249 Dresden Nuclear Power Station. Unit 3 
Informs that TRAOOC Pamphlet 350-30, "Intorservlco Procedures 
for Instructional Sgs Development" referenced In NUnEO-0219 
Is available In microfiche form from NRC, 

SESAM.W.J, Division of Document Control, 79/01/09, 2pp, 


7902060331 DOCKET 50-249 Dresden Nuclear Power Station. Unit 3 
Informs NRC of contract w/Marsh !, McLennan to perform fire 
protection sves noted in "Fire Protection Organiiatlon of 
Nuclear Plant Fire Protection Functional Responsibilities." 
forwarded In NRC 780812 itr. 

NAUeilTON. U. F Commonwealth Edison Co. 79/01/31. 2pp. 


7902200043 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Forwards interim securitg plan for facilities describing 
compensatorg measures to bo implemented on 790223 Enel 
withheld (ref lOCFHa. 7901, 

REEDiC. Commonwealth Edison Co. 77/02/02. Ip. 


7902280265 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Forwards Revision 4 to modified amended securitg plan for 
Dresden t, Quad Cities fc Revision 3 to modified amended 
i*™'*''**'^ plan for Zion, Encl withheld (ref lOCFRP. 7901. 

LEE. 0 Commonwealth Edison Co. 79/02/20, ip. 


7901220372 DOCKET 50-249 Dresden Nuclear Power Station. Unit 3 
Forwards ASLD 790109 "BoppI Order Ruling on Petitions to 
intervene" in (3concc-McGuire spent fuel shipment case. 

Supports NRC opposition to intervention bg NROC t, Citlxens 
available In Central Files. 

GODDARD. R.J. Office of the Executive Legal Director. 79/01/12. 


03CKET SO-249 Dresden Nuclear Power Station, Unit 3 
Citliens for a Better Environ 

701228 contentions. Contention 9 meets requirements. Notice of 
appearance t> Certificate of Svc end. 

?9pp'^^^^*^ ^ Legal Director. 79/01/12. 


7902210238 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Forwards Endorsement 2 to Dlnders EB-1. XD-t, ED-2i XB-3, EB-3, 
XB-3, EB-29, Xn-29, ED-30. XD-30, EB-42. XD-42, ED-43. XD-43, 
evidencing oocendary financial protection. 

OSTER.J, Commonwealth Edison Co. 79/02/14, 13pp. 


7902260333 DOCKET 50-249 Dresden Nucloar Power Station, Unit 3 
Forwards Info on BHR venting practices. ' 

DANCE, H, C. Region 3. Chicago, Office of the Director. 75/05/09. 
3pp. 


7902140210 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Forwards binders & sets of divider tabs for use w/NED0-21B8a 
"Mark 1 Containment Program Load Definition Rept." 

SOBON,L.J. General Electric Co., Nuclear Energy Products Div 
79/Ol/Oa, Spp, 


7902280365 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
As followup to NRC 761115 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
general contents of manual. 

GRIMES, D.K. Assistant Director for Engineers t< Projects. 
79/01/10. Spp. 


7902020250 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Forwardo corrected «< reproduced copies of 790112 Itr which 
provided addl info for spent fuel pool mod. 

JANECEK,R.F. Commonwealth Edison Co. 79/01/24, 11pp. 


7902210115 DOCKET 30-249 Dresden Nuclear Power Station, Unit 3 
Aek receipt of 701210 Itr informing NRC of steps taken to 
correct violations noted during Insp on 701010-13 & 16-19, 

HIND, J. A. Region 3, Chicago, Safeguards Dranch. 79/01/26. Ip. 


7902220257 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Responds to 790111 request for review of paper "Vent 
Clearing During Simulated LOCA in a Mark I BUR 
Pressure-Suppression Sgs." Recommends paper be accepted for 
pub 1 icatlon. 

GRIMES, C. Plant Sgstems Dranch. 79/01/31. 2pp. 


7902090330 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Informs o.f revised schedule for diesel generator mod, duo to 
equipment del i verg problems. New completion date is 790731. 
JANECEK, R. F. Commonwealth Edison Co. 79/02/02. 2pp. 
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7<?0aOB019S DOCKET 90-249 Dpo.den Nuclear Power Station, Unit 3 
Subnlti Dei; 1978 program activity review, compri sed of info 
from eelected lections of monthly rep t, w/sec t ion on contract 
tc billing status removed. Li its meetings held t< provides 
task-bytask activity summary. 

BODOKIiL. vl. Oeneral Electric Co. , Nuclear Energy Products Dlv. 
79/02/09. 10pp. 


7902220033 DOCKET 90-249 Dresden Nuclear Power Station, Unit 3 
Responds to 790103 request for addl info & forwards Info re 
projected number of spent fuel assemblies to be shipped from 
Dresden to Quad-Cl ties, possib 1 e truck routes t( population 
along routes. Info on rail routing will be sent. 

JANECEK, n. P. Commonwealth Edison Co. 79/02/13. 4pp. 


79022&0431 DOCKET 90-249 Dresden Nuclear Power Station, Unit 3 
Raquests change in Licenses DPR-2, DPR-19 & OPn-29. Forwards 
proposed changes, Of felte Dose Calculation Manual required by 
NRC 781119 Itr l( discussion of principal differences from 
NRC guidelines for manual development. 

REEDi C. Commonwealth Edison Co. 79/02/16. 40pp. 


7902260442 DOCKET 90-249 Dresden Nuclear Power Station, Unit 3 
Offsite Dose Calculation Manual for Dresden Station. 

• Conunonwaatth Edison Co. 79/02/2S. 160pp. 


7902260010 DOCKET 90-249 Dresden Nuclear Power Station, Unit 3 
Forwards IE Insp Repts 90-010/78-32,90-237/78-30 t< 

90-249/70-30 an 701031-1103 & 1129. 

DAVIS, A. 0, Region 3, Chicago, Fuel Facility ti Materials Safety 

Branch. 79/01/10. 2 pp. 


7902260012 DOCKET 90-249 Dresden Nuclear Power Station* Unit 3 
IB inep Repts 30-010/78-32,90-237/78-30 «< 90-249/70-30 on 
7B1031-1103 ti 1129. No items of noncomp 1 ianee noted. Major 
areas lnsp:mgt controls, environ protection programs t. 

Internal audits. 

OESTMAN, M. J. , JANUSKA, A. 0. , GRANT, N. B. -Region 3. Chicago, Fuel 
Facility t< Matartals Safety Branch. 79/01/00. 9pp. 


7902260090 DOCKET 90-249 Dresden Nuclear Power Station, Unit 3 
Fopuarde IE Insp Repts 90-010/70-33,90-237/73-31 !, 

90-249/70-31 on 781101-1201 & notice of violation. 

FlORELLIiO, Region 3, Chicago, Reactor Oporations Nuclear Support 
Branch. 79/01/13. 3pp. 


7902260094 DOCKET 90-249 Dresden Nuclear Power Station, Unit 3 
Notice of violation from insp on 701101-701201. 

a Region 3, Chicago, Reactor Oparationa Nuclear Support Branch. 
79/01/09, Ip. 


7902260066 DOCKET 90-249 Oreeden Nuclear Power Station. Unit 3 
IE Insp Repts 90-010/70-33,30-237/70-31 fc 90-249/70-31 an 
7S1 101-1201. Noncompl lance noted: fal lure to follow temporary 
precedure ehenge It failure to perform a surveillance. 

KNDP.R. 0., BARKER, J.L., BMITH, J. Region 3, Chicago. Office of 
the Director. 79/01/09. igpp. 


7902230131 DOCKET 90-249 Dresden Nuclear Power Station, Unit 3 
Ach reetipt of 790117 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-10/70-31, 

90-237/70*29 (< 90-249/70-29, 

DAVt8,A. B. Region 3, Chicago, Fuel Facility ti Materials Safety 

Branch, 79/01/31, ip, 


7908230134 DOCKET 90-249 Dresden Nuclear Power Station, Unit 3 
Reeponds to NRC 790103 Itr re violation noted in IE Insp 
Repts 90-10/78-31,90-337/78-29 h 90-249/70-29 on 7B1119-17, 
21-32, Corrective actlonsinew procedures reviewed 8, 
raamphas tied, 

REED, C. Commonwealth Edison Co, 79/01/17. 3pp. 


7902120094 DOCKET 90-249 Drasden Nuclear Power Station. Unit 3 
Forwards IE Info Notice 79-pic "Dergan-Patersen Hydraulic 
Shock h Sway Arrestors (HSSA))' 

HEPPLERiJ. 0 Regions, Chicago, Office of the, 'Director. 79/02/02. 

Ip. 


7902210220 DOCKET 90-849 Dresden Nuclear Power Station, Unit 3 
Fprwards IE Dullatin 79-01, "Environ Qualification of Class 
IE Equipment. " U/llst of 11 systematic evaluation .program 
ptatits for which no action is raqulrad. 

. KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/02/09, 


7902270292 DOCKET 90-249 Dresden Nuclear Power Station, Unit 3 
Forward S''1E Info Notice 79-:0i, "Limltorque Valvs Geared 
Limit Switch Lubricant."- 

KEPPLER, vl. 0. Region 3, Chicago, Dffica of the Director. 79/02/09. 
Ip. 


7902210262 DOCKET 90-249 Dresden Nuclear Power Station, Unit 3 
LER 79-0Ot/03L“0 on 790120: during monthly surve 1 1 1 anc e, mean 
sea level high flow isolation switch OPIS 3-261/20 tripped 
above Tech Spec ma>. Cause attributed to instrument drift 
LINDBERO, C. Commonwea 1th Edison Co. 79/02/05 Ip. 


7902140474 DOCKET 50-249 Dresden Nuclear Power Station, Unit 3 
Transcript of 790201 prehearing conference held In 
Ch Icag 0 , IL, re petitions to intervene. Pp 1-90. 

HILKOLLINiO. Atomic Safety and Licensing Board Panel. STODER>Q.J. 
Uashlngton, Unlv. of. JOHNSON, E.B. Oak Ridge National Laboratory 
79/02/01. 90pp. 


7902220119 DOCKET 90-250 Turkey Point Plant, Unit 3 

Informs that TRADOC Pamphlet 350— 30, "Interservice Procedures 
for Instructional Sys Development" referenced in flUREO-0219 
Is available In microfiche form from NRC. 

DEBAH, W. J. Division of Document Control 79/01/09. 2pp. 


7902260279 DOCKET 50-250 Turkey Point Plant, Unit 3 

Forwards copies of changes to Revlston 0 to 7B1034 security 
plan.Encls withheld (ref 10CFR2. 790). 

UKRIO. R. E. Florida Power i, Light Co. 79/02/20. Ip. 


7902220223 DOCKET 50-250 Turkey Point Plant, Unit 3 

Eipresses concern re plant's effect on water at Biscayne 
Bay. 

DERO, C. L. Affll lation Unknown, 79/01/19. 2pp. 


7902060252 DOCKET 90-250 Turkey Point Plant, Unit 3 

Forwards Endorsement 2 to Policies XQ-25i XB-26 & XB-S9. 
FIELDER, J. Marsh t> McLennan, Inc. 79/02/02. 5pp. 


790212018B DOCKET 90-290 Turkey Point Plant, Unit 3 
Forwards Endorsement 46 to Policy NF-1B9, 

FIELDER, J. Marsh S< McLennan. Inc, 79/02/06. 8pp. 


7902230176 DOCKET 50-290 Turkey Point Plant, Unit 3 

Forwards Endorsement 39 to MAELU Policy NF-55, endorsement 
amends Condition 4 to reflect new pool capacity. 

DUCK, J. R. Marsh U McLennan, Inc. 79/02/16. 2pp. 


7902260233 DOCKET 50-850 Turkey Point Plant, Unit 3 
Forwards summary of PNR purging it venting eiperiences. 

6EYFRIT, K. V. Region 4. Dallas, Office of the Director. 74/09/03 
4pp. 


7902260389 DOCKET 50-250 Turkey Point Plant. Unit 3 

As followup to NRC 761119 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
general contents of manual. 

ORIMEB.Q. K. Assistant Director for Engineers t, Projects. 
79/01/18, 9pp. 


7902080244 DOCKET 50-250 Turkey Point Plant. Unit 3 

Supports proposed eitenslon of Pric e-Anderson provisions re 
indemnification of spent nuclear fuel, regardless of where 
fuel is stored. 

UHRIO,R. E, Florida Fewer Ic Light Co. 79/01/29. Ip. 


7902060162 DOCKET 50-290 Turkey Point Plant, Unit 3 

Submits required documents for amend of App A of Licenses 
DPR-31 t, DPR-Al.re delation of Tech Spec 1.16. 1, which 
concerns fuel residence time limit. Also forwards safety 
evaluation re proposed changes. 

UMRIO.R, E. Florida Power L Light Co. 79/01/31. 4pp. 


7908060200 DOCKET 50-290 Turkey Point Plant. Unit 3 

Advises of inability to meet schedule in NRC 781115 Itr re 
10CFR90 requirements L sets 790419 as alternative response 
date. 

UHRIO.R, E. Florida Power tc Light Co. 79/02/01. tp. 


7902090397 DOCKET 90-250 Turkey Point Plant, Unit 3 

Buppl to 790105 Itr. Intends to justify unlimited purging of 
containment during opera 1 1 on. Evaluation to be completed 
790B01 . Number Si duration of purges will be minimi led. No 
interim limit on purging established. 

UHRIO>R.E. Florida Power L Light Co. 79/02/01. Ip. 


7902800063 DOCKET 90-290 Turkey Point Plant, Unit 3 

Forwards Class I L Class III license amend fee In response 
to 790131 request. 

UHRIO.R. E. Florida Power t< Light Co, 79/02/06. 2pp. 


7902800029 DOCKET 50-850 Turkey Point Plant. Unit 3 

Responds to 790123 Itr L forwerde 42, 800 payment for 780905 
1, OB amend requests. 

UHRIO.R, E. Florida Power L Light Co. 79/08/07. 2pp, 


7902210290 DOCKET 90-249 Dreed an Nuclear Power Station, Unit 3 
Forieards LER 79-00 1/03L-0, 

STEPHENSON, B. B. Commonwealth Edison Co. 79/02/09. Ip. 



DOCKETED ITEMS 


7702140306 DOCKET SO-250 Turkey Point Plantp Unit 3 

Ack receipt of 790110 Itr informiny WRC of »tep& taken to 
correct vioJatlon not#!! In IE Inap riopta 30-280/78-30 «< 

80-281/70-30 

LEWIS^R.C. Replan 2. AtlantPi. Reactor Operations Nuclear Support 

Dranth. 79/01/23 Ip 


7902140313 DOCKET 50-250 Turkey Point Plant, Unit 3 

Rsspands to NRC Itr r« violation noted in IE Insp Repts 
30-250/78-30 & 30-25! /7a-30, Corre: t ive act ions : i asuance of 
special instruction re torlc acid ays 1 Ineups, ravl sing 
Operating Procedure 2di01, 1. 

UHRIOjII. E. Florida Pouer l< Light Co. 79/01/10, 2pp. 


790222023S DOCKE'f 30-230 Turkey Point Plant, Unit 3 

Ack receipt of IE Insp Rept 50-250/73-32 i, 50-251/78-32. 
Ho proprietary info 

OHRIO, n.E. Florida Posier I. Light Co. 79/02/01. Ip, 


7902200106 DOCKET 30-250 Turkey Point Plant, Unit 3 

Forwards IE Info Notice 79-01> "Bergen-Paterson Hydraulic 
Shock li Suay Arrestors (HS3A). " 

D 'REILLY, U. P. Region 2, Atlanta, Office of the DirectoT. 
79/02/02. Spp. 


7902120223 DOCKET 30-250 Turkey Point Plant, Unit 3 

Forwards IE Bulletin 79-01, “Env 1 ron dual if Uat ion of Class 
IE Equipment. '' 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director, 
79/02/OS. Spp, 


7902210156 DOCKET 50-250 Turkey Point Plant, Unit 3 

Forwards IE Bulletin 79-01, “Environ Ouali f 1 eat Jon of Class 
IE Equipment." U/ilst of 11 systematic evaluation program 
plants for which no action is required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/02/08, 2pp. 


7902230013 DOCKET 50-250 Turkey Point Plant, Unit 3 

Ack receipt of 790UB Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/70-29 & 
50-251/78-29, 

SUTiCERLANDi J, T, Region 2, Atlanta, Fuel Facility I, Materials 
Safety Branch, 79/02/09, Ip, 


7902230017 DOCKET 90-250 Turkey Point Plant, Unit 3 

Responds to NRC 701222 Itr ra violations noted in IE Insp 
Repts 50-250/78-29 t, 30-251/78-29, Corrective actions: 
removal of lead from Unit 4 containment during shutdown 
per 1 od. 

UHRIO,R.E. Florida Pouer t< Light Co. 79/01/10. 2pp. 


7902230020 DOCKET 50-250 Turkey Point Plant, Unit 3 
Forwards IE Insp Repte 50-250/70-29 6 50-251/70-29 on 
781127-1201 U notice of vlolatioT). 

SUTHERLAND, J, T. Region 2, Atlanta, Fuel Facility t. Materials 

Safety Dranch. 70/12/22. 2pp. 


7902230021 DOCKET 80-250 Turkey Point Plant, Unit 3 
Notice of violation from Insp on 701127-1201. 

* Region 2, Atlanta, Office of the Diroctor. 70/12/22. Ip. 


7902230024 DOCKET 50-250 Turkey Point Plant, Unit 3 

IE Insp Repts 50-280/78-29 I, 50-251/78-29 on 701127-1201, 
Noncampliance not ed : unur i tten safety evaluatiBn. 

ZAVADOSKI, R. R. > 0ID8DN, A. F, Region 2, Atlanta, Fuel Facility ti 

Materials Safety Dranch. 78/12/22. 6pp. 


7902280109 DOCKET 50-250 Turkey Point Plant, Unit 3 

Forwards IE Info Notice 79-03, “Linvi torque Valve Geared 
Limit Switch Lubricant." 

O'REILLV, J. P. Region 2, Atlanta, Office of the Director. 
79/02/09. 2PP. 


7902030IQ3 DOCKET 50-250 Turkey Point Plant, Unit 3 
Forwards LER 7B-017/03U-0, 

BCimiOT, A, D. Florida Pouer t< Light Co, 79/01/17. Ip, 


7902050185 DOCKET 50-250 Turkey Point Plant, Unit 3 

LER 7a-0l7/03L-0 oh 7B1 DIB: found source of Intermittent 
radioactive gas leak Ismail thru-wall defect near top of 
chemical & vol control sys holdup tank A>. Defect probably 
due to fatigue stress. 

SCIIOPPHAN. 11. A. Florida Power ic Light Co. 79/01/17. 2pp. 


7902120135 DOCKET 50-280 Turkey Point Plant, Unit 3 
Forwards LEfi 70-OIB/O3L-O. 

SCHHIDT, A. D. Florida Power t Light Co. 79/01/30, Ip. 


7902120139 DOCKET S0-2S0 Turkey Point Plant, Unit 3 

LER 70-O1B/O3L-O an 781231: "A" au:(lllaTy fee.dwater pump had 
sailed shaft. Possibly due to overheating, caused by steam 
leakage on feedwater past sys valves. 

SCHOPPHAN.M A, Florida Power U Light Co. 79/01/30. 2PP, 


7902220119 DOCKET 50-251 Turkey Point Plant, Unit 4 

Informs that TRADOC Pamphlet 350-30, "In ter torvl ce Procedures 
for Instructional Bys Development''' referenced in NUREO-^219 
is available in microfiche form from NRC. 

DESAH,H. J. Division of Document Control. 79/01/09, 2pp. 


7902260278 DOCKET 50-251 Turkey Point Plant, Unit 4 

Forwards copies of changes to Revision 0 to 761084 security 
plan. Ends withheld (ref lOCFRD. 790). 

UHRIOiR.E. Florida Power «< Light Co. 79/02/20. ip. 


7902220223 DOCKET 50-251 Turkey Point Plant, Unit 4 

Eepresses concern re plant's effect on water at Blscayne 
Bay. 

BERO, C. L. Affiliation Unknown. 79/01/19. 2pp. 

7902060252 DOCKET 50-251 Turkey Point Plant. Unit 4 

Forwards Endorsement 2 to Policies XS-29, XJl-26 t< XB-59. 
FIELDER, J. Marsh fc McLennan, Inc. 79/02/02. 3pp. 


7902120180 DOCKET 50-251 Turkey Point Plant. Unit 4 
Forwards Endorsemsnt 46 to Policy NF-1D9. 

FIELDER, d. Marsh «< McLennan, Inc. 79/02/06, 2pp. 


7902230176 DOCKET 50-231 Turkey Point Plant. Unit 4 

Forwards Endorsement 39 to MAELU Policy MF—33i endorsement 
amends Condition 4 to reflect 'new pool capacity. 

DUCK. J. R. Harsh & McLennan, Inc. 79/02/16. 2pp. 


7902880305 DOCKET 50-251 Turkey Point Plant, Unit 4 

As followup to NRC 761115 request for submittal of Dffeite 
Dose Calculation Manual for approve 1 , forworde guldallnai for 
general contents of manual. 

GRIMES, a. K. Assistant Director for Engineers & Projects, 
79/01/10. 5pp. 


7902080244 DOCKET 50-251 Turkey Point Plant, Unit 4 

Supports proposed eitenston of Pric e-Anderson provision! re 
Indemnification of spent nuclear fue I, regar it less oP where 
fuel is stored. 

UHRIO.R E. Florida Power t, Light Co. 79/01/29. Ip. 


7902060182 DOCKET 50-251 Turkey P.oint Plant, Unit 4 

Submits required documente for amend of App A of Licenses 
DPR-31 h DPR-41,ro deletion of Tech Spec 1.16.1, which 
concerns fuel residence time limit, Also forwards safaty 
evaluation re proposed chang es. 

OHRIO.A.E. Florida Power & Light Co. 79/01/31. 4pp. 


7902060283 DOCKET 50-231 Turkey Point Plant, Unit 4 

Advises of inability to meet schedule in NRC 7B1115 Itr ri 
lOCFRSO requirements 4, sets 790415 as alternative response 
date. 

UHRIO.RE. Florida Power & Light Co. 79/02/01. ip. 

7902090367 DOCKET 50-251 Turkey Point Plant, Unit 4 

Suppl to 790105 Itr. Intends to justify unlimited purging of 
containment during opera 1 1 on. Evaluat 1 on to be completed 
790Q01. Number l< duration of purges will be mlnlmlied.No 
Interim limit on purging established. 

UHRIO, R.E. Floi^lda Power ti Light Co. 79/02/01. Ip. 


7902200063 DOCKET ,50-251 Turkey Point Plant, Unit 4 

Forwards Class I U Class III license amend fee in response 
to 790131 request. 

UHRIO, R.E. Florida Power S, Light Co, 79/02/06. Spp. 


7902200029 DOCKET 30-2*1 Turkey Point Plant, Unit 4 

Responds to 790123 Itr 6 forwards *2,600 payment for 700905 
4, 08 amend requests. 

UHRIOiR.E. Florida Powar 4, Light Co. 79/02/07. 2pp. 


7902260430 DOCKET 150-251 Turkey Paint Plant, Unit 4 
Forwards request to amend DPR-4J . Prop osad amend would 
postpone steam generator insp for 10 days, 

UHRIOiR.E. Florida Power 4i Light Co. 79/02/16. ‘3pp. 


7902280365 DOCKET 50-251 Turkey Point Plant. Unit 4 

Forwards *4000 check re license amend request dtd 790S16. 
UHRIOiR.E. Florida Power * Light Co, 79/02/20, Spp. 


7902140306 DOCKET 50-231 Turkey Point Plant, Unit 4 

Ack receipt of 790110 Itr Inforning NRC of steps taken to 
correct violation noted In IE Inep Repts S0-850/7B-30 4< 

50-251/70-30. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operatlona Nuclear SupfOPt 

Branch, 79/01/23. Ip. 


7902 1 403 1 5 DOCKET S0-2S1 Turkey Point Plant, Unit 4 

Rasponds to NRC Itr re violation noted In IE Insp Repts 
SO-250/70-30 4c 50-251/70-30. Currec t Ive a< tlons; 1 ssuanee of 
special Instructio'n re horlc acid sys I ineup s, revl s Inp 
Operating Procedure 2601. 1. 

UHRIO.R.E. Florida Powar 4, Light Co. 79/01/10. 2pp. 



DOCKETED ITEMS 


7^0aaa(>28S docket so-asi Turkeg Point Plant. Unit 4 

Aek r«c«lpt of IE Insp Popt 50-230/78-32 ti 50-251/78-32. 
No proprlotarg info, 

UHniO, R. E. Florida Poiuor «< Light Co. 79/02/01. Ip. 


7902280106 DOCKET 50-231 Turkog Point Plant, Unit 4 

Foruards IE Info Notice 79-01, "Dargsn-Paterson Hydraulic 
Shock (< Stuag Arractors (HSSA)." 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/02/02, Spp. 


7902120223 DOCKET 50-231 Turkeg Point Plant, Unit 4 

Foruarde IE Bulletin 79-01, “Environ Qualification of Class 
IE Equipment. “ 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/02/03. 2pp. 


7902810136 DOCKET 80-251 Turkey Point Plant, Unit 4 

Forwards IE Dulletln 79-01, "Environ Qualification of Class 
IE Equipment." U/llst of 11 sgstematlc evaluation program 
plants for which no action Is required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/02/00. 2pp. 


7902230013 DOCKET 30-251 Turkeg Point Plant, Unit 4 

Ack Tecalpt of 79011B Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-290/76-29 (, 
SO-231/70-29. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facilitg (c Materials 

8*Petg Branch. 79/02/09. Ip. 


7908230017 DOCKET 30-231 Turkeg Point Plant, Unit 4 

Responds to NRC 781222 Itr re violations noted In IE Insp 
Repte 50-250/70-29 & 50-231/70-89. Correct ive actions: 
removal of lead from Unit 4 containment during shutdown 
parted. 

UlRIO, R. E. Florida Power t, Liflht Co. 79/01/18, 2pp. 


7902230080 DOCKET 30-851 Turkey Point Plant. Unit 4 
Feruarde IE Inep Repts 30-230/70-29 (< 50-231/78-29 on 
701127-1801 L notice of violation. 

SUTHERLAND, U. T. Region 2, Atlanta, Fuel Facilitg Sc Materials 

Safatg Branch. 78/12/28. 8pp. 


7902230081 DOCKET 50-251 Turkeg Point Plant, Unit 4 
Notlca of .violation from insp on 781127-1201. 

■* Region 2, Atlanta, Offict of the Director. 78/12/22. ip. 


7902230084 DOCKET 80-251 Turkeg Point Plant, Unit 4 

IE Imp Repte 80-280/7B-29 Sc 30-251/78-29 on 701187-1201, 
Noncompllanee noted; unwritten .safety evaluation. 

ZAVADOQKI, R. U. , OIB80N, A. F. Region 2, Atlanta, Fuel Facility S< 

Haterlali Safety Branch. 78/12/22. 6pp. 


7902280108 DOCKET 80-251 Turkey Point Plant, Unit 4 

Forwarde IE Info Notice 79-03, “Llmltorque Valve Geared 
Limit Switch Lubricant. “ 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director, 
79/02/09. 8PP. 


7902200021 DOCKET 50-851 Turkey Point Plant, Unit 4 
Forwarde LER 78-016/03L-0. 

aCHMlDTiA. D. Florida Power Sc Light Co. 79/01/18, Ip. 


7902200023 DOCKET 50-251 Turkey Point Plant, Unit 4 

LER 78-016/03L-0 on 7B1219; procees radiation monitore R-lI Sc 
R-12 were out of ivc for about 18-h. Air eampling blower 
which monltori R-11 Sc R-18 failed due to normal wear. 
SCHOPPMAN, M. A. Florida Power U Light Co, 79/01/10. Ip, 


7902220119 DOCKET 80-254 Quad-Cities Btation, Unit 1 

Informs that TRADOC Pamphlet 350-30, "Interservlce Procedures 
for Instructional 8yo Development" referenced in NUREO-0219 
Is available In microfiche form Prom NRC. 

GESAH, H. U. 'Division of Document Control. 79/01/09. 2pp. 


7902060331 DOCKET 90-854 Quad-Cities Station, Unit 1 

Informs NRC of contract w/Marsh S, McLennan to perform fir# 
protection eves noted in "Fire 'Protection Organiiatlon of 
Nuclear Plant Fire Protection Functional Responsibilities,' 
forwarded in NRC 780812 Itr. 

NAUOHTON.W. F. Commonwealth Edison Co. 79/01/31, 8pp.'' 


7902200043 DOCKET 80-254 Quad-Cities Station, Unit I 

Foruards Interim security plan for facilities describing 
compensatory measures to be Implemented on 790223. Enel 
withheld Iref 10CFR8. 7901. 

REED,C. Commonwealth Edison Co, 79/02/08. Ip. 


7902280263 DOCKET 80-254 Quad-Cities Station, Unit 1 

Forwards Revision 4 to modified amended lecuritg plan for 
Dresden h Quad-Cities tc Revision 3 to modified amended 
security plan for Zion. Enel withheld (ref 10CFR2. 790). 
LEE, B. Commonwealth Ed 1 eon Co. 79/02/20. Ip. 


7901220372 DPCKET 50-254 Quad-Cities Station, Unit 1 

Forwards ASLO 790109 "Suppl Order Ruling on Petitions to 
Intervene" In Oconee-McQuir e spent fuel shipment ease. 

Supports NRC opposition to intervention bg NRDC ?< Citiiens 
for Better Environment. EncJ available in Central Files, 

OODOARDjR.U. Office of the Eiecutlve Legal Director. 79/01/12. Ip 


7902060104 DOCKET 50-254 Quad-Cities Station, Unit 1 
NRC response to NRDC's U Citizens for a Better Environ 
781226 contentions. Contention 9 meets requ irements. Notice of 
appearance L Certificate of Sve end. 

OQLDSERO, S, C. Office of the Ezeeutive Legal Director, 79/01/12. 
19pp. 


7902060120 DOCKET 30-254 Quad-Cities Station, Unit 1 

NRC brief in opposition to admission of certain proposed 
contentions of State of IL re spent fuel storage Opposes 
admission of proposed Contentions 10 isubparts 8,9, !■ 10), 
11,128,13A «< 17, W/Cert 1 flcate of Svc. 

ODDDARD.R J. Office of the Executive Legal Director. 79/01/12. 
7pp. 


7902210196 DOCKET 50-254 Quad-Cities Station, Unit t 

Forwards 8AND-1927. "Transport of Radionuclides In Urban 
Environs: Work Ing Draft Assessment." Also forwards 
BECY-70-311 L 31 lA, 1 nd 1 ca t Ing NRC view of rept Impact on 
current regulatory policy. M/o encl. 

CODDARDifi.J. Atomic Safety and Licensing Doard Panel, 79/01/lB. 
2pp. 


7902210091 DOCKET 50-254 Quad-Cities Station. Unit 1 

Stipulation of contentions by NRC, State of IL 4, util to 
limit Issues among par 1 1 es. Reserve rights re non-stlpulated 
contentions. Related corr espondenc e, revised contentions 8< 
Certificate of Svc end. 

OODDARD, R.J. Office of the Executive Legal Director, SEKULES. 3, N. 
Illinois, State of. ROUEiJ.M, Commonwealth Edison Co. 79/01/26. 
9pp. 


7902220177 DOCKET 30-254 Quad-Cities Station, Unit I 

Memorandum re State of IL content i ons, Withdraws Contentions 
10-12,14,13 ti 17 6 submits revised Contentions 3,10,6 11. 
Related correspondence, s tlpulatlon of content i ons, state law 
6 Certificate of Svc end. 

SCOTT.H. J. I SEKULERiS. N. Illinois, State of. 79/01/26, 2Spp. 


7902220182 DOCKET 50-254 Quad-Cities Station, Unit I 
Notice of appearance of OH Cunningham on behalf of NRC. 
Certificate of Sve encl. 

CUNNINGHAM, Q. H. Hearings Division. 79/0'2/05, 2pp. 


7902230106 DOCKET 50-254 Quad-Cities Station, Unit 1 
Forward* 1970 Annual Rept for util. 

DREBEMANN, R. H, Commonwealth Edison Co, 79/02/15 Ip. 


7902230194 DOCKET 30-254 Quad-Cities Statiun, Unit I 
1970 Annual Rep t. Revi estua 1978, five year summary of 
operations 6 mgt.i & finanical statement. 

• Commonwealth Edison Co. 7B/ 12/31 24pp. 


7902210233 DOCKET 50-254 Quad-Cities Station, Unit I 

Forwards Endorsement 2 to Dlndors ED-l, XD-i, ED-2< XD-2i ED-3, 
XD-3, ED-29. XD-89, ED-30, XB-30, £0-42, 3(B-43. ED-43, Xn-43, 
evidencing secondary financial protection. 

08TER, J. Commonwealth Edison Co. 79/02/14. 15pp. 


7902210840 DOCKET 50-254 Quad-Clliee Station, Unit 1 

Forwards Amend IIS to Indemnity Agreement NF-43, Amend 97 to 
MKF-28, Amend 56 tc NF-187. Amend 47 to MF-S4,AmBnd 45 to 
NF-201, Amend 39 to MF-64i b Amend B to NF-253 for calendar 
year 1979. 

OBTER.J, CommonueaUh Edison Co. 79/02/14. 0pp. 


7908260335 DOCKET 50-254 Quad-Cities Station, Unit 1 
Forwards info on BWR venting practices, 

DANCE, H.C. Region 3, Chicago, Office of the Director. 75/05/09. 
Spp. 


7902140210 DOCKET 50-234 Quad-Cities Station, Unit 1 

Forwerde binders b sets of divider tabs for use U/NEDO-2I8B0 
"Mark 1 Containment Program Load Definition Rept." 

SODQNiL. 0. General Electric Co. , Nuclear Energy Products Div. 
79/01/00. 0pp. 


79O22BO308 DOCKET 50-254 Ouad-Cltlos Station. Unit 1 

As followup to NRC 781115 request for submittal of Offsite 
Dose Calculation Manual for ap proval, forwards gutdollnes for 
general contents qf manual. 

GRIMES, B.K. Assistant Director for Engineers b Projects. 
79/01/18, Spp. 
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«ua.,-Cltie, St.ti3n, Unit 1 
79DU4 to BBrnii chan-ge to facility Tec^ Specs issued 

bevond 34-h per Ld deiiierted condition 
nltrogerto relne^t attaining core 

QEViAN'> fi. Operating Reactors Branch 3, 7’i/0i/35. Spp. 

^™otlf?fftiDf''oa <*‘'ad-Citlos Station, Unit 1 

discuss fire pronculn're!!"®. *" -^“PP“cant to 

SEVAN, H. Operating Reactors Branch 3. 79/01/29, Ip, 

790atS0119 DOCKET SO-a54 Quad-Cities Station, Unit 1 

telephone or 79 n?.i“ DP H-29, i ssued oralJv by 

IPP0LI70, T A *nr*'*^*?'^ evaluation l< notice of issuance, 

•A- Operating Reactors Branch 3. 79/01/30. Spp, 

^’Amend'lp 50-234 Quad-Cities Station, Unit 1 

oerl^d a"?®' OPR-S? revises Tech Specs to a, tend 

canfejk inM<»ni> flstafcltsh in&rtBd atmosphare in 

concAinjTi&nt begond 24-»h. 

IPPOLITO. T. A. Operating Reactors Dranth 3. 79/01/30. 


uvjv/Im: I tu 1 1 biVlS 


Spp. 


DOCKET 50-354 Quad-Cities Station, Un i t I 

License DPR-S9. Cone ludes 
attainable by other means. Finds 
proposed amend acceptable. 

» Office of Nuclear Reactor Regulation. 79/01/30, 3pp. 

50-354 Quad-Cities Station, Unit i 
License DPR-39. 

IPPOLlTOi T. A. Operating Reactors Draneli 3. 79/01/30. Spp. 

7903330257 DOCKET 50-354 Quad-Cities Statiant Unit 1 
Responds to 7901 1 1 request for review of paper "Vent 
Clearing DurlnB Simulated LOCA in a Mark I BHfl 

pub Heat ion'''"'** ****'’ paper be accepted for 

ORINEB.C, Plant Systems Branch, 79/01/31. 3pp, 

79020B01 93 DOCKET 30-354 Ouad-C 1 ties Station. Unit I 

from h”® Program activity r ivleui. compri sed of Info 

t monthly rep t, u/section on contract 

*‘*^‘'« >'®"''»ved. Lists meetings held & provides 
tasl-by-task activity summary. 

79/03/05“'' lOp?*"'*’^ Electric Co. .Nuclear Energy Products Div. 

7902220033 DOCKET 50-254 Quad-Cities Station. Unit I 

790103 request for addl info t. forwards info re 
projected number of spent fuel assemblies to be shipped from 
Dresden to Qued-C 1 1 1 es. poss i ble truck routes h population 
routing will be sent, 

JANECEKaR.P, Commonwealth Edison Co. 79/02/13. 4pp, 

7902220065 DOCKET 30-354 Quad-Cities Station. Unit 1 

Forwards add! info re proposed amend to License DPR-29 to 
support Reload 4. Info involves correction to water level. 

Fsfs to reflect longer fuel length of Siaft retrofit fuel t. 
operation in coaitdown mode. 

REED. C, Commonwealth Edison Co. 79/02/14. 10pp. 

7902260375 DOCKET 50-354 Quad-Cities Station. Unit t 

Informs that response to NRC 781205 Itr is delayed due to 
questional info will be forwarded by 79041S, 

JANECEK. R. F. Commonwealth Edison Co. 79/02/14. tp, 

7902260^0 DOCKET 50-354 Quad-Cities Station. Unit I 

T^rk H cense DPR-29 I, DPR-ao, App A 

revises Tech Specs to conform to lOCFRSO. 

Offsita Dose Calculation Manual. 

ReEu.C. Commonwealth Edison Co. 79/03/16, 2pp. 

7902360p3 DOCKET 50-334 Quad-CltUs fltation, Unit 1 
Offsite Dose Calculation Manual, 

» Commonwealth Edison Co, 79/03/2B, isopp, 

7902030028 DOCKET 50-354 Quad -Cities Stetion. Unit i 
Ael receipt of 790116 Itr informing NRC of steps taken to 
SO-265/7B-3o"*^*’'’* ootBd in IE Insp Repts 50-2S4/7B-30 b 

B™ch!-*'79/01/3S.'’*’^;p".°‘ Nuclear Support 

7902000034 DOCKET 30-334 Quad-Cities Station. Unit 1 

Responds to NRC 781836 Itr re violations noted in IE Inso 
fijpts 50-254/78-30 & 50-365/70-30. Corree ttve action^ ^ 

“/’PBTtonnel stressing need for maintaining close 
control of lau pouar range monitor calihr. 

REED. C. Commonwealth Edison Co. 79/01/16. 3pp. 


7902120034 DOCKET 50-254 Quad-Cities Station. Unit 1 

Forwards IE Info Notice 79-01. ‘‘Bergen-Patorson Hydraulic 
Shock te Sway Arrestors (HSBA)*', • 

•'^PPLER. J. 0, Region 3, Chicago, Office of the Director. 79/02/02. 

7902210220 DOCKET 50-254 Quad-Cities Station, Unit 1 * 

Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IB Equipment, " H/llst of 11 systematic evaluation program 
plants for which no action is required. 

KEPPLER.J, 0. Region 3, Chicago, Office of the Director. 79/02/09, 


7902270252 DOCKET 50-254 Quad-Cities Station, Unit I 
Forwards IE Info Notice 79-03, "Umitorque Valve Geared 
Limit Switch Lubricant. 

KEPPLER.J, Q, Region 3. Chicago, Office of the Director 
*P- 


79/02/09, 


7902220116 DOCKET 50-254 Quad-Cltiee Station, Unit 1 
Monthly operating rept for Jan 1979. 

HANNUH, D. Commonwealth Edison Co. 79/03/12, 24pp. 

7902000104 DOCKET SO-254 Quad-Cltlos Station, Unit 1 
Forwards LER 7a-032/03L-0. 

KALI VI ANAKl 8, N. Commonweal th Edison Co. 79/01/18, 


‘p. 


7902000190 DOCKET 50-284 Quad-Cities Station, Unit 1 

'^^*318; calibr 6 functional test for 
Pi'ffsu''* instruments P81-I001-89 A thru D found not 
TlET? S w/^Tsch Specs, Caused by instrument drift. 

TiBTZfO. Comfflonwoalth Edison Co. 79/01/19. 2pp, 


79020B0215 DOCKET 80-254 Quad-Cities Station, Unit 1 
Forwards LER 78-033/03L-0. 

KALIV1ANAK18, N, Cemmonwaalth Edison Co, 79/01/17, 


Ip, 


7902080230 DOCKET 50-284 Quad-Cities Station, Unit 1 

701219; during automatic isolation of 
ventilation sys, inlet Isolation dampers 1-5741 A ti D failed 
?uc Tfa u5 nn air ep.rStor of damper vSlvSl^*" 

BCHNITTH^Jro »l9nal neadsd to close vaivt. 

8CHNITZMEVER, J, Commonwealth Edison Co. 79/01/17, 8pp. 


79031401S5 docket 50-254 Quad-Cities Station, Unit 1 
Forwards LER 79-001/03L-0. 

KALIVIANAKI9, N. Commonwealth Edison Co. 79/01/19, 


ip. 


‘“'•‘'-C i 1 1 i . Btallon. Unit 1 
790107: high itaam lino flow alarm li 
Autamabic itoiaiion of rvactor cora Italation enni^h/* 
occurrad. Cauaad by failura of micro auiltch 
RPPn'^M ^ iliffarential pretsura switch 

REEDfM. Comfflonuaalth Ediaon Co, 79/01/10, 2pp. 


7902260322 DOCKET 50-254 Quad-Cities Station, Unit I 
Forwards LER 79-004/01T-0. * ‘ 

KALIVIANAKIS. N. Commonwaalth Edison Co, 79/02/Oi, 


Ip. 


CLARK, 0, Commonwealth Edison Co, 79/02/01, 3pp. 


7903360443 DOCKET 50-254 Quad-Cities Station, Unit 1 
Forwards LER 79-002/03L-0. ‘ 

KALIVIANAKIS, N, Commonwealth Edison Co, 79/02/03. 


ip. 


docket 50-254 Quad-Clttes Station, Unit 1 

frterparietration'’th^’°*h®'2‘'’'‘''® *•**' that 

elirmSi charcoal abtorbars exceeded Tech 

fSuy latched '' clamping leveri not being 

SCHNITZMEYER, J, Commonwealth Edison Co. 79/02/05. 3pp,. 

7903140474 DOCKET 50-254 Qua d-Cl ties Station, Unit 1 

7902220119 DOCKET 50-338 Palisades Nuclear Plant 

Informe that TRADOC Pamphlet 330-30, "Interiarvlca Procedures 

is’*avsillbirin*micn*f?*h*^2'’'"*'’*" •'•^•''•Aced in NUREO-0219 
DMAU u «n microfiche form from NRC. 

DESAW, W.J, Division of Document Control, 79/01/09. 2pp 
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790SKMOS39 DOCKET S0-8S3 P«lisad»t Nueltar Plant 

Inform* of titl* changt from Security Operationi Supervlaor 
to Property Protection SupervUor effective Initned lately. 
Change will be reflected in reviled lecurity plan* expected 
to b* approved by end of Fob 1979. 

HOFFMANiD. P. Contumeri Power Co, 79/02/01. Ip. 


7902200233 DOCKET 80''239 Palliadei Nuclear Plant 
Forward! reviled locorlty plan, which Identlfiei 
unraeolved Itami «, baiii for util poiltlon*. A1 lo includei 
•tatui of Security II nod* t< compeniatory neaiurei Enel 
withheld Iref lOCFRS. 790). 

MOFFMAN, D. P. Coniuneri Power Co. 79/02/21. Ip. 

79020t0187 DOCKET 50-289 Palliadei Nuclear Plant 

Forward* Endoriement 99 to NELIA Policy NF-179 & Endoriament 
93 to HAELU Policy MF-90 for calendar year 1979, 

FOSTER, a. C. Coniuner* Power Co. 79/02/01. 3pp, 


7902090294 DOCKET 90-299 Palliadei Nuclear Plant 

Forward! Endorienent 2 to Binder ED-20 t> Endorsement 2 
to HAELU Hinder XD— 20, ref lectlng fee due for lacondary 
llnanelal protection binder for 1979. 

FOSTER. 8. C. Coniumeri Power Co. 79/02/02, 3 pp, 


7902260233 DOCKET 90-299 Palliadei Nuclear Plant 

Forward* lummary of PHR purging h venting iiperienee*. 

SEVFftlT.K, V, Region 4, Dallas, Office of the Director. 74/09/03. 
4pp. 


7902200076 DOCKET 
Forward* chec k 
HOFFMAN. D.P. C 


BO-299 Palisades Nuclear Plant 
for *12.300 to cover Claai IV f 
onsunera Power Co, 79/02/07. 


ee. 

Ip 


7902140068 DOCKET 90-299 Palisades Nuclear Plant 
Advise* that util U sotliflorf w/NRC revised draft 
evaluation of lystematle evalution program Topic IV-l-A 
"Operation H/Les* than All Loops in 5ve. " 

HOFFMAN, D. P, Coniumers Power Co. 79/02/0B. Ip. 


7902230196 DOCKET 80-259 Palisades Nuclear Plant 
"Reactor Internal* Noise Monitoring Tail*" for 
Oct 1978 (first 6 full niontha of Core 3). 

• Consumer! Power Co. 79/01/31, 47pp. 


period 


Apr- 


7902010019 DOCKET SO-299 Pal lead as Nuclear Plant 
Forward! IE Imp Rept 90-299/70-26 on 701127-1201. 

No noncomp 1 lane e noted. 

FIDRBLLl.O, Region 3, Chicago, Reactor Operations Nuclear 

Branch. 78/12/20, 2 pp. 


Sup port 


IE Imp Rept 90-299/70-28 on 781 127-1201. No none ompi lance 
noted. Major areas inipec ted: d es ign changes. outstanding Insp 
i & mod «. :> r 

OOROEN8EN,DL,, HUNTER, D.tt., HARNICK-R.F. Region 3. Chicago, 
Office of the Director. 70/12/26. 4pp, 


7902010277 DOCKET 90-299 Palisade* Nuclear Plant 

Forwards Amend 46 to DPR-20, in response to 701227 reeueit, & 
notice of Issuance. 

ZIEMANN, D. L. Operating Reactor* Branch 2. 79/01/19. 4pp, 


7902090079 DOCKET 90-299 Palisades Nuclear Plant 
Ack receipt of 781227 Itr Informing NRC of eteps taken to 
correct violations noted In IE Insp Rept 50-293/70-25. 

KEPPLBR.J. 0 . Region 3, Chicago, Office of the Director. 79 / 02 / 02 . 


7902010284 DOCKET 90-289 Palisade* Nuclear Plant 

Amend 46 to Provisional License DPR-80 changes Ssctlon 6 
Tech Spies to reflect rivlied plant organl jablonal 
structure, provid* flexibility b allow for more efficient 
plant operation. 

ZIEHANNtO. L. Operating Reactor* Branch 2. 79/01/19. 9pp, 


7902010288 DOCKET 80-299 Palisades Nuclear Plant 

Notice of issuance of Amend 46 to Provisional License 
DPR-20, 

ZlEMANNfD, L. Operating Reactors Branch 2. 79/01/19, 2pp, 


uuunti bo-mos Palisade* Nuclear Plant 
Forward* IE Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock ii Sway Arreitors <HB8A)", 

KEPPLER,J,0. Region 3, Chicago, Office of the Director.' 
Ip. 


79/02/02. 


7902210216 DOCKET 90-299 Palisades Nuclear Plant 

Forward* IE Dullstln 79-01, "Environ Qualification of Class 
IE Equipment." H/llst of 11 systematic svaluatlon program 
plants for which no action is required. 

KEPPLEH,J. 0. Region 3, Chicago, Office of the Director. 79/02/09. 


790a<}A0043 DOCKET 90-299 Palisades Nyclear Plant 

Forwards notice of proposed issuance of amend to License 
OFR-ao re iteeis generator replacement program 6 schedule. 
Consumers Power should send steam generator replacement 
froBram for review. 

ZIEMANN, D.L. Operating Reactor* Branch 2. 79/01/19. 2pp. 


7902270349 DOCKET 90-899 Palisade* Nuclear Plant 

Notice 79-03, "Liml torque Valve Oeared 
Llffl&t Switch Lubricants’’ 

KEPPLER,J, 0, Region 3. Chicago, Office of the Director. 79/02/09. 


7902060047 DOCKET 90-889 Pal lied l* Nuclear Plant 

Notice of proposed issuance of amsnd to License DPR-20 re 
*t*e« gtnerator replecemsnt program t< ichadula. 

ZIEMANN, D.L. Operating Reactor* Branch 8. 79/01/19. 6pp. 


7902180213 DOCKET 90-899 Pall sad es ' Nue 1 ear Plant 
Forwarda NRC revised draft evaluation of systematic 
•valuation program Topic IV-l-A. Requests otll to examine 
Facts 4, commint within 30 days. 

ZIEMANN, D. L. Operating Rtactor* Branch 8. 79/01/88. 4pp, 


upd«t» to vaW» totting program i 
to 760813 & 770104 Itrs requesting rsvis lon*"of Te 
Inservlee insp program. Rel lef requests included fo 
eas I s, R tques ts revliu prior to Ouna 1979 . 

HOFFMAN, D.P. Coniumers Power Co. 79/02/21, 9tpp 


response 
Specs t( 
special 


7902180284 DOCKET 80-238 Palisades Nuclear Plant 
operating rept for Jan 1979. 
ADAMS, W.E, Coneumtra Power Co. 79/02/07. Ip, 


7902260379 DOCKET 80-259 Pa 1 1 tad t* Nuclear Plant 
Aek receipt of 780706 eubmittat re PWR moderator dilution 
analusia. Requests eddl Info to verify eveluatlon of 

other boron dilution accident* not analytsd In 
F®AR I( description of edministretive controls. 

ZIEMANN, O.L. Operating Raactors Branch 2, 79/08/01. 8pp. 


7902060281 DOCKET 80-289 Palisade* Nuclear Plant 
flespondi to 701214 request for addl info r# acceptabli 
lavals oF vibration In danptri Including meaiuremant* on 
suction h dischsrg* piping, ic pereenlsge of dltcharga 
fresBurt pulsatloni removed by pulsation dampers. 
HOFFMAN, D.P, Consumer* Power Co. 79/02/08. 4pp. 


7902060290 DOCKET 80-299 Palisades Nuclear Plant 

Inform* NRC of inability to respond to 790109 Itr re nine 
systematic ivalution program topic* within allotted 30 days. 
Hill respond by 790320, 

HOFFMAN, D.P. Consumer* Power Co. 79/02/08. Ip. 


7902200012 DOCKET 90-299 Palisades Nuclear Plant 

Rusponds. to NRC 781204 Ic 790117 Itri ra fee for technical 
Changes ,r# under- 1< overvoltage protection for emergency 
pawer sys. Insists mod is not unreviewed safety question ti 
•jbniir lietnitii w#rt not rtqolrtd to p«v iiiftilir f#««. 
HUFFMAN, D. P. Consumers Power Co, 79/02/06. ip. 


7902190288 DUCKET 90-288 Palisades Nuclear Plant 
Monthly oparatlng rept for Jan 1979, 

BOOTKE, P.J, ConiufflierB Power Co. 79/02/07. 4pp. 


raiiseaas nuclear Plant 

Forward* "Reactor Internala Noise Monitoring Tests" coverlno 

HOFFMAN, D. P. Coniumtrs Power Co. 79/08/80. ip. 


7902280389 DOCKET 90-899 Palisad* 
Forward* rept of chengasitest k 
1970 which are reportable under 
to boronomster, pq lion rod* k el 
HOFFMAN, D. P. Coniumsr* Power C 


B Nuclear Plant 
eipsrlments performed 
lOCFRSO. 99(b,), Include 
ectr leal sys. 
o. 79/02/88. 7pp. 


I 


in 

mods 


nuclear riant 

Followup rept informing that fire pumps were disabled 80 
oljow Isolation of broken fir* line at cooling 
towers, H/cooUng water pump out of svesve water pumps wire 
removed from sve indl vl dual ly, 

LEWIS, J. 0,1 PETITJEAN, 0. H. . Consumers Power Co. 79/01/19. ip. 


7902800011 DOCKET 80-898 Pallsedfi Nuclear Plant 

Confirm* verbal ript of reportable oecurrenca on 790189: 
during prsparation* for local leak rate test of personnel 
tilii**'*'* PTsssuri gauge normally connected to 1/4 inch 
iBM.i"*. if** missing, creating leak path. 

L£MlSf%l. 0. ConfUfntrs Pow»r Co. 79/01/as. Ip* 
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79O2050173 DOCKET 50-2SS PslUadef Nutl»ar Plant 
Foruard* tESs 79-003^01T-0 l< 79-004/01T-0. 
HOFFMANiD. P. Consumers Power Co. 79/01/31. Ip, 


79080»0174> DOCKET SO-255 Palisades Nuclear Plant 

LER 79-003/01T-0 on 7901 1 7: f i 1 1 i np in fire protection piping 
far “A" cooling tower broke. Resulting leakage could not be 
iiolatedi fire pumps placed in manual. Dreak caused by 
freeilng weather conditions. 

* Consumers Power Co. 79/01/31, Ip. 


7902130167 DOCKET 50-299 Drowns Ferry Nuclear Power Station. Unit 1 
Forwards Endorsement 46 re changes in subscribing companies 
h their proportionate liability endorsement to NELlA Policy 

FIELDER. J. Marsh it McLennan. Inc. 79/02/06. 2PP. 


7902360306 DOCKET 90-359 Drowns Ferry Nuclear Power Station. Unit 1 
Forwards Endorsement 39 to MALEU Policy MF-66. 

DUCK. J. R. Marsh t< McLennan. Inc. 79/02/19. 3PP. 


7903080179 DOCKET 90-259 Palisades Nuclear Plant 

LER 79-004/01T-0 on 790117: svc water pump P-7B taken out-of- 
SBTvlCe w/o pnior test of diesel generator 1-2. Caused by 
combination of poor judgment (c lack of awareness of Tech 
Spec requirements by shift operating personnel. 

* Consumers Power Co, 79/01/31. Ip. 


7902060333 DOCKET 50-389 Palisades Nuclear Plant 
Forwards LERs 79-00 1/03L-0 t. 79-002/03L-0, 
HOFFMAN. D.P. Consumers Power Co. 79/02/01, Ip. 


7902060334 DOCKET 90-259 Palisades Nuclear Plant 

LER 79-00J/03L-0 on 790102: reac tor protection sys power 
range channels NIOS. 06 b 07 bypassed w/o first tripping 
NtOB. Caused by failure to use administrative controls. 

• Consumers Power Co. 79/03/01. 3pp. 


7902060339 DOCKET 90-255 Palisades Nuclear Plant 
LER 79-002/03L-0 on 790103: steam generator specific 
conductivity increased to 7.65 micro-mho per cm. Steam 
generator rate Increased b morphol ine/hydrai ine feed rate 
decreased. Caus ed by air in leakage to main condenser. 

♦ Consumers Power Co. 79/02/01, IP, 


7902060315 DOCKET 50-255 Palisades Nuclear Plant 
Forwards LER 79-009/03L-0. 

HOFFMAN.D, P. Consumers Power Co, 79/02/02. tp. 


7902260362 DOCKET 80-239 Drowns Ferry Nuclear Power Station. Unit 1. 
Summary of DWR venting procedures b practices, 

L0N8.F. J. Region 2. Atlanta. Office of the Director. 

2pp. 


78/04/17. 


7902140218 DOCKET 30-259 Drowns Ferry Nuclear Power Station. Unit I 
Forwards binders b sets of divider tabs fop use w/NEDD-21888 
"Mark I Containmant Program Load Definition Rept, " 

SODONi L. J. Oeneral Electric Co. .Nuclear Energy Products Div. 
79/Ol/OB, 8pp. 


7902030001 DOCKET 50-299 Browns Ferry Nuclear Power Station. Unit 1 
Notification of 790117 meeting w/TVA b OE to dlacoss 
electrical design of recirculation pump trip sys. 

CLARK. R. Operating Reactors Branch 3. 79/01/17. Ip. 

7902060015 DOCKET 50-299 Browns Ferry Nuclear Power Station. Unit 11 
Forwards Amend 47 to License DPR-33. safety evaluation b 
notice of Issuance. Informs that credit for recirculation 
pomp trip sys Is not included in operating limit min 
critical power ratios. 

IPPOLITD. T. A. Operating Reactors Branch 3. 79/01/17. 2pp. 


7902060016 DUCKET 80-239 Drowns Ferry Nuclear Power Station. Unit 1 
Amend 47 to License DPR-33 changing Tech Specs to permit 
plant operation in Cycle 3 following current refueling 
outage. 

IPPOLITO. T. A. Operating Reactore Branch 3. 79/01/17. 83pp. 


7902060318 DOCKET 80-258 Palisades Nuclear Plant 

LER 79-005/03L-0 on 790103: 1/4-lnch drain line In diesel 
genorater fuel sys broke. spraying 100-150 gal of fuel oil 
onto engine. Caused by vibration. 

* Consumers Power Co, 79/02/02. Ip. 


7902140190 DOCKET 80-258 Palisades Nuclear Plant 
Forwards LER 79-006/OIT-0. 

HOFFMAN. D. P. Consumers Power Co. 79/02/08. Ip. 


7902140194 DOCKET 80-238 Palisades Nuclear Plant 

LER 79-O06/OiT-O on 790125: during preparation for leak 
testing personnel air lock, found pressure gauge normally 
mounted on outer door of air lock was ml ssing. Caused by 
procedures not specifying gauge replacement after removal. 
* Consumers Power Co. 79/02/08. Ip. 


7902220004 DOCKET 80-253 Palisades Nuclear Plant 
Forward! LER 79-007 /O3L-0. 

HOFFMAN. D.P. Consumers Power Co. 79/02/13, Ip. 


7902220007 DOCKET 50-288 Palisades Nuclear Plant 

LER 79-007 /03L-0 on 7901 15: primary computer stopped. Caused 
by computer program fai lure. Computer reprogrammed to restore 
operability. 

* Consumars Power Co, 79/02/13. Ip. 


7902860407 DOCKET 50-258 Palisades Nuclear Plant 
Forwards LER 79-001/03X-1. 

HOFFMAN, O.P. Consumers Power Co. 79/02/20. Ip. 


7902060018 DOCKET 50-289 Browns Ferry Nuclear Power Station. Unit t 
Safety evaluation supporting Amend 47 to License DPR-33. 

Discusses nuclear characteristics, thermal-hydraulics, 
accident b overpressure analys.is b physics startup testing. , 
Recommends issuance of amend. 

e Office of Nuclear Reactor Regulation. 79/01/17, 10pp. 


7902060022 DOCKET 30-239 Drowns Ferry Nuclear Power Station. Unit 1 
Notice of Issuance of Amend 47 to License DPR-33. 

IPPOLITO, T. A. Operating Reactors Branch 3, 79/01/17. 8pp. 


7902280388 DOCKET 50-259 Browns Ferry Nuclear Power Station. Unit 1 
As followup to NRC 781115 request for submittal of Offiltt 
Dose Calculation Manual for approval. forwards guidelines for ^ 
general contents of manual. 

QRIMES. D.K, Assistant Director for Engineers b Projects. 
SANOER.H. 8. Tennessee Valley Authority. 79/01/18. Spp. 


7902020263 DOCKET 80-259 Drowns Ferry Nuclear Power Station. Unit 1 
Discusses controversy re use of REDY or ODYN transient 
codes. Util plans to use new ODYN codeiassumes they have NRC 
concurrence to do eo. Requests to be informed by 79020S if 
assumption is erroneous. 

OILLELAND, J. E. Tenntssee Valley Authority. 79/01/29. ip. 


7902220287 DOCKET 80-259 Browns Ferry Nuclear Power Station. Unit I 
Responds to 790111 request for review of paper "Vent 
Clearing During Simulated LOCA in a Mark t BUR 
Pressure-Suppression Sys. " Recommends paper be accepted for 
publication. 

□RIMES. C. Plant Systems Branch. 79/01/31. 2pp. 


7902260412 DOCKET 30-255 Palisades Nuclear Plant 
LER 79-001/03X-1 on 790102: admlnl stratlve controls 
inadequate during supposed bypass of range channels w/o 
trip. Caused by lack of reminder re status of b requirements 
for testing channels. Firmer controls used for bypass keys. 

• Consumers Power Co. 79/02/20. IP. 


7902260464 DOCKET SO-255 Palisades Nuclear Plant 
Forwards LER 79-O0g/O3L-0. 

HOFFMAN. O.P. Consumers Power Co. 79/02/21. Ip. 


7902260467 DOCKET 80-295 Palisades Nuclear Plant 

LER 79-OOa/03L-0 on 790126: tank vent valve <CV-305n opened 
simultaneously w/N2 fill valve) tank pressure dropped below 
tech Specs limit. Caused by electrical short between wires 
for fill b vent valves, 
e Consumer* Power Co, 79/02/21. ip. 


7902220119 DOCKET 30-259 Browns Ferry Nuclear Power Station, Unit 1 
Informs that TRADOC Pamphlet 350-30. "Interservlce Procedures 
for Instructional Sys Development" referenced in NUREO-0219 
is available in microfiche form from NRC. 

BESAMi W. J. Division of Document Control. 79/01/09, 2pp. 


79020S0198 DOCKET 50-289 Drowns Ferry Nuclear Power Station. Unit 1 
Submits Dec 1?7B program activity review, comprised of info 
from selected sections of monthl^ rapt, w/section on contract 
b billing' status removed. Lists meetings held b provides 
task-by-task activity summary. 

80BON.L. J. Qenaral Elactrlc Co. .Nuclear Energy Products Olv. 
79/02/08, 10pp. 


7902120207 DOCKET 80-259 Drowns Ferry Nuclear Power Station. Unit 1 
Responds to verbal request for info In support of proposed 
license amend to permit Cycle 3 opafation w/oparating credit 
allowed for installed and-of-cycle recirculation pump trip 
sys. Justifies safe operation w/reduced reactor power level, 
OILLELAND. J. E. Tennessee Valley Authority. 79/08/08. 2pp. 


7902130094 DOCKET 50-859 Browns Ferry Nuclear Power Station. Unit t 
Bubmlts summary technical rept on secondary containment leak 
rate testing on 781127. 

OILLELAND. J. E. Tennessee Valley Authority. 79/02/09. tp, 
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7902130097 DOCKET 80-289 Broun# Ftrpy Nuelfar Poutr Statlon< Unit 1 
Rktult# ti analgft# of 781127 (fcondarg contalntnant leak rat# 
tast. Show# iBcondarg contalnmant eapabllltg to main 1/4 inch 
watar vacuum undtr calm uind u/tgi In Ivakaga rate of not 
aora that 12>000 lefm before refueling. 

» Tanneetee Valleg Authoritg. 79/02/09. 23pp. 


7902280314 DOCKET 80-289 Broun# FerVg Nuclear Pouer Stationi Unit 1 
Foruards topclal rept# re lattice phgslct methods (i core 
■ inulation#. 

OIULCUANOi J. E. Tennessee Valleg Author Itg. 79/02/20. 4pp. 


7902280320 DOCKET 80-239 Broun# Ferrg Nuclear Pouer Stationi Unit 1 
"Verification of TVA 8teadg-8tata BUR Pbgsics Method#. " 

# Tennessee Valleg Authorltg. TVA-TR79-01. 79/01/31. 190pp. 


7902280330 DOCKET 90-289 Broun# Ferrg Nuclear Pouer Stationi Unit 1 
"Method* for Lattice Phgsles Analgsi# of LUR'i. " 

DARNELLi B. L. I BEUi T. D. i PERRVi 0. W. Tennessee Valleg Authorltg. 
TVA-TR78-02. 78/04/18. IBOpp 


7902280339 DOCKET 80-239 Broun* Ferrg Nuclear Pouer Stationi Un.lt I 
"Three-Dimensional LWR Core Simulation Method*. " 

FORKNERj 8. L. I MERIHETHERi 0. H. i DEUi T. D. Tennessee Valleg 
Authorltg. TVA-TR7B-03. 78/06/01. 00pp. 


7902280316 DOCKET 80-239 Broun* Ferrg Nuclear Power Stationi Unit I 
Act receipt of NRC 780711 roauest for proposed Tech Specs 
for facility which uould incorporate 10CFR80, Reiiuest* 
estension of time until 790701 for submittal. 

OlLLELANDi J. E. Tennessee Valleg Authority. 79/02/23. Ip. 


7902270143 DOCKET 80-289 Browns Ferrg Nuclear Pouer Stationi Unit 1 
Forward* IE Insp Rept# 90-2S9/7B-31i 80-260/70-36 !i 
80-296/78-34. No noncomp 1 lance noted. 

LONOi F. U. Region 2i Atlantei Reactor Operations Nuclear Support 

Branch. 79/01/04. 2pp. 


79022701M DOCKET 50-289 Brown* Ferrg Nuclear Power Stationi Unit 1 
IE Insp Rapt* 30-2S9/78-3li 50-260/78-36 & S0-296/7B-34 ti on 
781212-14. No noncomplianee noted. Major areas inspected: 
operator raijual if Icatlon training program fc formal training 
t( retraining program for non-lteensed plant personnel. 

BRADFORD! U. H. • TAYLOR, P. A, < KELLQOO, P. J, Region 2, Atlanta, 
Reactor Operation* Nuclear Support Branch. 79/01/03. 4pp. 


7902280498 DOCKET 80-289 Broun* Ferrg Nuclear Power Stetion, Unit 1 
Forward# IE Insp Rept* 80-289/78-36 (c 80-296/79-36 on 
781226-29. No nonconpl iance noted. 

LDN9, F. J, Region 2< Atlanta, Raactor Operations Nuclear Support 

Branch. 79/01/12. 2pp. 


7902280463 DOCKET 80-289 Drown* Ferrg Nuclear Power Stetion, Unit 1 
IE Intp Rept* 80-289/78-36 »< 80-296/78-36 on 701226-29. No 
nencemp 1 lance noted. Major area* Inspected; reeorde of poet 
refueling testing ecttvltle* conducted on Unit 3 during Oct 
ti Nov 1978. 

JULIAN, C. I FORDiE.i MARTINiR.D. Regions, Atlanta, Reactor 

Operations Nuclear Support Branch. 79/01/11. 8pp. 


7902120080 DOCKET 80-289 Brown* Ferrg Nuclear Power Station, Unit 1 
Forward# IE Info Notice 79-01, "Dergen-Pater# on Hgdraulle 
Shock l> Swag Arreitor# (H8BA>. " 

O'REILLY, J. P. Region 2, Atlenta, Office of the Director. 
79/02/02, 2pp. 


7902120089 DOCKET 80-259 Broun# Ferrg Nuclear Power Station, Unit 1 
IE Info Notice 79-01, “Dergen-Paterson Hgdraulie Shock fc 
Sway Arrester* <HSSA>". Rept# failures of unit* to lockup 
in compression d Ireetion, w/poppet valve ti seat damage. 

No response required at thie time, 

» Office of Inspection fc Enforcement. 79/02/02. 2pp. 


790213003B DOCKET 80-289 Browne Ferry Nuclear Pouer Stetion, Unit I 
Forward# IE Bulletin 79-01, "Environ Oual i flcation of Clai# 

IE Equipment. ” 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/02/08. 2pp. 


7902210164 DOCKET 80-289 Drown# Ferry Nuclear Pouer Station, Unit 1 
Forward# IE Bullttin 79-01, "Environ Oualif leatlon of CIa#» 

IE Equipment." U/llet of It •gstematic evaluation program 
plant# for which no action i# raquired. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/02/08. 2pp. 


790S23000S DOCKET 80-289 Browne Ferry Nuclear Power Station, Unit 1 
Act receipt of 790131 Itr informing NRC of ttepe taken to 
correct violation# noted in IE Insp Rept# S0-2S9/7S-34, 

90-260/78-37 »c 80-296/78-38. 

KENNA, W. B. Region 2, Atlanta, Safeguard# Branch. 79/O2('O0. Ip. 


7902230008 DOCKET 80-259 Broun# Firry Nuclear Power Station, Unit 1 
Respond# to NRC 79010B Itr re violation# noted in IE In#p 
Rept# 90-289/-7B-34, 50-260/70-37 l< 30-296/70-33. Corree tive 
actions; training session# conducted reemphaslng security 
employees' responsib 1 itias. 

OILLELANDi J. E. Tennessee Valleg Authority. 79/01/31 2pp. 


7902230007 DOCKET 50-239 Drown# Ferry Nuclear Power Station, Unit 1 
Forward# IE Insp Rept 80-289/70-34,30-260/70-37 L 
80-296/78-38 on 78121S-19 S< notice of violation. 

KENNA, W,D. Regions, Atlanta, Safeguard# Dranch. 79/01/08. 

3pp. 


7902230000 DOCKET 50-289 Broun# Ferrg Nuclear Power Station, Unit 1 
Notice of violation from ln»p on 7S121B-19. 

* Region 2, Atlanta, Office of the Director. 79/Ol/OB. Bpp. 

7902230009 DOCKET 80-289 Broun# Ferry Nuclear Power Station, Unit 1 
IE Insp Rept 80-289/70-34.30-260/78-37 t. 80-296/78-33 on 
781210-19. Noncompl iance noted: failure to search personnel 
(. hand-carried package. 

BEBECKER, K. H, , FUCHKO, J. M. , 0 ILLESP IE, F. P, Region 2, Atlanta, 

Safeguard* Branch. 79/01/08, 3pp. 


7902280134 DOCKET 30-289 Broun* Ferrg Nuclear Power Station, Unit 1 
Forward* IE Info Notice 79-03, "Liffiitorque Valve Geared 
Limit Switch Lubricant," 

O'REILLY, J, P, Region 2, Atlanta, Office of the Director. 
79/02/09. 2PP, 


7902200341 DOCKET 80-289 Drowns Ferry Nuclear Power Station, Unit 1 
Respond* to 790208 Itr which forwarded IE Bulletin 79-01, 

"Environ Qualification* of Class IE Equipment." Explain* 
usage of stem-mounted limit sui tehee, Bel leves safe operation 
is not compromised in any uay. 

OILLELAND, J. E. Tennessee Valley Authorltg. 79/02/23, Ip. 


7902130093 DOCKET 50-289 Broun# Ferrg Nuclear Power Station, Unit 1 
Forward* monthly operating rept for Jan 1979. 

DEHEABE, J. 0. Tennessee Valley Authority. 79/02/09. tp. 


7902130098 DOCKET 80-259 Broun* Ferry Nuclear Power Station, Unit 1 
Monthly operating rept for Jan 1979, 

DEWEASEi J. Ttnnetsea Valley Authority. 79/01/31. 35pp. 


7902060229 DOCKET 30-239 Browns Ferry Nucleer Power Station, Unit 1 
Forward* LER 79-OOl/OlT-O. 

FOXiH. 8. Tennessee Velley Authority. 79/01/31. Ip. 


7902060238 DOCKET 80-289 Broun* Ferry Nuclear Power Btatlon, Unit 1 
LER 79-OOl/OlT-O on 790118; reactor ecrammed duo to high flu* 
actuating Intermediate range monitor high-high neutron 
monitoring circul t, reactor neared criticality. Caused by 
wlthdrawl of high reactivity worth rod. 

» Tenn#**## Valley Authority, 79/01/31. 2pp. 


7902230121 DOCKET 50-289 Drowns Ferry Nueleor Pouer Station. Unit 1 
Forward* LER 79-003/OIT-0. 

FDX.H.S, Tennessee Valley Authority. 79/02/16. ip. 


7902230127 DOCKET 80-289 Broun* Ferry Nuclear Pouer Station. Unit 1 
LER 79-003/01T-0 on 790120; total leak rate exceeded 
allowable percentage. Caused by excessive leakage by valve 
seating surface*. 

# Tennessee Valley Authority. 79/02/14. 3pp. 


7902270384 DOCKET 80-289 Brown* Ferry Nuclear Power Station, Unit 1 
Forward* LER 79-002/03L-0. 

FOXiH.S. Tennessee Valley Authority. 79/02/20. tp. 


7902270393 DOCKET 80-259 Drown* Ferry Nuclear Power Stetion, Unit 1 
LER 79-002/03L-0 on 790129; during normal operation while 
performing surveillance teet, standby liquid control pump IQ 
relief valve opened below Tech Spec min. Caused by valve seat 
surface deterioration. 

* Tenne##ee Valley Authority. 79/02/14. 2pp. 


7902220119 DOCKET 80-260 Browns F#rry Nuclear Rawer Station. Unit S 
Informs that TRADQC Pamphlet 350-30, "Interservice Procedure# 
for Instructional 8ys Development" referenced in NUREO-0219 
is available In microfiche form from NRC. 

BE8AH, W, J. Division of Document Control. 79/01/09. 2pp. 


7902120167 DOCKET 50-260 Broun* Ferry Nuclear Power Station. Unit 2 
Forward# Endorsement 46 re change# in #ub#cribing eempanle* 
t* their proportionate liability endorsement to NELIA Policy 
NF-198. 

FIELDER, J. Marsh l< McLennan, Inc. 79/02/06. 2PP. 


7902260306 DOCKET 50-260 Broun* Ferry Nuclear Power Station, Unit 2 
Forwards Endorsement 39 to MALEU Policy MF-66, 

DUCK, J. R. Marsh 6 McLennan, Inc. 79/02/19. BPP. 
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79O214OS10 DOCKET 50-260 Browns Forry Nuclear Power Station. Unit S 
Forwards binders & sets of divider tabs for use w/NEDO-2i060 
"Mark 1 Containment Program Load Definition Ropt. " 

SOBONiL. J. General Electric Co . Nuclear Energg Products Div. 
79/01/09. 0pp, 

7902290365 DOCKET 50-260 Browns Ferrg Nuclear Power Station. Unit 2 
As followup to NRC 701115 request for submittal of Offsite 
Dose Calculation Manual for approval. forwards guidelines for 
general ccjntents of manual. 

ORIHES.D. K. Assistant Director for Engineers S< Projects. 
SANOERiH. S. Tennassee Valleg Authnritg. 79/01/10. 5pp. 


7902020265 DOCKET 60-260 Browns Ferrg Nuclear Power Station. Unit 2 
Discusses controversg re use of REDY or QOVN transient 
codes. Util plans to use new ODYN code) assumes theg have NRC 
concurrence tp do so. Requests to be informed bg 79020S If 
assumption is erroneous. 

01LLELAND» J. E. Tennessee Valleg Authoritg. 79/01/29. Ip. 


7902220257 DOCKET 50-260 Browns Ferrg Nuclear Power Station. Unit 2 
Responds to 790111 request for review of paper “Vent 
Clearing During Simulated LQCA in a Mark I BUR 
Pressure-Suppression Sgs. '' Recommends paper be accepted for 
publication. 

ORIMES, C, Plant Bgstems Branch. 79/01/31. 2pp. 


7902060195 DOCKET SO-260 Browns Ferrg Nuclear Power Station. Unit 2 
Submits Dec 1970 program activitg review, comprised of info 
from selected sections of monthlg rept. w/eection on contract 
(c billing status r amoved . Li sts meetings held (i provides 
task-bg-task activitg summarg. 

SOBDN.L. J. Oeneral Electric Co.. Nuclear Energg Products Div. 
79/02/05. lOpp. 


7902130199 DOCKET 50-260 Browns Ferrg Nuclear Power Station. Unit 2 
Forwards requested amend to License DPR-S2. Determines 
proposed amend to be Class 3. because It involves a tingle 
safety Issue w/no significant hazard consideration. 

Remittanea being wired to NRC. M/encl justification. 

OILLELAND. J. E. Tennessee Valleg Authority. 79/02/09. 2pp. 


7902130200 DOCKET 50-260 Browns Ferry Nuclear Power Station. Unit 2 
"Buppl Reload Licensing Submittal” presented as 
justification for proposed amend changes. 

ERVIN.A. M. Oeneral Electric Co. .Nuclear Energg Products Div. 
NEDO-24169. 79/01/31. 25pp. 

7902260362 DOCKET 50-260 Browns Ferrg Nuclear Power Station. Unit 2 
Summary of OUR venting procedures i practices. 

LONO.F. J, Region 2. Atlante. Office of the Director. 75/04/17. 

app. 


7902260314 DOCKET 50-260 Drowns Ferrg Nuclear Power Station. Unit 2 
Forwards topcial repts re lattice physics methods it core 
■ imuiatloni. 

OILLELANDf J. E. Tennessee Valley Authoritg. 79/02/20. 4pp. 


7902260320 DOCKET 50-260 Browns Ferry Nuclear Power Station. Unit 2 
■'Verification of TVA Steadg-Stete BUR Physics Methods." 

• Tennessee Valleg Authority. TVA-TR79-01. 79/01/31. 150pp. 


7902280330 DOCKET 50-260 Browns Ferry Nuclear Power Station. Unit 2 
"Methods for Lattice Physics Analysis of LWR's. " 

DARNELL. D. L, . BEU. T. D. . PERRY. 0. U. Tennessee Valley Authority. 
TVA-Tfi7B-02. 70/04/15. 150pp. 


7902260339 DOCKET 50-260 Browns Ferry Nuclear Power Station. Unit 2 
"Three-Dimensional LUR Core Simulation Methods. “ 

FORKNERi B. L. I MERIWETHER. 0. K. . BEU. T. D. Tennessee Valley 
Authority. TVA-TR70-O3. 78/06/01. aOpp. 


7902260316 DOCKET 30-260 Browns Ferry Nuclear Power Station. Unit 2 
Aek receipt of NRC 760711 request for proposed Tech Specs 
for facility which would Incorporate lOCPRSO. Requests 
•jitenslon of time until 790701 for submittal, 

OILLBLAND. J. E, Tennessee Valley Authority. 79/02/23. Ip. 


7902270143 DOCKET 30-260 Browns Ferry Nuclear Power Station. Unit 2 
Forwards IE Insp Repts 80-259/70-31.50-260/78-36 ii 
50-296/76-34. No noncompUante noted. 

LONO.F, J. Region 2. Atlanta. Reactor Operation* Nuclear Support 
Branch. 79/01/04. 2pp. 


7902270154 DOCKET 50-260 Browns Ferry Nuclear Power Btatien. Unit 2 
IE Inip Repts 30-259/76-31.50-260/78-36 t< 50-296/70-34 Si on 
791212-14. No noncompliance noted. Major areas inspected; 
operator riqua lif Ication training program Si formal training 
Si retraining program for non-ticensed plant personnel. 

BRADFORD. W. H. . TAYLOR. P. A. i KELLOOO. P. 0. Region 2. Atlanta. 
Reactor Operations Nuclear Support Branch. 79/01/03. 4pp. 


7902120050 DOCKET 50-260 Browns Ferry Nuclear Power Station. Unit 2 
Forwards IE Info Notice 79-01 . "Dergon-Paterson Hydraulic 
Shock Si Swag Arrestors iHSBAI." 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/02/02. 2pp, 

7902130030 DOCKET 50-260 Drowns Ferrg Nuclear Power Stetlon. Unit 2 
Forwards IE Dull ot in ,79-01. "Environ Oual if ication of Class 
IE Equipment. " 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/02/05. 2pp. 

7902210164 DOCKET 50-260 Drowns Ferry Nuclear Power Station. Unit 2 
Forwards IE Bulletin 79-Oii "Environ Qualification of Class 
IE Equipment. " U/list of 11 systematic evaluation program 
plants for which no action is required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/02/Oa. Bpp. 


7902230002 DOCKET 80-260 Drowns Ferry Nuclear Power Station. Unit 2 
Ack receipt of 790131 Itr informing NRC of tteps taken to 
correct violations noted in IE Insp Repts 50-259/78-34. 

50-260/78-37 S< S0-296/7B-3S. 

KENNA.H, B. Region 2. Atlanta, Safeguards Branch. 79/02/0B. Ip. 


7902230005 DOCKET 80-260 Drowns Ferry Nuclear Power Station. Unit 2 
Responds to NRC 79010B Itr re violations noted In IE Insp 
Repts 50-289/78-34,30-260/70-37 S, 30-296/70-38. Corrective 
actions: training sessions conducted reemphasing security 
employees ' responslblltles. 

OILLELANDi J. E. Tennessee Valley Authority. 79/01/31. 2pp. 


7902230007 DOCKET 80-260 Browns Ferry Nuclear Power Station. Unit 2 
Forwards IE Insp Rept 30-289/70-34,50-260/78-37 ti 
80-296/70-38 on 701210-19 li notice Of violation. 

KENNA.U, B. Region 2, Atlanta. Bafeguards Branch. 79/Oi/OB. 

2pp. 


7902230000 DOCKET 50-260 Drowns Perry Nuclear Power Station. Unit 2 
Notice of violation from insp on 761218-19. 

» Region 2. Atlanta. Office of the Director. 79/Ol/OS. 2pp. 

7902230009 DOCKET 50-260 Browne Ferry Nuclear Power Station, Unit 2 
IE Insp Rept 50-239/78-34,60-260/78-37 t 50-296/78-35 on 
701210-19. Noncompliance no ted: fal lure to search personnel 
Si hand-carried package. 

BEeECKER.K, H. 1 FUCHKO, J, M. . OILLEBPIE, F, P. Region 2, Atlanta, 
Safeguards Branch. 79/01/00. 3pp. 


7902280134 DOCKET 50-260 Browns Ferry Nuclear Power Station. Unit 2 
Foruerds IE Info Notice 79-03, "Llmltorque Valve Oeared 
Limit Switch Lubricant, " 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/02/09. 2PP. 


7902260341 DOCKET 50-260 Drowns Ferry Nuclear Power Station, Unit 2 
Reiponds to 790200 Itr which forwarded IE Bulletin 79-01. 

"Environ Oual 1 f icattons of Class IE Equipment." Ezplalns 
usage of stem-mounted limit swltchei. Believes safe operation 
Is not eempromlted in any way. 

OILLELAND. U. E. Tennessae Valley Authority. 79/02/23. Ip. 


7902130093 DOCKET 50-260 Broun* Ferry Nuclear Power Station, Unit 2 
Forward* monthly operating rept for Uan 1979. 

DENEA6E, U. 0. Tennessee Valleg Authority. 79/02/09. Ip. 


7902130095 DOCKET 90-260 Drown* Ferrg Nuclear Power Station, Unit 2 
Monthlg operating rept for Uan 1979. 

DEMEA6E. J. Tennessee Valleg Authority. 79/01/Sl. OSpp. 

7902130190 DOCKET 80-260 Browne Ferry Nuclear Power istatlon. Unit 2 
Forwards LEfi 79-001 /03L-0, 

FOXi H, B. Tennessee Valley Authority. 79/02/09. ip. 


7902130193 DOCKET 80-260 Drownp Ferry Nuclear Power Station. Unit 2 
LER 79-001/03L-0 on 790113: during teat of hlgh-prasaura 
injaction coolant syt. steam supply valve FCV-73-t6 failed to 
open. render Ing sys Inoperative. Cauied by failure of 
1 1ml torque valve operator limit switch. 

» Tennessae Valleg Authority, 79/02/08. 2pp. 


7902220119 DOCKET 50-261 H. D. Robinson Plant. Unit 2 

Informs that TRADOC Pamphlet 380-30, "Interservlce Procedure* 
for Instructional 8g* Development" referenced In NUREO-0819 
is availabla in microfiche form from NRC. 

BESAU. N. U. Division of Document Control. 79/01/09. 2pp. 


7902140204 DOCKET 80-261 H. D. Robinson Plant. Unit 2 

Respond* to 761109 request that emergency plan be revised to 
incorporate NRC recommendations, Attachment 1 Is a detailed 
response to NRC positions (i Attaehmsnt 2 1* the rrvlted 
emergency plan. I 

UTLEY, E.E. Carolina Power & Light Co. 79/02/06. 3pp. 
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7903140807 DOCKET 90-8il H, Q, Robinfon Plant, Unit 8 
Emprgtncg plan for fac 1 1 1 tg. Data i 1 s actions nscassarg to 
protect partonnal as set forth bg lOCFfiSO tc to gain control 
of ti limit consequences of emergencg situation. 

* Carolina Power Ic Light Co. 79/'08/06. 71pp. 


790286056H DOCKET 30-861 H. D. Robinson Plant, Unit 2 

Second nonthlg status rept on Suppl 8 to SER. Resolution of 
open items on schedule. Me teorolog ical issue now resolved. 
Analgsls of generic safetg questions to be completed within 
one month. 

LEWIS. S.H. Branch 8. 79/01/86, Ip. 


7908000818 DOCKET 30-861 H. □. Robinson Plant, Unit 8 
Forwards Endorsement 36 NSLIA Pollcg NF-100. 

ORAHAMi W. E. Carolina Power *< Light Co. 79/08/01. 8pp. 


7908000821 DOCKET 30-361 H. D. Robinson Plant, Unit S 

Forwards Endorsement 8 to NELIA Binder EB-21 & HALEU Binder 
XB-21. 

ORAHAM, H. E. Carolina Power t. Light Co. 79/08/01. 5pp. 


7908800879 DOCKET 80-861 H. B. Robinson Plant, Unit 8 
Forwards Endorsement 43 to MAELU Pollcg MF-49. 

ORAHAM, W. E. Carolina Power & Light Co. 79/02/83. Spp. 


7908860833 DOCKET 30-861 H. B. Robinson Plant, Unit 8 
Forwards summarg of PWR purging S< venting experiences. 

8EYFRIT. K. V. Region 4. Dallas, Office of the Director. 74/09/03. 
4pp, 


7908880309 DOCKET 90-861 H. B. Robinson Plant, Unit 8 

As followup to NRC 761113 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
general contents of manual. 

ORIMES, fl. K. Assistant Director for Engineers Si Projects. 
79/01/18. 3pp. 


7902210107 DOCKET 90-261 H. B. Robinson Plant, Unit 2 
Earliest date that util can make partial submittal of 
Radiological Effluent Tech Specs is 790318. Balance of matl 
will be submitted as soon as aval labl e. Delag caused bg time 
required to obtein info from consultants. 

UTLEV. E. E, Carolina Power Si Light Co. 79/02/09. ip. 


7902130130 DOCKET 30-861 H. B. Robinson Plant. Unit 3 
Forwards LER 79-003/03L-0. 

FURR, D U. Carolina Power Si Light Co. 79/08/09. Ip. 


7908130191 DOCKET 50-861 H, B. Robinson Plant, Unit 3 
LER 79— 002/03L— 0 on 790 1 i I : d ur ing normal operation, one 
emergencg switchgear room smoke detector rendered inoperable 
duo to excessive amount of dust entering detector head. 
STARKEV, R. D. Carolina Power S, Light Co. 79/08/09. Spp. 


7903860303 DOCKET 30-861 H. D. Robinson Plant, Unit 8 
Forwards LER 79-004/03L-0. 

FURR, B. J. Carolina Power t< Light Co 79/08/19. ip. 

79028603B9 DOCKET 50-861 H. D. Robinson Plant, Unit 8 

LER 79-004/03L-0 on 790187: during full power operation, two 
dr i 1 1 ed , unsea I ed 8, unattended 3 Inch conduit penetrations 
wore found In E1-E2 Room south wall. Caused bg const 
personnel failure to seal penetrations. 

STARKEVi R. B. Carolina Power $i Light Co. 79/08/19. Spp. 


7902880119 DOCKET 50-863 Monticello Nuclear Generating Plant 
Informs that TRADDC Pamphlet 330— 30, Interservic e Procedures 
for Instructional Sgs Development" referenced In NUfiE0-08t9 
Is available in microfiche form from NRC. 

DEBAWi H. J. Division of Document Control, 79/01/09. Spp, 


7908120180 DOCKET 50-863 Monticello Nuclear Generating Plant 
Responds to 790124 1 tr Identlfglng two alleged deficiencies 
in securitg plans. Bel leves items are not deficiencies Si 
that most recent revision to plan meet stds of 10CFR73. 55. 
HAVER, L.O. Northern States Power Ca. 79/08/05. Spp. 


7902190367 DOCKET 30-863 Monticello Nuclear Generating Plant 
Forwards detailed Info on securitg plan Implemen ta t ion, Enc 1 
withheld (ref lOCFfiS. 790(d ) . 

MAYER, L. 0. Northern States Power Co, 79/03/13. Ip. 


7908050147 DOCKET 30-863 Monticello Nuclear Oenerating Plant 
Forwards 7SI808 1 tr from HN Pollution Control Agencg 
roquoetlng order bo Issued prohibiting Installation of 
atlegedlg defective spent fuel storage racks S hearing be 
held related to amend issuance. Federal Register notice end. 
DENTON, H, Office of Nuclear Reactor Regulation. 79/01/17. Spp. 


7908230138 DOCKET 50-861 H. B. Robinson Plant, Unit 8 
Restates commitment of QA program In light of recent 
issuance of Reg Guide 1.144, Jan 1979, "Auditing of QA 
Programs for Nuclear Power Plants." 

UTLEY, E.E. Carolina Power S, Light Co. 79/03/14. Spp. 


7908800090 DOCKET 90-861 H. D. Robinson Plant, Unit 8 

Forwards IE Info Notice 79-0li "Bergen-Patorson Hgdraulic 
Shock Si Swag Arrestors (HBBA), " 

0 'REILLY, J. P. Region 3, Atlanta, Office of the Director. 
79/08/02. 5pp. 


7908800019 DOCKET 90-861 H. B. Robinson Plant. Unit 8 

Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment. " 

0 'REILLY, 0. P. Region S, Atlanta, Office of the Director. 
79/08/09. 6pp. 


7902800845 DOCKET 90-261 H. B. Robinson Plant, Unit 2 

Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment. ” 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director, 
79/08/09. 6pp. 


7902800092 DOCKET 90-261 H. D, Robinson Plant, Unit 2 
Forwards IE Info Notice 79-03, "Llmltorque Valve Geared 
Limit 0wltch Lubricant. " 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/08/09. 2pp. 


7902130070 DOCKET 90-261 H. D. Robinson Plant, Unit 2 
Forwards monthlg operating rept for Jan 1979. 

FURR, D.J. Carolina Power Si Light Co. 79/02/09, Ip. 


7908130072 DOCKET 90-261 H. D, Robinson Plant, Unit 8 
Monthlg operating rept for Jan 1979, 

WATFORD, M.L, Carolina Power S< Light Co. 79/02/02. 9pp. 


7902190392 DOCKET 90-861 H. D. Robinson Plant, Unit 8 
Forwards LER 79-001 /03L-0. 

FURR, D.J. Carolina Power li Light Co. 79/08/00, Ip, 


7902190396 DOCKET 90-861 H, D, Robinson i^lant. Unit 2 

LER 79-OOt/03L-0 on 7901 10: during full power opera ti on, h Igh 
leakage alarm on "A" penetration press^rlior sgs header was 
received. Caused bg leakage through improper seals on 
personnel hatch inner door. 

STARKEY.R. D. Carolina Power 8< Light Co. 79/02/00. Spp. 


7908050191 DOCKET 90-863 Monticello Nuclear Oenerating Plant 
Request for Issuance of order prohibiting installation of 
allegedlg defective spent fuel storage recks. 

DENTDN, H. R. Office of Nuclear Reactor Regulation, 79/01/17. Spp. 


7902050199 DOCKET 90-263 Monti col lo Nuclear Generating Plant 
Request Si motion for order prohibiting installation of 
defective spent fuel storage racks in violation of 
provisional operating license. Request lo institute 
proceeding Si petition to intervene. 

STVENBVAAOi J. M. , OLSON, J. F. Minnesota, Slate of. 70/18/08. S2pp. 


7908190163 DOCKET 50-863 Monticello Nuclear Generating Plant 
Northern States Power response to A6LB 790113 memo li order. 
Contends no unresolved safetg Issue re ATW3 Si seeks 
dismissal of proceeding. W/affidavlt of D£ Gilberts S 
Certificate of 8vc. 

SILDERO»J. E. Bhaw, Pittman, Potts, ti Trowbridge. 79/01/86, lapp. 


7902800003 DOCKET 30-863 Monticello Nuclear Generating Plant 
Annual premium endorsement for 1979. 

JOHNSON, R.O. Northorn States Power Co. 79/03/00, 9pp, 


7902870318 DOCKET 50-863 Monticello Nuclear Oenerating Plant 
Forwards Endorsement 49 to Pollcg NF-174 Si Endorsement 41 
to Pollcg NF-197 for calendar gear 1979. 

JOHNSON, R.Q. Northern States Power Co. 79/08/81. Spp. 


7908260335 DOCKET 50-863 Menticelte Nuclear Generating Plant 
Forwards Info on BWR venting practices, 

DANCE, H, C. Region 3, Chicago, Office of the Director. 79/03/09. 
9pp. 


7902140218 DOCKET 90-863 Monticello Nuclear Generating Plant 
Forwards binders Si sets of divider tabs for use W/NEDO-210B0 
"Mark 1 Containment Program Load Definition Rept. " 

SODPN, L. J. General Electric Co. iNuclear Enorgg Products Dlv. 
79/01/00. Bpp. 


7908090063 DOCKET 90-863 Monticello Nuclear Generating Plant 
Forwards Federal Register notice Issued In response to 
78180B Itr. Advises that office of Nuclear Reactor Regulation 
will handle request for hearing re issuing licenoe amend 
concerning spent fuel storage racks. 

DENTONi H. R. Office of Nuclear Reactor Regulation. 79/01/17. Ip. 
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79020S0069 DOCKET S0~S63 Mantlcsllo Nuc)*sr Ovnsrating Plant 
Ftdaral fiegistar notice "Raquett for Ittuance of Immedlatelg 
Effective Order Prohibiting Installation of Allegedly 
Defective Spent Fuel Storage Racte. " Issued in response to 
76120B Itr from MN Pollution Control Agency. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/01/17. 3pp. 


79022B03B5 DOCKET 50-363 Monticello Nuclear Generating Plant 
As follouup to NRC 701I1S request for submittal of Offsite 
Dose Calculation Manual for approvalp foruards guidelines for 
general contents of manual. 

ORIHESiD. K Assistant Director for Engineers & Projects. 
79/OI/ia, 5pp. 


7903140197 DOCKET 50-263 Monticello Nuclear Generating Plant 
Responds to 761329 Itr raising questions S< issues re spent 
fuel capacity increase. Foruards NRC summary responses 
developed for 780609 telephone discussion. 

OENTONiRR. Office of Nuclear Reactor Regulation. 79/01/26. Bpp 


7902320237 DOCKET 50-263 Monticello Nuclear Generating Plant 
Rasponds to 790111 request for revieu of paper "Vent 
Clearing During Simulated UOCA in a Mark I BUR 
Preatura-Suppression Sys. “ Recommends paper be accepted for 
publication, 

ORlHESiC. Plant Systems Branch, 79/01/31. 2pp. 


7908080195 DOCKET 50-263 Monticello Nuclear Generating Plant 
Submits Dec 197B program activity revlsw> comprised of info 
from selected sections of monthly reptj u/sectlon on contract 
it billing status removed. Lists meetings held 6 provides 
task-by-task activity summary. 

SOBONiL. J. General Elactric Co. i Nuclear Energy Products Div. 
79/02/05. lOpp, 


7902120168 DOCKET 50-263 Monticello Nuclear Generating Plant 
Submits startup test rept describing test results ti metheds 
used re Installation of fuel of different des ign. ini t ial 
loading of fuel assemb 1 1 esi core loading pattern J< startup 
test program, 

MAVERiL. 0. Northern States Power Co, 79/02/07. 3pp. 


7902130060 DOCKET 50-263 Monticello Nuclear Generating Plant 
Advises of delay of new Tech Specs due to fragmentary nature 
(i lateness of guidance re App 1 stds.Eipects to submit 
appropriate license amend request by 790501. assuming 
guidance re offsite dose calculation is received. 

MAYER.L, 0. Northern States Power Co. 79/02/09. ip. 


7902010399 DOCKET 50-263 Monticello Nuclear Generating Plant 
Forwards IE Insp Rept 50-263/78-19 on 73U 16-17. No 
noncemp lienee noted. 

HEIBHMAN. R. F, Region 3. Chicago. Reactor Construction i 
Engineering Support Branch. 76/12/26, 2pp, 


7908010301 DOCKET 50-263 Monticello Nuclear Generating Plant 
IE Insp Rept 50-263/78—19 on 781116-17. No noncompliance 
noted. Major areas Inspected: IE bulletins U circular followup 
relative to qualification of electrical equipment. 

HUGHES. J. . SPE5SARD. R. L. Region 3. Chicago. Reactor 
Construction t< Engineering Support Branch. 78/12/19. 6pp. 


7902120119 DOCKET 50-263 Monticello Nuclear Generating Plant 
Forwards IE Info Notice 79-01. "Bergen-Paterson Hydraulic 
Shock U Sway Arrestors <HSSA>. 

KEPPLERi J. 0. Region 3. Chicago. Office of the Director. 79/02/02. 
IP- 


7902210195 DOCKET 50-263 Monticello Nuclear Generating Plant 
Forwards IE Bulletin 79“01i “Environ Qualification of Class 
IE Equipment.” H/llst of 11 systematic evaluation program 
plants for which no action is required. 

KEPPLER. J. 0, Region 3. Chicago. Office of the Director. 79/02/09. 
Ip- 


7902270359 DOCKET 50-263 Monticello Nuclear Generating Plant 
Forwards IE Info Notice 79-03. ”Limitorque Valve Geared 
Limit Switch Lubricant. " 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 79/02/09, 
Ip. 


7902130100 DOCKET 50-263 Monticello Nuclear Generating Plant 
Forwards monthly operating rept for Jan 1979, 

MAYER.L. 0. Northern States Power Co. 79/02/03. ip. 


7902130103 DOCKET 50-263 Monticello Nuclear Generating Plant 
Monthly operating rept for Jan 1979, 

MVRADO.A, L. Northern Stales Power Co. 79/02/02. 3pp, 


79022703BB DOCKET 50-263 Monticello Nuclear Generating Plant 
Forwards effluent L waste disposal semiannual rept fop 
July-Dee 1978. 

WAVER. L.O. Northern States Power Co, 79/02/21. tp. 


7902270394 DOCKET 50-263 Monticello Nuclear Generating Plant 
Effluent t< waste disposal semiannual rept fop Joly-Decf 1978. 
» Northern States Power Co. 79/02/21. 13pp. 


7902050202 DOCKET 50-263 Monticello Nuclear Generating Plant 
Forwards UER 7a-016/03X-l . 

MAYER.L. 0, Northern States Power Co. 79/01/29, Ip. 


7902050206 DOCKET 50-263 Monticello Nuclear Generating Plant 
LER 7a-016/03X-l on 780903: dur ing normal operati on. tr ip of 
essential MCC B33A supply breaker 52-304 resulted In 
operation in degraded mode. Caused by low setpoint on trip 
device b by loss of dash pot oil in trip device. 

SMITH, O.R. Northern States Power Co, 79/01/29. 2pp. 


7902060103 DOCKET 50-263 Monticello Nuclear Generating Plant 
Forwards LER 79-001/03L-0. 

MAYOR, L.O. Northern States Power Co. 79/02/08, Ip. 


7902080187 DOCKET 50-263 Monticello Nuclear Generating Plant 
LER 79-001/03L-0 on 7901 10: during normal operation. steam 
leak found in elbow on turbine main steam bypass header t 
inch drain line to condenser. due to erosion caused by steam 
(i water flow of restricting ori f ice. RO-2569. 

TOBIN. P. A. Northern States Power Co. 79/02/02. Ip. 


7902130175 DOCKET 50-263 Monticello Nuclear Generating Plant 
Forwards LER 79-002/03L-0. 

MAYER, L. 0. Northern States Power Co. 79/02/09. Ip. 


7902130163 DOCKET 50-263 Monticello Nuclear Generating Plant 
LER 79-003/03L-0 on 7901 18: during normal operation, week ty 
average power range monitor functional scram test was not 
completed within time alt owed. Caused by personnel error. 
EARSDN. 3, L, Northern States Power Co, 79/02/09. Ip. 


7903060331 DOCKET 50-265 Quad-Cities Station, Unit 3 
Informs NRC of contract arrangement w/Marsh b McLennan 
Protection Consultants to perform various fire protection 
functions. 

NAUOHTONi W. F. Commonwealth Edison Co. 79/01/31, 2pp, 


7902200043 DOCKET 50-265 Quad-Cities Station, Unit 2 

Forwards interim security plan for facilities describing 
compensatory measures to be implemented on 790323. Enel 
withheld (ref 10CFR2. 7901. 

REED. C. Commonwealth Edison Co. 79/02/02. Ip, 


7902200265 DOCKET 50-265 Quad-Cltios Station, Unit 2 

Forwards Revision 4 to modified amended security plan for 
Dresden b Quad-Citios b Revision 3 to modified amended 
security plan for 21on. Enel withhold <ref 10CFR8. 790). 

LEE. B. Commonwealth Edison Co. 79/02/20. Ip. 


7901220372 DOCKET 50-265 Quad-Cities Station, Unit 2 

Forwards ASLB 790109 "Suppl Order Ruling on Petitions to 
Intervene” in Oconee-McOuire spent fuel shipment case. 

Supports NRC opposition to intervention by NRDC b Citiiens 
for Better Environment. Enc 1 available in Central Files. 

GODDARD, R.J, Office of the Esecutive Legal Director. 79/01/12. 


7902060104 DOCKET 50-265 Quad-Cities Station, Unit 2 

NRC response to NRDC b Citiiens for a Better Environ 7B122B 
statement of . con tent 1 ons. Concludes that Contention 9 meets 
requirements. Notice of appearance b Certificate of Bve end. 
ODLDBERG, a, C. Office of the Executive Legal Director. 79/01/12. 
19pp. 


7902060128 DOCKET 50-265 Quad-Cities Station. Unit 2 

NRC brief in opposition to admission of certain proposed 
contentions of State of IL re spent fuel storage. Opposes 
admission of' proposed contentions 10 Isubparts 8.9. b 10), 
11,I2D,13A b 17. N/Certlflcate of Svc. 

GODDARD, R.J, Office of the Executive Legal Director. 79/01/12, 

7pp. 


7902210196 DOCKET 50-265 Quad-Cities Station, Unit 2 

Forwards 8AND-I927i "Transport of Radionuclides in Urban 
Environs: Working Draft Assessment." Also forwards 
SECY-70-311 b 311A. indicating NRC vt'ew of rept impact an 
current regulatory policy. W/o end. 

GODDARD, R. J, Atomic Safety and Licensing Board Panel. 79/01/10 
2pp. 


7902210091 DOCKET S0-26S Quad-Cities Station, Unit 2 
Stipulation of contentions by NRC, State of IL b util to 
limit Issues among parties, Reserve rights rs non-stlpulated 
contentions. Related correspondence, revised contentions b 
Certificate of Svc end, 

GODDARD, R.J, Office of the Executive Legal Director. 79/01/26. 
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790aaa0177 docket 90-26S Quad-Cities Station. Unit S 
Memorandut# re State of IL contentions. Withdraws Contentions 
iO-tZ. 14. 19 «c 17 *1 submits revised Contentions 3. 10. 8( 11 
Related correspondence, stipulation of contentions, state law 
l< Certificate of Bvc end. 

SCOTTiW. J. Illinois, State of. 79/01/26. ZSpp. 


7902080034 DOCKET 50-269 Quad-Cities Station, Unit 2 

Responds to NRC 781286 Itr re violations noted in IE Insp 
Repts 50-234/70-30 J< 90-269/78-30. Corrective actions: 
discussion tii/personnel stressing need for maintaining close 
control of lou pouer range monitor calibr. 

REEDiC. Commonwealth Edison Co. 79/01/16. 3pp. 
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7908820102 DOCKET 90-869 Quad-Cities Station, Unit 2 
Notice of appearance of OH Cunningham on behalf of nrc. 
Certificate of 8vc end, 

CUNNI NOHAM, 0. H. Hearings Division. 79/03/09. 2 pp, 


7902180094 DOCKET 90-269 Quad-Cities Station, Unit 2 

Forwards IE Info Notice 79-01, “Sergen-Paterson Hydraulic 
Shock ti Sway Arrestors (HSSAl". 

KEPPLER, U. 0. Region 3, Chicago, Office of the Director. 79/03/02 
4pp. 


7908230106 DOCKET 90-269 Quad-Cities Station, Unit 2 
Forwards 1978 Annual Kept for util. 

BRESBMANN, R. W. Commonwealth Edison Co. 79/08/15. ip. 

7908830194 DOCKET 90-869 Quad-Cities Station, Unit 8 
1970 Annual Rept. Reviews 1978, five year summary of 
oparatlone tc mgt, 8, flnanlcal statament. 
a Commonwealth Edison Co. 78/18/31, 24pp. 


7908810238 DOCKET 90-869 Ouad-Cltlas Station, Unit 8 

Forwards Endoreemont 8 to Binders ED-1, XD-l, ED-S, XB- 2 . EB-t 
XB- 3, EB-29, XB-29, ED-30, XB-30, £0-48, XD-4S, ED-43, XD-43. 
evidencing secondary financial protection. 

08TBR, J, Commonwealth Edison Co. 79/08/14, 19pp 


7908860339 DOCKET 90-869 Quad-Citltt Station, Unit 8 
Forwards Info on DWR venting practices. 

DANCE, H.C. Region 3, Chicago, Office of the Director. 79/09/09 
9pp. 


790S140S1B DOCKET 90-269 Quad-Cltlei Station, Unit 8 

Forwards binders sets of divider tebs for use U/NEDO-810B8 
"Mark I Containment Program Load Dafinltlon Rapt." 

BOBDN, L, J. General Electric Co. , Nuclear Energy Products Dlv. 
79/01/00. Bpp, 


7908800389 DOCKET 90-869 Qued-Cltles Station, Unit 8 

As followup to NRC 701119 request for lubmlttel of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
general contents of manual. 

GRIMES, B.K. Assistant Director for Engineers tc Projects 
79/01/18, 9pp. 


7902810880 DOCKET 90-269 Ouad-Cllles Station, Unit 3 

Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment. " W/llst of 11 systematic evaluation program 
plants far which no action is required. 

KEPPLER,J. 0. Region 3, Chicago, Office of the Director 
IP- 


79/02/09. 


7902270298 DOCKET 90-869 Quad-Cities Station, Unit 2 
Forwards IE Info Notice 79-03, "Limltorque Valve Geared 
Limit Switch Lubricant." 

KEPPLER.J, 0, Region 3, Chicago, Office of the Director 
IP- 


79/02/09. 


7902220116 DOCKET 90-269 Quad-Cities Station, Unit 2 
Monthly operating rapt for Jan 1979. 

H ANNUM, D. Commonwealth Edison Co. 79/03/18. 24pp. 

7902000816 DOCKET 90-869 Quad-Cities Station. Unit 8 
Forwards LER 7e-039/03L-0. 

KALIVIANAKISi N. Commonwealth Edison Co, 79/01/16. Ip. 


7902080383 DOCKET 50-269 Quad-Cities Station, Unit 2 
LER 78-039/03L-0 on 781218: test results found HPCI 
Initiation switches associated w/drywell pressure 
Instruments not in accordance u/Tech Specs. Caused by 
procedural inadequacy! switches excluded from test program 
TlETZiG. Commonwealth Edison Co. 79/01/16. Spp. 


7902140143 DOCKET 90-269 Ouad-Cltles Station, Unit 3 
Forwards LER 79-001/03L-0, 

KALIVIANAKISi N. Commonwealth Edison Co. 79/01/29. Ip, 


7902190028 DCWKET 90-269 Ouad-Clties Station, Unit 2 

Notification of 790131 meeting In Dethesda.Md w/eppllcent to 
dltcuis fire protection review. 

DEVAN, R. Operating Raaetors Dranch 3. 79/01/29. Ip. 


7902220297 DOCKET 90-269 Quad-Cltles Station, Unit 2 
Responde to 790111 request for review of paper "Vent 
Clearing During Simulated LOCA In a Mark 1 SUR 
Pretsure-aupprastion Sys. " Recommends paper be accepted for 
publication. 

GRIMES, C, Plant Systems Dranch. 79/01/31. 2pp. 


7902080199 DOCKET 90-869 Quad-Cities Station, Unit 2 

aubmltS'Dec 1970 program activity rev! aw, comprl sed of Info 
frow •tltetvd itctions of inonbhly roptj ui/itction on contract 
ti billing status removed. Lists meetings held e< provides 
task-by-tesk activity summary. 

BOBDN,L.J. General Electric Co. .Nuclear Energy Products Div 
79/02/09. lOpp. 


7902220033 DOCKET 90-269 Quad-Cltles Station, Unit 2 

Responds to NRC 790103 request & forwards Info re projected 
number of spent fuel assemblies to be shipped from Dresden 
to Quad-Cities, possible truck routes (< population along 
routes. Info on rail routing will ba sent. 

JANECEKiR.F, Commonwealth Edison Co. 79/08/13, 4 pp, 


7902860379 DOCKET 90-869 Quad-Cities Station, Unit 2 

Informs that response to NRC 701809 Itr is delayed due to 
complexity of questions) info will be forwarded by 790419. 
JANECEKiR.F, Commonwealth Edison Co, 79/08/14. Ip. 


7908860870 DOCKET 90-269 Quad-Cities Station, Unit 2 

Bubmlts request for change to license DPR-29 «< DPR-30,App A 
Tech Specs. Amend revises Tech Specs to conform to lOCFRbO, 
App l.U/encl Offsite Dose Calculation Manual. 

REED, C. Commonwealth Edison Co. 79/02/16. 2 pp. 


7902260273 DOCKET 90-269 Quad-Cltlas Station, Unit 2 
Dffiita Dose Calculation Manual. 

♦ Commonwealth Edison Co. 79/02/SB. ISOpp.. 


7908080088 DOCKET 90-869 Quad-Cltles Station, Unit 8 

Aek racalpt of 790116 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-294/78-30 & 

90-869/70-30, 

FIOflCLLIiO. Region 3, Chlcagoi Reactor Operations Nuclear Support 

Branch. 79/01/30. Ip. 


7902140191 DOCKET 90-269 Quad-Cities Station. Unit 2 

LER 79-001/03L-0 on 790104: during monthly operability test, 
inlet air heater on "A" standby gas treatment sys was found 
inoperable. Caused by setpoint drift of flow switch 
1/2-7941-QA. 

KOOl.M. Commonwealth Edison Co. 79/01/89. 8pp. 

7902140160 DOCKET 90-369 Quad-Cltles Station, Unit 8 
Forwards LER 79-002/03L-0. 

KALIVIANAKISi N. Commonwealth Edison Co. 79/01/26, ip. 

7902140171 DOCKET 90-269 Quad-Cities Station, Unit 2 

LER 79-002/03L-0 on 7901 10: during routine Insp of reactor 
water cleanup pump rooms, small teak was fpund on S-1209B 
cleanup pump suction line. Cause unknown. Leak was Isolated it 
linear indication on flange ground out. 

SWALES, J. Commonwealth Edison Co. 79/01/86, Spp. 


7908140474 DOCKET 50-869 Quad-Cities Station, Unit 8 
Transcript of 790801 prehearing conference held in 
Chicago, ILi re petitions to intervene. Pp 1-90. 

MIUHOLLIN, 0, Atomic Safety and Licensing Board Panel. 79/03/01 
90pp. 


7908830119 DOCKET 90-366 Point Oeach Nuclear Plant, Unit 1 
Informs that TRADDC Pamphlet 350-30, "Intorservlce Procedures 
for Instructional Sys Development" referenced in NURE8-0ai9 
is evallable In microfiche form from NRC. 

BE8AW,H.J. Division of Document Control, 79/01/09. Spp, 


7902030068 DOCKET 90-366 Point Oeach Nuclear Plant, Unit 1 
Agreement between intervener, WI Electric Pouer Co t, NRC. 
Intervener withdraws from spent fuel pool proceeding. Util 
will provide them w/envlron data semiannually ti copies of 
all LERs. NRC will insp pool. 

DAST, B. A. Lakeshore Cltixens for Safe Energy. CHURCHILL, 0. W. 
Wisconsin Electric Power Co. DARTH, C. A, Office of the Executive 
Legal Director, 78/12/13. Spp. 


7902090246 DOCKET 90-266 Point Beach Nuclear Plant, Unit I 
Forwards Endorsement 96 to NELIA Policy NF-17a t. Endorsement 
47 to HAELU Policy, MF-93 extending coverage for calendar 
year 1979. 

DUNDA9, W. J. Wisconsin Electric Power Co, 79/03/09, 3pp. 
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7902090S95 DOCKET 50-266 Point Beach Nuclear Plant. Unit 1 
ForuarS* Endorsement 3 to NELIA Dinders EB-10 t< EQ-19 j S< 
Endorsement 3 to MAELU Qindere XD-tB XB-19 extending 
secondarg financial protection for gear 1979. 

DUNDAS. W, J. Wisconsin Electric Pouier Co. 79/02/05. 9pp. 
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7902090162 DOCKET 50-267 Fort St. Vrain Nuclear Oeneratlnn Station 
ReguBsts temporary change in facility reguali Plcation 
program: discontinue regual If icatlon classes during refueling 
shutdown to increase time for 5th rotation of training from 


tuio to four days. t< schedule exam for 790226. 






•tea y/s t 




7902260233 DOCKET 50-266 Point Beach Nuclear Plant. Unit I 
Forwards summary of PWR purging D venting experiences. 
SEVFRIT.K.V. Region 4. Dallas. Office of the Director. 
4pp. 


74/09/03. 


7902280365 OOCHET 50-266 Point Beach Nuclear Plant. Unit 1 
As followup to NfiC 761115 reguest for submittal of Offsite 
Dose Calculatiprt Manual for approval, foruards guidelines for 
general contents of manual 

GRIMES. B.K. Assistant Director for Engineers t Projects. 
79/01/ia. 5pp. 


7902020259 DOCKET 50-266 Point Beach Nuclear Plant. Unit I 
Forwards updates 8< revisions to prevlnusly submitted info 
re applications for amends to Licenses DPR-24 J< DPR-27. 
Amends seek mod of spent fuel storage D handling facilities, 
DURSTEIN. S Wisconsin Electric Power Co. 79/01/29. 7pp, 


7902060223 DOCKET 50-267 Fort St. Vrain Nuclear Oenerating Station 
Requests NRC issue release to install teat fuel elements 
immediately due to March. 1979 refueling schedul e. Submit s 
info re modified fool post-irradiation examination (PIE) 


program. Util is aware of requirements^ for^PIE. 




TO //M 


7902020169 DOCKET 50-267 Fort St. Vrain Nuclear Generating Station 
Notifies NRC that 6 of 37 fuel regions will be replaced. 

Tests show that operation of core for op to 200 effective 
full power days is aeeep tabl e. Revi sad base reactivity curve 
for extended cycle will he forwarded after refueling. 

FULLER. J.K. Public Service Co. of Colorado. 79/01/25. Ip. 


7902010157 DOCKET 50-267 Fort St. Vrain Nuclear Generating 
Forwards Amend 3 to fuel test element BAR. 

FULLER. J.K, Public Service Co. of Colorado. 79/01/26, 


Station 

3pp. 


7902060204 DOCKET 50-266 Point Deaeh Nuclear Plant, Unit 1 
Forwards Tech Spec Change Request 54 re acceleration 
spectrum versus frequency curve for spent fuel pool in 
response to 790126 b 790129 phone requests. W/eticl graph. 
BURSTEINfS. Wisconsin Electric Power Co. 79/01/30. 2pp. 


7902010160 DOCKET 50-267 Fort St. Vrain Nuclear Generating Station 
Amend 3 to fuel test element SAR which covers effects of 
extended Cycle 2 core operation on fuel test elements. 

• Public Service Co. of Colorado. 79/01/26. 62PP, 


7902090340 DOCKET 50-266 Point Beach Nuclear Plant, Unit 1 
Submits mod to Tech Spec Change Request 54 re addl 
restrictions on movement of heavy loods b operation of 
auiillary bldg crane over spent fuel stored in fuel pool. 
BURSTEINtS. Wisconsin Electric Power Co. 79/02/07. 9pp 


7902020254 DOCKET 50-267 Fort Bt. Vrain Nuclear Oenarating Station 
Proposes Tech Spec change for POX graphite survelllanco 
program. Change involves installation of specimens in five 
bottom transition reflector elements of core, then subjecting 
them to nondestructive test, 

MILLEN. C. K. Public Service Co. of Colorado. 79/01/26. 17pp. 


7902260101 DOCKET 50-266 Poinl Beach Nuclear Plant, Unit I 
Forwards IE Insp Repts 50-266/78-24 b 50-301/70-25 on 

7Biail-l5.No noncomplianCB noted. .. . e .. 
FIDRELLI.O. Region 3, Chicago. Reactor Operations Nuclear Support 
Sranch. 79/01/12. 2pp. 


7902010060 DOCKET 50-267 Fort St. Vrain Nuclear Generating Station 
Forwards ropt "Fluctuation Events of 781104 b 7B1212i 
Evaluation b Resultant Revisions to Normal b Test Operating 
Procodurds”. 

FULLER, J.K. Public Service Co. of Colorado. 79/01/29. 2pp. 


7902260104 DOCKET SO-266 Point Beach Nuclear Plant, Unit t 
IE Insp Repts 30-266/70-24 b 5O-3OT/70-25 on 761211-15. No 
noncompliance noted. Major areas inspec ted: p lant operatlonsi 
cloanineSBi review b aud 1 1, survei llance testing, nonroutine 
followup. IE circular followup, b independent Insp. 

CHOULES, N, C. , WARNICK.R.F, Region 3, Chicago, Reactor 

Operations Nuclear Support Branch. 79/Ol/OB, 6pp. 


7902010080 DOCKET 30-267 Fort 5t. Vrain Nuclear Generating Station 
"Fluctuation Events of 701104 b 701212, Evaluation b 
Resultant Revisions to Normal b Test Operating Procedures. " 
Describes event resulting from RT-500 test, compares ail 
fluctuation events b provides revised RT-300 procedure. 

* Public Service Co. of Colorado, 79/01/29. 180pp. 


7902150466 DOCKET 50-266 Point Beach Nuclear Plant. Unit 1 
Act receipt of 790116 Itr informing NRC of steps token to 
correct violation identified In NRC 781226 Itr, 

KEPPLER, J. 0. Region 3j Chicago. Office of the Director, 
ip. 


79/01/30. 


7908120UO DOCKET 50-266 Point Beach Nuclear Plant. Unit 1 
Forwards IE Info Notice 79 - 01 , "Dergen-Paterson Hydraulic 
Shock b Sway Arrestors iHSSA), . 

KEPPLER, J. 0. Region 3. Chicago. Office of the Director, 
ip. 


79/02/02. 


7908120196 DOCKET 50-266 Point Deaeh Nuclear Plant. Unit I 
Responds to NRC 781204 request for addl info re proposed 
inservlce insp b testing program. Deals w/reaetor vessel 
noiile-to-shell welds, integrally welded supports. Interior 
clad surfaces b branch pipe connection welds. 

DURSTEIN, B. Wisconsin Electric Power Co. 79/02/06. 9pp. 


7902210204 DOCKET SO-266 Point Deaeh Nuclear Plant. Unit 1 
Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment." H/list of 11 systematic evaluation program 
plakits for which no action is required, 

KEPPLER. J, 0. Region 3. Chicago. Office of the Director. 
IP- 


79/02/09. 


7902270371 DOCKET 50-266 Point Beach Nuclear Plant, Unit i 
Forwards IE Info Notice 79-03, "Liml torque Valve Geared 
Limit Switch Lubricant."’ 

KEPPLER. J.O. Region 3. Chicago. Office of the Director, 
ip. 


79/02/09, 


7902140120 DOCKET 50-266 Point Beach Nuclear Plant, Unit 1 
Forwards monthly operating rept for Jan 1979, 

DURSTEIN* B. Wisconsin Electric Power Co. 79/02/08. ip. 


7902140121 DOCKET SO-266 Point Beach Nuclear Plant, Unit t 
Monthly operating rept for Jan 1979. 

* Wisconsin Electric Power Co. 79/02/05. Spp. 


7902060273 DOCKET 30-267 Fort 8t. Vrain Nuclear Generating Station 
Informs NRC requested info was forwarded on 790117. 

FULLER. J.K. Public Service Co, of Colorado. 79/01/29. Ip. 

7902060176 DOCKET 50-267 Fort St. Vrain Nuclear Oenerating Station 
Responds to Item 7 of 790110 request for addl info re 
continued reactor operation in nonf luctuatlng mode. Control 
effected by ordering limiting conditions for operation in 
terms of delta P, core resistance b fluctuations. 

FULLER, J.K. Public Service Co. of Colorado. 79/01/30. 3pp. 


7902080203 DOCKET 50-267 Fort St. Vreln Nuclear Generating Station 
Forwards general insp plan for inspecting Region 35 during 
upcoming refueling outage. Despite 701104 flue tuation. there 
are no plans for addl detailed insp of regions other than 
OS.Regions 5, 10. 17i2i b 2S will bo refueled during outage. 

FULLER. J.K. Public Service Co. of Colorado. 79/01/30. 9pp. 


7902130180 DOCKET 50-267 Fort St. Vrain Nuclear Oenerating Station 
Forwards corrections to Table 3.3.1 of L888 3; figure 7. 1. 8» 

Mgt Organization Chart b Bfi 5. 2. 23. POX Graphite 
Surveillance, *> 

WAREMDDURO, 0. Public Service Co. of Colorado. 79/02/05. Spp. 


7902140093 DOCKET 50-267 Fort St. Vrain Nuclear Generating Station 
Responds to 790110 request for addl info on H-451 graphite, 
info concerns stress 1 1ml ts. strain behavior, e lar If leation of 
previously submitted data b cesium transport. 

WSSSMAN.O. L. General Atomic Co. (sobs, of Gulf Oil Corp. ). 
79/02/06. 12pp. 


7902210221 DOCKET 50-267 Fort Bt. Vrain Nuclear Oenerating Btetion 
Forwards Addendum 1 to HTOR preliminary safety evaluation b 
environ info document. Describes proposed commercial gas 
turbine plant using helium turbine power conversion sys. 
safe ty. 1 i c ans tng b environ considerations. 

TURNERiR.F. Gonoral Atomic Co. (subs, of Gulf Oil Corp. 1 
30pp. 


79/02/14. 


7902270292 DOCKET 50-267 Fort 9t, Vrain Nuclear Generating Btetion 
Forwards response to NRC 790205 request for addl info re 
H-451 graphite. Expects NfiC to complete review by 790331. 
WESBMANrO, L. General Atomic Co. (subs, of Gulf Oil Corp. >. 
79/02/15. 3pp. 



DOCKETED ITEMS 


7903010303 DOCKET 80-367 Fort 8t. V.rain Nuclear Oeneratlng Station 
Foriiiardi IE Circular 79-03t "Fal lure of 120 Volt Vital AC 
Power Supp 1 ie». " 

SEYFRITjK.V. Region A, Dallasi Office of the Director, 79/01/16 
7pp. ‘ 


7902060191 DOCKET 30-267 Fort 8t. Vrain Nuclear Generating Station 
Iniervlce Inep of concrete helium permeabllltg & liner 
corrotlon eurvelUance will be delaged until second 
refueling outage. 

HAREMBOUnOi D. Public Service Co. of Colorado. 79/01/26. Ip. 


79032S0191 DOCKET SO-267 Fort St. Vrain Nuclear Oeneratlng Station 
Forwerdi IE Info Notice 79-01. "Bergen-Paterson Hydraulic 
Shock t< Suag Arrestors (H68A). " 

BEYFRIT.K.V. Region 4. Dallas. Office of the Director, 79/02/02. 

Ip. 
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7902090332 DOCKET 30-267 Fort St. Vrain Nuclear Ocnerating Station 
LEfi 7S-037/03X-1 on 701209: core average outlet temp greater 
than 1.200 Fi prlmarg coolant accidents greater than 10. 0 
parts per million bg vol. Updates rept to correct “D 
ret irculator" to "B recovery compressor." 

OAHM. J. H, Public Service Co. of Colorado. 79/02/01, Ip. 


7902130142 DOCKET 30-267 Fort St. Vrain Nuclear Generating Station 
Forwards LER 7e-036/03L-l . 

HAREMDOURO. D, Public Service Co. of Colorado. 79/'02/06. Ip. 


7902130143 DOCKET SO-267 Fort St. Vroin Nuclear Oeneratlng Station 
LER 70-O36/O3L-1 on 701 129: one engine of two driving single 
emergency generator failed to start b mag have failed to 
declutch from generator. thus rendering generator lnoperabl« 
for two days. No cause Identified. 

OAHM. J. H. Public Service Co. of Colorado. 79/02/0-6. 3pp. 


7902200009 DOCKET 50-267 Fort St. Vrain Nuclear Generating Station 
Responds to NRC 790113 b 0122 Itrs requesting info on 
InservicB Insp & Tech Spec surveillance planned for upcoming 
rafuellng outage. Forwards list of surveillances planned. 

Confirms three surveillance which will not be performed. 

FULLER. J. K. Public Service Co. of Colorado. 79/02/07, 5pp. 


7902280457 DOCKET 50-267 Fort St. Vrain Nuclear Generating Station 
Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment." W/list of 11 systematic evaluation program 
plants for which no action is required. 

SEYFRIT. K. V. Region 4. Dallas. Office of the Director. 79/02/08 
Ip. 


7902200024 DOCKET 50-267 Fort St. Vrain Nuclear Generating Station 
Forwards IE Info Notice 79-03. "Limltorquo Valve Geared 
Limit Switch Lubricant." 

SEYFRIT. K. V. Region 4. Oallas. Office of th.e Director. 79/02/09 

tp. 


7902130080 DOCKET 50-267 Fort 8t. Vrain Nuclear Generating Station 
Forwards monthly operating rept for Jan 1979, 

HARENDOUno. D. Public Service Co. of Colorado. 79/02/07. ip. 


7902130009 DOCKET 80-267 Fort Bt. Vrain Nuclear Generating Station 
Monthlg operating rept for Jan 1979. 

OAHN. J, W. Public Service Co. of Colorado. 79/02/01, Spp. 


7902220029 DOCKET 30-267 Fort St. Vrain Nuclear Generating Station 
Forwards monthly operating rept for Jan 1979. 

WAREMDOUflO, D. Public Service Co. of Colorado. 79/02/09. Ip. 


7902220042 DOCKET 50-267 Fort St. Vrain Nuclear Generating Station 
Forwards LER 70-OO3/O3X-2. 

HAREHBOURO. D. Public Service Co. of Colorado. 79/02/12, Ip, 


7902220047 DOCKET 80-267 Fnrt Bt, Vrain Nuclear Conoratlng Station 
LER 7B-005/03X-2 on 701211: malfunctions in lA. IC 1. ID 
circulator speed measurement, Caused loss of circulator high 
speed si gnals. Caused bg loss of high speed circulator trip. 
Redundant sgs available.. * 

OAHM. J. H, Public Borvice Co. of Colorodo, 79/02/12. Spp. 


7902220119 DOCKET 80-269 Oconee Nuclear Btotioni Unit 1 

Informs that TRADOC Pamphlet 380-30. "intorservice Procedures 
for Instructional Bgs Development" referonced in NUnE0-0ai9 
Is available In microfiche form from NRC. 

BESAWi W. J. Division of Document Control. 79/01/09, 2pp. 


7902200060 DOCKET 50-269 Oconee Nuclear Btatlon. Unit 1 

Forwards modified amended security p Ian. Rovl sion 3. Eipiains 
chronology of rovl s i ons. Deto t Is withheld Jref 10C;FR2, 790) , 
PARKERiH, 0, Duke Power Co. 79/02/14, Ip. 


7902260392 DOCKET 50-269 Oconee Nuclear Station. Unit I 

Forwards copies of itr of implementation for seciirlly plori 
Plan withhold (ref 10CFR2, 790), 

PARKER.H.O, Duke Power Co. 79/02/21. Ip. 


7902260233 DOCKET 50-269 Oconee Nuclear Btatlan. Unit 1 
Forwards summary of PWR purging ?< venting experlvnces 
SEYFRlTiK. V. Region 4, Dallas. Office of the Director 74/09/03. 
4pp. 


7902220037 DOCKET 50-267 Fort Bt. Vrain Nuclear Generating Station 
Monthly oparatlng rept for Jan 1979. 

OAHM. J. W. Public Service Co. of Colorado. 79/02/01. 7pp. 


7902260303 DOCKET 50-267 Fort Bt. Vrain Nuclear Oanerating Station 
Forwards ninth startup rept. cover Ing 700822-701122, 

WAREMBOURO. D. Public Service Co. of Colorado. 79/02/20, Spp. 


7902270402 DOCKET 50-267 Fort Bt. Vroin Nuclear Generating Station 
Startup Test 9 for period 700022 through 701122. Since NRC 
has not autheriied operation at power leveli in excess of 
70Kt no further power tests were performed during period, 
a Public Service Co. of Colorado. 79/02/20, 2pp. 


7902270357 DOCKET 50-267 Fort St. Vrain Nuclear Generating Station 
Forwards "Semi-Annual Effluent Rept." for July-Dee 197a. 
WAREMBOURO. D, W. Public Service Co. of Colorado. 79/02/21. IP, 


7902270366 DOCKET 50-267 Fort St. Vrain Nuclear Generating Station 
"Semi-Annual Effluent Rept" for July-Dee 197B. 

• Public Service Co. of Colorado. 79/02/27. 33pp, 


7902280367 DOCKET 50-267 Fort Ot. Vrain Nuclear Oeneratlng Station 
Forwards "Ecological Monitoring Progress Repl.Jul-Dec 1970." 
aWARTiF. E. Public Service Co, of Colorado. 79/02/23, Ip, 


7902280369 DOCKET 50-267 Fort 0t, Vrain Nuclear Generating Station 
"Ecological Monitoring Progreis Rept.Jul 1.1978-Dee 31, 

1970. " 

GLOVER. F. A. , HOLMES. H. Public Service Co. of Colorado. 78/12/30. 
12Spp, 


7902090302 DOCKET 30-267 Fort 8t, Vrain Nuclear Oeneratlng Station 
Forwards LER 7B~037/03X-1, 

WAREMBOURO. D. Public aervice Co. of Colorado. 79/02/01. 4pp. 


7902010178 DOCKET 50-269 Oconee Nuclear Station. Unit 1 

"B8<W 177 Fuel Assembly Owner's Group Asymmetric LQCA Loads 
Evaluation Program, Phase 2," Evaluated c ompotionto Include: 
reactor pressure vessel, fuel assombl i es, c ontrol rod drives f< 
core flooding piping. 

» Florida Power Corp. 70/10/10, 9pp, 


7902020200 DOCKET 50-269 Oeonoo Nuclear Station. Unit t 
Forwards request for relief from ASHE Code Section IX 
requirements. Asserts performance of hydrostatic tost on 
feedwater header, downstreom of last (leader leolablon valves 
before steam generator, would bo impractl e al, W/drnwing s. 
PARKERiH. 0. Duke Power Co, 79/01/26. Spp, 


7902000220 DOCKET 30-269 Oebneo Nuclear Station. Unit 1 
Forwards proposed amend to Tech Specs re Increasing spent 
fuel itorage capacity in spent fuel pool shared by Units I li 

PARKER# W.D. Duke Power Co. 79/02/02. A5pp. 


7902220057 DOCKET 80-269 Oconee Nuclear Station, Unit 1 
Responds to NRC 701115 Hr requesting proposed Tech Bpoes 
for radiological effluent control li Offsite Dose Caleulallon 
Manual. Plans to submit proposals by 790330. 

PARKER, W.O, Duke Power Co, 79/02/12. Ip. 


790215042B DOCKET 50-269 Oconee Nuclear Station. Unit I 
Ack receipt of IE insp Repts 50-269/70-38. 30-270/70-33 L 
80-207/70-33 on 70121 1-14. No proprietary Info. 

PARKER, W, 0. Duke Power Co. 79/01/29, ip. 


7902150431 DOCKET 30-269 Oconee Nuclear Ctatlen, Unit I 
Forwards IE Insp Repts 30-269/70-35,50-270/70-33 t< 

50-287/70-33. No noncompliance noted. 

LONG. F, J. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 79/01/10, 2pp, 



DOCKETED ITEMS 


7902150437 DOCKET 50-269 Oconee Nuclear Statlani Unit 1 
IE Insp Repbs 50-269/78-35,50-270/70-33 << 50-207/78-35 an 
78121 1-14, No noncanp 1 iance noted. Ma/or oreas inspected: 
licensee event repts, visual insp of snub b ers, hcuseleep i ng 
b cleanliness of reactor bldgs. 

JAP£,F. i DRQOKS, E. H. , 0Et47S, R. C. Region 2, Atlanta, Reactor 

Operations Nuclear Support Branch. 79/01/17, 5pp. 


79022BC042 DOCKET 50-269 Oconee Nuclear Station, Unit 1 
Ack receipt of IE Insp Repts 50-269/70-30,50-270/73-36 t< 
50-2B7/7B-38 on 791219-29. No praprletary info. 

PARKER, W.D. Duke Power Co. 79/01/29. Ip. 


7902280049 DOCKET 50-269 Oconee Nuclear Station, Unit 1 
Forwards IE Insp Repts 50-269/78-38,50-270/78-36 1, 
50-287/78-39 Nn n one omp 1 lane e noted 

LEWIS, R. C. Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch. 79/01/22. 2pp, 


7902270396 DOCKET 30-26? Oconee Nuclear Station, Unit 1 
Forwards LER 79-007/01T-0. 

PARKER. W.O, Duke Power Co. 79/02/22. Ip, 


7902270401 DOCKET 30-269 Oconee Nuclear Station, Unit 1 
LER 79-007/01T— 0 on 790208: Unit 2 was removed from sve for 
maint (i Tech Specs required Unit 1 operability to be 
verified every 8-hiuhich was not done until 10 minutes past 
B-h limit. Caused by personnel failure. 

LEWIS, S.R. Duke Power Co. 79/02/22, 2pp. 


7902220119 DOCKET 50-270 Oconee Nuclear Station, Unit 2 

Informs that TRADOC Pamphlet 330-30, '’Interservico Procedures 
for Instructi onal Sys Development" referenced in NUREO-0219 
is available in microfiche form from NRC. 

BEBAW, W, J, Division of Document Control. 79/01/09. 2pp, 


7902280057 DOCKET 50-269 Oconee Nuclear Station, Unit I 
IE Insp Repts 50-269/78-38,50-270/78-36 t, 50-287/78-38 on 
701218-29, No none ompliancB notod. Major areas inspected: 
plant opera ti onsi maint ti LER follewup. 

JAPE.F. , LEWIS, R.C, Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch. 79/01/19. 4pp, 


7908290257 DOCKET 50-869 Oconee Nuclear Station, Unit 1 
Forwards IE Info Notice 79-01, "Hergen-PaterBon Hydraulic 
Shock 8i Sway Arrestors (HSSAl, " 

Q'flEILLY, J. P, Region 2, Atlanta, Office of the Director 
79/02/02, 9pp. 


790212QS26 DOCKET 50-269 Oconee Nuclear Station, Unit 1 

Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment. " 

Q^REILLY. 0. P. Region 2, Atlanta, Office of the Director 
79/02/05. ?pp. 


7902210175 DOCKET 50-269 Oconee Nuclear Station, Unit 1 

Forwards JE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment." W/llst of 13 systematic evaluation program 
plants for which no action Is required. 

□ 'REILLY, J. P , Region 3, Atlanta, QFficp of the Director 
79/02/08. 2pp, 


7902280098 DOCKET 50-269 Oconee Nuclear Station, Unit 1 
Forwards IE Info Notice 79-03, "Linltorque Valve Seared 
Limit Switch Lubricant. '' 

O'REILLY, d. P. Region 2, Atlanta, Office of the Director 
79/02/09. 2pp. 


7902060186 DOCKET 50-269 Oconee Nuclear Station, Unit 1 
Forwards LER 79-001 /03L-0, 

PARKER, M.O Duke Power Co, 79/02/02 3pp. 


7902060186 DOCKET 50-269 Oconee Nuclear Station, Unit 1 

LER 79-001/03L-0 an 790 1 02: re at tor protection sys Channel C 
Loop A flow transmitter inditated high. Caused by 
malfunctioning amplifier In tr ansml 1 1 er. Amp 1 i Fier replaced, 
LEWIS, S. R, Duke Power Co 79/02/02. Ip. 


7902060207 DOCKET 50-269 Oconee Nuclear Station, Unit I 
Forwards LER 79-002/03L-0, 

PARKER, W.O. Duke Power Co. 79/02/02. Ip, 


7902200068 03CKET 90-270 Oconee Nuclear Station, Unit 3 

Forwards modified amended security p Ian, Revi sion 3. Explains 
chronology of revisions. Detai Is withheld (ref 10CFR2. 790). 
PARKER, W.O. Duka Power Co. 79/02/14. Ip. 


7902260392 DOCKET 50-270 Oconee Nuclear Station, Unit 2 

Forwards copies of Itr of implementation for security plan. 
Plan withheld (ref 10CFR2. 790), 

PARKER, W.O. Duka Power Co, 79/02/21. Ip. 


7902260833 DOCKET 30-270 Oconee Nuclear Station, Unit 8 
Forwards summary of PWR purging 8, venting experiences. 

SEYFRITiK. V, Region 4, Dallas, Office of the Director. 74/09/03, 
4pp. 


7902010170 DOCKET 50-270 Oconee Nuclear Station, Unit 8 
"B!,W 177 Fuel Assembly Owner's Group Asymmetric LOCA Loads 
Evaluation Program, Phase' 2. " Evaluated components include: 
reactor pressure vessel, fuel assemb H es, con trol rod drives & 
core flooding piping. 

* Florida Power Corp. 78/10/10. 9pp, 


7902020200 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
Forwards request for relief from ASME Code Section IX 
requirements. Asserts performance of hydrostatic test on 
feedwater head er, downs tream of last header isolation valves 
before steam g enerator, would be inprac t leal . W/drawlngs. 
PARKER, W.O. Duke Power Co. 79/01/26. 5pp, 


7902080228 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
Forwards proposed amend to Tech Specs re increasing spent 
fuel storage capacity in spent fuel pool shared by Units i & 
2 . 

PARKER, 14. 0. Duke Power Co. 79/08/02. 65pp. 


7902220059 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
Responds to NRC 761115 Itr requesting proposed Tech Specs 
for radiological effluent control S< Offsite Dose Calculation 
Manual. Plans to submit proposals by 790330. 

PARKER, W. 0. Duke Power Co. 79/02/18. Ip. 


, rws., wL,v.nc;. I 


Ack receipt of IE Insp Repts 50-269/70-35, S0-270/7I 
50-207/70-35 on 76121 1-14. No proprietary info. 
PARKER, W, 0. Duke Power Co, 79/01/29, Ip, 


2 

33 tc 


7902060291 DOCKET 50-869 Oconee Nuclear Station, Unit t 
LER 79— 002/03L— 0 on 790 103: hyd raul i c suppressor 
1-01A-1-1-0-401A-H43 was discovered to have rotated so that 
reservoir was on b ot tom. Func t i onal testing determined 
suppressor to be op crab 1 e. Cause unknown. 

LEWIS, S. R. Duke Rower Co. 79/02/02. 2pp 


7902140159 DOCKET 50-269 Oconee Nuclear Station, Unit 1 
Forwards LER 79-00’3/03L-0 

PARKER. W.O. Duke Power Co, 79/02/08. Ip, 


7902140164 DOCKET 30-269 Oconee Nuclear Station, Unit 1 
LER 79-003/03L-0 on 790109 : s t ata 1 a rm 1703/15 indicated 
possible fire In reactor bldg but no smoke or fire 
discovered, Caused by possible electrical malfunction in one 
of It fire detectors in reactor bldg. 

LEWIS, B. R, Duke Power Co. 79/02/00. 2pp. 


uuuiiwc ivuciear avacion, unit 3 

Forwards IE Insp Repts 50-269/78-35, 50-270/70-33 L 
30-287/70-35. No noneompl lance noted. 

LONG, F, J. Reg i on 2 , Atlanta, Reactor Operations Nuclear Support 
□ranch. 79/01/18 2pp, 


7902150437 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
IE Insp Repts 50-269/78-35,50-270/70-33 !< 50-207/70-35 on 
781211-14. No noncompliance noted. Major areas inspected: 
licensee^ event repts, visual insp of snubbers, housekeeping 
{< cleanliness of reactor bldgs. 

nnof'fi' ' DEWIS, R.C. Region 2, Atlanta, Reactor 

Operations Nuclear Support Branch, 79/01/17. 5pp, 


7902280042 DOCKET 50-270 Oconee 
Ack receipt of IE Insp Repts 
50-287/70-38 on 791218-29. No 
PARKER, W.O, Duke Power Co. 


Nuclear Station, Unit 2 
50-269/78-30, SO-270/78-36 
proprietary info. 

79/01/29. ip. 


U 


7902270295 DOCKET 50-269 Oconee Nuclear Station, Unit I 
Forwards LER 79-005 /03L-0, 

PARKER.M. 0. Duke Power Co. 79/02/21. Ip. 


7902270296 DOCKET 50-269 Oconee Nuclear Station, Unit 1 

LER 79-005/03L-0 on 790122. control rod driveline DC holding 
power supply breaker failed to trip during on-line tests 
Caused by mechanical linkage not operating correc t ly. Ml nor 
adjustments being mad# to trip mechanism. 

LEWIS, S.R. Duke Power Co, 79/02/21 3bo 


/-.vEcauvsT uutKtT 30-270 Qconei 


J Ti. . _ Dsation, unit 3 

50-269/70-38,50-270/70-36 I< 
50-207/78-38. No noncompliance noted. 

u 2, Atlanta, Reactor Operations Nuclear 

Support Branch, 79/01/22, 2 pp 



DOCKETED ITEMS 


7902200097 DOCKET 80-270 Ocon»e Nuclear Station, Unit 2 
tE In»p Rapt* 80-269/70-36. 50-270/7B-36 «c 50-207/70-30 on 
701218-29, No noncompllanc# notad. Major aress tnapectad; 
plant oparat 1 on*, ma Int & LER Pollouup. 

JAPEi F. . LEWIS. R.C. Region 2. Atlanta, Reactor Oparatlons 

Nuclear Support Branch. 79/01/19, 4pp. 


7902200287 DOCKET 50-27-0 Oconee Nuclear Station. Unit 2 
Foruardi IE Info Notice 79-01 . “Derg en-Pater»on Hydraulic 
Shock (< Swag Arrettor* (MESA)." 

O'REILLY. J. P. Region 2. Atla-nta. Office of the Director, 
79/02/02. 8pp. 


7902120226 DOCKET 90-270 Oconee Nuclear Station. Unit 2 

FoTWardi JE Bulletin 79-01. “Environ Oua 1 1 f i cat Ion of Class 
IE Eoulpment. " 

O'REILLY, d. P. Region 2. Atlanta. Office of the Director, 
79/02/05, 2pp. 

7902210175 DOCKET 50-270 Oconee Nuclear Station. Unit 2 

Foraavdi IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment." W/llst of 11 sgstematic evaluation program 
plant* for which no action is required. 

O'REILLY. J. P. Region 2. Atla-nta. Office of the Director. 
79/02/00. 2pp. 

7902280098 DOCKET 50-270 Oconee Nuclear Station, Unit 2 
Foruierds IE Info Notice 79-03. "Limitorque Valve Geared 
Limit Switch Lubricant. " 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/02/09. 2pp. 

7902090121 DOCKET 80-270 Deoneo Nuclear Station. Unit 2 
Forward* LER 78-014/03L-0. 

PARKER. W.O. Duke Power Co. 79/01/30. 2pp. 


7902030124 DOCKET 90-270 Oconee Nuclear Statio-n. Unit 2 

LER 7e-014/03L-0 on 7B1230: during power escalat ion. coolant 
«g« leakage In #«ees« of 1 gpm was noted. Leak resulted from 
packing on pressurlier sprag control bgpass valve SRC-a, 
Vatva backseated to halt leakage. 

LEMIfl.a, R. Duke Power Co. 79/01/30. Ip. 


7902260477 DOCKET 90-270 Oconee Nuclaar Station. Unit 2 
Forward* LER 79-001 /03L-0. 

PARKER. W.O. Duke Power Co. 79/02/19, Ip. 


790214021B DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Forward* binders t< sets of divider tabs for use w/NED0-2lBBa 
“Mark 1 Containment Program Load Definition Rept, “ 

BODDN.L. J. General Electric Co. .Nuclear Energy Products Div. 
79/Ol/OB, app. 

79O220O3BS DOCKET 50-271 Vermont Yankee Nuclear Power Sta-tion 
A* follow-up to NftC 701115 request for util submittal o-f 
Offsite Dose Calculation Manual for NRC approval, forwards 
guidelines for general contents of manual. 

GRIMES, D.K Assistant Director for Engineers L Projects, 

79/01/18, 9pp. 


7902000047 DOCKET 90-271 Vermont Yankee Nuclear Power Station 
Forwards Amend 49 to License DPR-2a, saf o ty evaluation ?. 
notice of Issuance. 

IPPOLITO, T. A, Operating Reactors Drench 3, 79/01/19. 3pp. 


79020B004D DUCKET 90-271 Vermont Yankee Nuclear Power Station 
Amend 49 to License DPR-2a. e hang i ng Tech Specs for standby 
g»B treatment sys. 

IPPOLITO. T. A, Operating Reactors Qronch 3. 79/01/19 6pp 


79020a0033 DOCKET 80-2/1 Vermont Yankee Nuclear Power Station 
Safety evaluation supporting Amend 49 to DPn-28. Cone ludes no 
environ statement need be prepared. 

* Office of Nuclear Reactor Regulation. 79/01/19. 5pp, 


7902000059 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Notice of issuance of Amend 49 to License DPR-28, 

IPPOLITO. T, A. Operating Reactors Branch 3. 79/01/19. 2pp 


7902220257 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Responds to 790111 request fur review of paper "Vent 
Clearing During Simulated LOCA in a Mark I DHR 
Presaure-Suppress 1 o-n Sys " Recommends paper be accepted for 
pub I Ication. 

GRIMES, C. Plant Systems Branch, 79/01/31. 2pp. 


7902000195 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Submit* Dec 1970 program activity rev i eui. compr i sed of info 
from selected sections of rnonthlg rep t, w/sectlan on contract 
t( billing status removed. Lists meetings held & provides 
lask-by-task activity summary, 

BOSON, L, J. Go-neral Electric Co. .Nuclear Energy Products Div. 
79/02/05. 1 0pp. 


7902260499 DOCKET 90-270 Oconee Nuclear Station, Unit 2 

LER 79-001/03L-0 on 7901 1 0: eng ineered safeguards Channel C 
reactor bldg narrow range pressure transmitter out of calibr 
In noneonservatlve direction on three occasion*. No cause 
found. Tran* ml t ter amp lifter replaced. 

LEWIS, B.R. Duke Power Co. 79/02/19. 3PP. 


7902140277 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Forwards iuppo-rting info for OE 1600 series cask L transport 
mechanism Requests NRC concur w/ropt J, permit use of cask L 
lifting device w/prev I ous J g approved crane. Submits Class III 
fee under protest of illegality. 

onoce, R.H. Vermont Yankee Nuclear Power Corp. 79/02/09. 2pp. 


7902270396 DOCKET 90-270 Oconee Nuclear Station, Unit 2 
Forward* LER 79-007/01T~0. 

PARKER, W.O. Duke Power Co. 79/02/22. Ip. 


7902270401 DOCKET 90-270 Oconee Nuclear Station. Unit 2 

LER 79-007/01T-0 on 790208; Unit 2 was removed from sve for 
malnt L Tech Specs required Unit 1 operability to be 
verified every 8-h, which was not done until 10 minutes past 
0-h limit. Caused by personnel failure. 

LEWIB.S. R. Duke Power Co. 79/02/22. 2pp. 


7902140279 DOCKET 50-271 Vermont Yankoq Nucloar Power Station 
"Cask Rigging Analysis 1600 Series Cask w/Redundanl Ears “ 

E* tro-conserva 1 1 ve analysis conclude* cosk rigging is 
adequate to handle applied load. 

DENNISON. D. K Vermont Yankee 'Nuclear Power Corp, 79/01/24. 32pp 


7902200044 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Submits proposed Change 70 to App A of License DPn-2a re 
waste disposal sys. Also forwards draft Offsite Dose 
Calculation Manual for review. 

VANDENRUROH, D. E Vermont Yankee Nuclear Power Corp, 79/02/13. 62pp 


7902220119 DOCKET 90-271 Vermont Yankee Nuclear Power Station 
Inform* that TRADOC Pamphlet 350-30. "Interservice Procedures 
for Inttructional Sy* Development" referenced In NUREG-0219 
is available In microfiche form from NRC. 

0E8AW, W. J. Division of Document Control. 79/01/09. 2pp. 


79022.10264 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Util has seven limit twitches inside containment that do not 
meet environ qualification crl t er la, Sul t ches are either 
Namco Models SL-3Ct1-7l or SL-3C-I 1 1 . Three provide input to 
reactor protection ays. 

MOODY, D.E. Vermont Yankee Nuclear Power Corp. 79/02/14. 2pp. 


7902260471 DOCKET 90-271 Vermont Vankee Nuclear Power Station 
Forward* staff'* review of modified security p Ian. No tif ies 
utllltie* of untati *f ae tory provision*. Enc losure withhold 
(re# 10CFR2. 790). 

IFPOLITO, T. A. Operating Reactors Branch 3. 79/02/00 2pp. 


7902260463 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Forward* Bupp! I to proposed Change 74, Tech Specs App B re 
water quality limits tc surveillance requirements. 

VOHNSONjW. P. Vermont Yankeo Nuclear Power Corp 79/02/23. 42pp. 


7902210803 DOCKET 80-271 Vermont Yankee Nuclear Power Station 
Forward* revised Page B6 of mod security plan «< new title 
page, Enel withheld Iref 10CFR2. 7901. 

MOODY. D, E. Vermont Yankee Nuclear Power Corp. 79/02/12. Ip. 


7908090819 DOCKET 90-271 Vermont Yankee Nuclear Power Station 
Forwards Endorsement 4B to NELIA Policy NF-ia9 for calendar 
year 1979. 

CAREY. W.W. Vermont Yankee Nuclear Power Corp. 79/08/06. 2pp. 


7908260343 DOCKET 90-271 Vermont Yankee Nuclear Pnwer Station 
Forward* lleensoes responses re BWR purging L venting. 

DRUNNER.E.J. Region 1. Philadelphia, Rear tor Op orat Ions Nuc lean 

Support Branch. 76/05/12. 3pp. 


7902010280 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Forward* IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies. " 

GRIER. D.H. Region I, Philadelphia. Office of the Director. 
79/01/16. Bpp, 


7902020243 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Propose* change to Inservice insp ti tes t. incorporating Tech 
Spec surveillance requirements por NRC 760428 request. 

Changes resolve conflict between pre&onl Tech Specs It 1974 
edition of ASME Bection XI. 

VANDENDUflOH. D, Vermont Yankee Nuclear Power Corp 79/01/30 37pp. 
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7902130033 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Forwards IE Info Notice 79-0 1 . ’Cer g en-Pa terson Hydraulic 
Shock l< Suay Arrestors (HSSA). " 

5'^' fiesion 1 , Ph i lade Iph la- Office of the Director 
79/027 02 4pp 

7902230507 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Forwards IE Oulletin 79-01. "Environ Qualification of Class 
IE Equipment •• W/Iist of II systematic evaluation prooram 
plants for which no action is required 

79/02/08^ IP ’■ P''*‘a‘JflP''ia. Office of the Director. 


7902200050 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Forwards monthly operating rept for Jan 1979, 

MOODY. D E, Vermont Yankee Nuclear Power Corp. 79/02/12. Ip. 

7902200051 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Monthly operating rept for Jan 1979. 

SJOORENi R. H Vermont Yankee Nuclear Power Corp 79/02/12, 6 pp 

7902130131 DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Forwards LER 79-001 /O3L-0. 

CONHAY. W F. Vermont Yankee Nuclear Power Corp, 79/02/08, Ip. 

docket 50-271 Vermont Yankee Nuclear Power Station 
LER 79-001/03L-0 on 7901 10: dor i ng normal operation «, rootine 
maint.leak was noted adjacent to flange on reactor water 
cleanup sys suction piping, Cause unknown. 

CONWAY. H,F. Vermont Yankee Nuclear Power Corp 79/02/06. 2pp. 

790227040i DOCKET 50-271 Vermont Yankee Nuclear Power Station 
Forwards LER 79-003/03U-0. acacion 

CONWAY, W.F. Vermont Yankee Nuclear Power Corp. 79/02/22. Ip. 

^'’LEr79-003/03L’^n®°'®7oni’nn"'’"* 'Yankee Nuclear Power Station 
LER 79 003/03L-0 on 790123: main steam safety valve nitrogen 
setpoint of 1220 psi found during surveillance testing, in 
rnMUAv Caused by setpoint drift. 

CONWAY, M F Vermont Yankee Nuclear Power Corp 79/02/22, 2 pp. 

Bpoaw i ‘"'"‘troFlche form from NRC, 

' Division of Document Control. 79/01/09. 2 pp 

S„, ' !■ C». J.r..,, 

J,n.r..in, S„„„, . 

76™” “lapp,"'**^ »< Of N- Jersey, 

■ 

to add onto, to retrofit or reo i o®®** 

foam products. Place eiisting four component 

NIEHI.R.O, E Well Surveys. 76/02/25, 8 pp. 

7902230200 DOCKET 30-270 eai=» .i , 

"Fire Test on SEHCO PR-e 55 RTv“si 1 iconrFo“‘‘n® Station, Unit I 
Concrete Floor." ^ Silicone Foam Sealant in 

Japp'”’'" 8 ®'-vUe Electric t, Gas Co, 


DOCKETED ITEMS 


of New Jersey, 76/06/28. 


El...... , E. 

^’opposerissSaL^^of^operltiUg^Ucer Station, Unit 1 

add! info, tnews arUcJ^encl ‘*'’- 

Nuclear PowerpioduetioJi, *^79/0l/|a" ‘'^^^‘"■^'"‘’*'‘3 PTinciples to US 


7902150040 DOCKET 50-272 Salem Nuclear Oeneratlng Station, Unit ‘j 
Forwards safety evaluation J< EIS re mod of spent fuel 
storage pool. Copies sent to parties. 

SMITH, D, H. Office of the Eiecutlva Legal Director. 79/01/17. Ip. 

docket 50-272 Salem Nuclear Generating Station, Unit 1 
Safety evaluation re mod of spent fuel storage pool. 
ddresBos criticality cons Idorotlons, ipant fuel cooling. 
Installation of racks li fool hand 1 Ing, structural i, 

*“ 1 »• Cone 1 ode 8 mods accaptable. 

Office of Nuclear Reactor Regulation. 79/01/13. 20pp. 

”E? 9 ®ra®® O.n.rating Station, Unit 1 

EI9 re mod of spent fuel storage pool to Increase capacitr 

histe^u'^atf'* capacity, fuel raprocesslnS 

cu^iflra?? ««»< radioactive waales.pool 

2 o*a?^“‘'a effects. EIS not necessary. 

Office of Nuclear Reactor Regulation. 79/01/13, 29pp. 

IrE'LiiTTV";;" 

SMITH, B.H, Office of the Eiecutive Legal Director, 79/01/23. Ip, 


WETTERHAHN, M. J. Conner, Mooro & Corh 


•r. 79/01/24. 3pp. 


”prQta?t? 50-272 Salem Nuclear Generating Station, Unit I 

Protective order re confidential rnatl from Public Sve 
Electric t< Gas Co to Public Advocate of NJ and MHB 
Associates, Inc. W/encl form of undertaking, 

MILHOLLIN, 0. L. Atomic Safety and Licensing Board Panel. 77/01/23. 

^^Sustaln? docket 50-272 Salem Nuclear Generating Station. Unit I 
SuBtaini licensee's objections to Intervenors' 

Interrogatories 13, 17. IB, 18(a 1, I0(b ) , 19, 19<8> , 17 ( 6 ) , I 9 (e > b 
because they could not lead to the dlseovory of 

P‘n<'» interrogatories 17 (< 20 proper, 
MILLHDLLIN.O, L. Atomic Safety and Licensing Board Panel, 77/01/27, 

7902220225 DOCKET 30-272 Salem Nuclear Oeneratlng Station, Unit 1 
Forwards constituent W Roth Itr for inclusion in rSc^ ri; ‘ 
NRC^rept on plant Insp.Roth Is awaiting NRC inspector's 

ROTH.W. V. Senate, 79/01/29. 3pp. 

7902050272 DOCKET 50-272 Salem Nuclear Generating Station, Unit 1 
Order scheduling prehearing conference for limited 

arrant ‘ ReRU« t s ASLB visit to facility g, 

MILHOLLIN, O.L. Atomic Safety and Licensing Board Panel. 79/01/31, 



ISfJ. 0 . Offlc* of Inspection h Enforcement. 79/OS2/OS. Ip, 

^Rejuests Slw^of Jlfni^unuJ ‘inv.sU*’’?! ‘"® Unit i 

hazards is comp let e, oar *‘ 9 ®* ion of safety 

Pu^P.M/encl 781124 Ur. to gove^norf 0^2? 

MABREY.E, Delaware Safe Energy Coalition. 78/11/24. 6 pp. 

operating license oroceedin! ® to suspend 



e, 0 tnfp.ctl.n t, En.orcmiTit. 79/03/05. ip. 

o««5,o,«, o,„c. o„, 

7902260573 DOCKET 50-273 i u < 

individual Site rating fiom "IE ImDlor^R*'"® l^mt 1 

Evaluation of Licensed." Employee Survey on 

NVER.B.K, Office of inspection & Enforcement. 7B/04/30, 60pp, 



DOCKETED ITEMS as 


790386057B DOCKET 90-272 5a lam Nuclear Oaneratlng Statloni Unit 1 
“Addandum to Individual Site Ratings from the IE Employee 
Survey on Evaluation of Llcenseosi Apr 78." 

• Office of Inspection ti Enforcement, 7B/04/30. 45pp. 


7902280403 DOCKET 90-272 Salem Nuclear Generating Stationi Unit 1 
Forwards 760721 testimony of J Oofmon as limited appearance 
Statement. Author unable to attend 790222 hearing. 

UEVilSiH. I. Affiliation Unknown. 79702/06. 3pp. 


7902220213 DOCKET 90-272 Balam Nuclear Generating Station. Unit 1 
Notifies of typographical error In 790129 order on Page 7. 
line 111 ”K eff Cells” should read "K eff. " 

HILHOLLlNi 0. L. Atomic Safety and Licensing Board Panel. 79/02/09 
ip- 


7902210260 DOCKET 90-272 Salem Nuclear Oeneratlng Station. Unit 1 
Forwards Endorsement 3t for Policy NF-230 6 Endorsement 25 & 

26 for Policy HF-90 for calendar year 1979. 

CORREA. C. Marsh tc McLennan. Inc. 79/02/14. 4pp. 


7902230169 DOCKET 90-272 Salem Nuclear Generating Station. Unit 1 
Forwards Endorsement 2 to ANI Binder EB-6O1 providing 
secondary financial protection for calendar year 1979. 

CORREA. C, Harsh ti McLennan. Inc. 79/02/16. 3pp. 


7902230171 DOCKET 90-272 Salem Nuclear Generating Station. Unit i 
Forwards Endorsement 32 to ANI Policy NF-230 for calendar 
year 1979, 

CORREA. C. Marsh b McLennan. Inc. 79/02/16. 2pp. 


79022B03S9 DOCKET 90-272 Salem Nuclear Generating Station. Unit 1 
Ae followup to NRC 781119 reiiuest for submittal of Offsite 
Dose Calculation Manual for approval. forwards guidelines for 
general contents of manual. 

ORItlESiD.K. Assistant Director for Engineers t. Projects. 
79/01/lB. 9pp. 


7908090366 DOCKET 90-278 Salem Nuclear Generating Station. Unit 1 
.Notice of 790209 meeting u/Public Sve Electric b Gas Co to 
dlfcuss proposed Tech Spec ehengee re moderator temp 
coefficient b rod position Indication requirements. 

ZECHiO, 0, Operating Reactors Branch 1, 79/01/29. 2pp. 


7902060268 DOCKET 90-272 Salem Nuclear Generating Station. Unit 1 
Responds to NRC 781126 Itr re containment purging during 
normal plant operation. Contends that design of purge b 
pressure relief valves are in full compliance b design Is 
not subject to override conditions to prevent valve closing. 
LIBRIZZl) F, P. Public Service Electric b Gas Co. of New Jersey. 
79/01/30, 2pp. 


7902820092 DOCKET 90-872 Salem Nuclear Oeneratlng Station. Unit 1 
Forwards results of reavaluatlon of ECC8 cooling porformence 
calculated in oecordanee w/Fob 197S version of Nestlnghouse 
evaluation model, 

LIBRIZZI, F. P. Public Service Electric b Gas Co. of New Jersey, 
79/02/19. 63pp. 


790288008B DOCKET 90-872 Salem Nuclear Generating Station. Unit 1 
Requests proposed change to License DPR-70 re safety Tech 
Specs (App A> involving section on containment structural 
Integrity. N/remittance of Pi. 800 for Class II amend. 

LIBRIZZI. F. P. Public Service Electric b Gas Co. of Now Jersey. 
79/02/16. Bpp. 


7908010274 DOCKET 90-272 Salem Nuclear Oeneratlng Station. Unit 1 
Forwards IE Circular 79-08, "Failure of 120 Volt Vital AC 
Power Supplies. '' 

GRIERiB. H. Region 1. Philadelphia, Office of the Director. 
79/01/16. 8pp. 


7908130003 DOCKET 90-278 Salem Nuclear Generating Station, Unit 1 
Forwards IE Info Notice 79-01, "Bergen-Paterson Hydraulic 
Shock b Sway Arrestors (HSSAl. ” 

CRIER, B.H. Region i. Philadelphia. Office of the Director. 
79/02/08. 8pp. 


7908SB0900 DOCKET 90-878 Salem Nuclear Oeneratlng Station. Unit 1 
Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment." N/list of 11 systematic evaluation program 
plants for which no action is required. 

GRIER, B.H. Region 1, Philadelphia. Office of the Director. 
79/08/00. IP. 


7902080860 DOCKET 90-272 Salem Nuclear Oeneratlng Station. Unit i 
Forwards Dac 1978 wastewatar trsetment rapt, 

HIDURA.H. J. Public Service Electric b Gas Co. of New Jersey, 
79/0i/09. 2pp. 


7902020266 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
Forwards Dec 197G operating rept for industrial waste 
treatment plant. 

HIDURA. H. J. Public Service Electric b Gas Co. of Now Jersey. 
79/01/05, 2pp 


7902140202 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
Forwards "Impingement Monitoring Program Ropt 2t Dec 1978 " 
LIBR I Z Z I . P. P. Public Service Electric b Gas Co. of New Jersey. 
79/01/19. Ip, 


7902140206 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
"Impingement Monitoring Program Rept 21. Dec 1978," 

» Public Service Electric b Gas Co, of New Jersey, 79/01/19. 
64pp, 


7902020264 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
Foruarda Doc 197B discharging monitoring repts. Mat] 
collected on travelling screens was deposited at Quinton 
landfill. 

MIDURA.H, J. Public Service Electric b Gat Co. of New Jersey 
79/01/25. I4pp, 


790220005B DOCKET 50-272 Salem Nuclear Generating Station. Unit ] 
Forwards monthly operating rept for Jan 1979, 

MIDURA.H, J. Public Service Electric b Gas Co. of New Jersey 
79/02/09. Ip. 


7902200059 DOCKET 50-272 Salem Nuclear Generating Station. Unit t 
Monthly operating rept for Jan 1979. 

MILLER, U.K. Public Service Electric b Gas Co of New Jersey, 
79/02/09, IBpp. 


7902050226 DOCKET 50-272 Salem Nuclear Generating Station, Unit 1 
RO 79-lt/OlP on 7901 16: radiation monitoring channel IfillA 
alarmed w/o Indicating containment ventilation isolation. 

Grab samples of containment atmosphere were taken. 

HIDURA, H.J, Public Service Electric b Gas Co. of New Jerseij. 
79/01/16, Ip. 


7902050174 DOCKET 50-272 Salem Nuclear Ooneratiiig Station. Unit I 
Forwards ECC8 actuation rept for RO 78-74/990, 

LIBRIZZI. F. P. Public Service Electric b Gas Co. of New Jorseu. 
79/01/26. Ip. 


7902050177 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
RO 78-74/990 on 761127:10 vital instrument bus inverter 
failed. causing a reactor trip, activation of all Channel 11 
protection inputs to the solid state protection sys, b 
multiple equipment failure. 

KLQSONICZ, P. C. Public Service Electric b Gas Co. of New Jersey, 
79/01/26, 4pp. 


7902080213 DOCKET 80-272 Salem Nuclear Generating St.it Ion. Unit I 
Forwards LER 79-01 1 /OlT-0, 

LIBRIZZI. F. P. Public Service Electric b Gas Co. of New Jerseg. 
79/01/30, 3pp, 


7908020218 DOCKET 50-272 Salem Nuclear Oeneratlng Station. Unit t 
LER 79-Oll/OlT-O on 7901 16: rad let ion monitoring channel 
IRUA alarmed w/o initiating containment ventilation 
Isolation. Due to failure of control room operators to reset 
channel before reeetting containment ventilation Isolation. 
KAPPLE.A. W. Public Service Electric b Gas Co, of New Jersey. 
79/01/30. Ip. 


7902020197 DOCKET 50-272 Salem Nuclear Generating Station. Unit I 
Forwards LER 79-006/03L-0. 

LIBRIZZI, F. P. Public Service Electric b Gas Co. of New Jersey. 
79/01/31, 3pp, 


7902020202 DOCKET 80-272 Salem Nuclear Generating Station. Unit 1 
LER 79-006/03L-0 on 790102; Inservice Insp data packages not 
being reviewed. Cause was lack of admlnl strative control to 
correlate responsibilities of two station depts. Dept review 
procedures have been rewritten. 

KAPPLE, A. W. Public Service Electric b Gas Co, of New Jersey, 
79/01/31. ip. ^ 


7902020218 DOCKET 50-272 Salem Nuclear Generating Station, Unit 1 
Forwards LER 79-013/04U. 

UIBRlZZIrF. P, Public Service Electric b Gas Co. of New Jersey. 
79/01/31. Ip. 


7902020221 DOCKET 50-278 Salem Nuclear Generating Station. Unit I 
LER 79-013/04U on 790102: non-radloactive waste effluent 
total suspended solids exceeded Tech Specs. Caused by 
abnormally high number of demineraliied regenerations 
supporting initial flushes for startup preparation. 

KAPPLE, A. W. Public Service Electric b Gas Co. of New Jersey. 
79/01/31. Ip. 
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7902050196 DQCKET 50-272 Salem Nuclear Generating 6tation> Unit 1 
Foruiarils. LEfi 79-Q03/02L-0 

LI OR I Z Z 1 1 F. P. Public Service Electric & Gas Co of Neui Jersey. 
79/01/31 3pp 


7902050197 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
LER 79"-003/03L— 0 on 790103; containment pressure eiceeded 
Tech Spec mai. Caused by Isolation of pressure/vacuum relief 
system for rework of ICVb. 

KAPPUE. A, W. Public Service Electric !. Gas Co. of New Jersey. 
79/01/31. ip. 


7902050196 DOCKET 50-272 Salem Nuclear Generating Station. Unit t 
Forward s LER 79-002/03L-0. 

LI OR 1 Z Z 1 1 F. P. Public Service Electric Si Gas Co. of New Jersey. 
79/01/31, 2pp, 


7902050201 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
LER 79~002/03L-0 on 790103; excessive leak rate in Wl 100 air 
lock noted Doors were reworked S< airlock returned to 
op era 1 1 on. Sea 1 s failed due to split at vulcaniied seam. 

Door seals were replaced. 

KAPPLE. A, W, Public Service Electric L Gas Co. of New Jersey. 
79/Ol/ai, ip. 


7902270293 DOCKET 50-272 Salem Nuclear Generating Station. Unit I 
LER 79-007/03L-0 on 790126 :uhlle performing channel check of 
pressuTlier 1 evel. Channel II found 57. lower than others. 

Caused by instrument drift resulting in lero shift in 


transmitter output. 

KAPPLE. A H, Public Service Electric «i Gas Co. 
79/02/23. 3pp. 


of New Jersey. 


7902260620 DOCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit 1 
Responds to 700725 Itr requesting addl info re main steam 
line break analys is. DiseuBses containment temp w/respect to 
time, sample collection of instrument thermal response to 
containment «< qualification temps for equipment. 

CRANE.P. A, Daltimore Gas b Electric Co. 7B/12/10. 9pp. 


7902080237 DOCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit 1 
Forwards copies of Amends 75 ti 76 to license application. 

H/encl Certificate of Bvc. 

CRANE.P, A. Pacific Gas ti Electric Co. 79/02/05, 3pp. 


7902080241 DOCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit 1 
Amends 75 8< 76 to license application. Includes matl for 
Chapters 4. 4A t. 10 of Hosgrl Seismic Evaluation. 

• Pacific Gas S. Electric Co. 79/08/03, 125pp. 


7902060190 DOCKET 50-272 Salem Nuclear Generating Station, Unit 1 
Forwards LER 79-00S/03U-0 w/suppnrting documentation. 

LIBRIZZ 1 . F. P. Public Service Electric L Gas Co. of New Jersey. 
79/01/31. 3pp. 


7902060194 DOCKET 50-272 Salem Nuclear Generating Station, Unit I 
LER 79-00S/03L— 0 on 790104: during normal operations. position 
indication for Rod 2DS began osc i 1 lat Ing. Rod position within 
12 steps of bank 0. Caused traced to rod indication coil 
stack on reac tor. Repairs planned for next reactor outage. 
KAPPLE. A. H. Public Service Electric & Gas Co. of New Jersey. 
79/01/31, Ip, 


7902120116 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
Forward S LER 79-OOB/03L-0, 

LIDRIZZ I . F. P, Public Service Electric L Gas Co, of New Jersey, 
79/02/07, Ip. 


7902120123 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
LER 79-009/03L-0 on 7901 1 1: during normal operation while 
refilling boric acid storage tanks. operator added improper 
batch of acid to tanks t. pumped concentrates tank to storage 
tanks. Caused fay personnel error. 

KAPPLE. A. H. Public Service Electric t< Gas Co. of New Jersey. 
79/02/07. 3pp. 


7902120122 DOCKET 30-272 Salem Nuclear Generating Station, Unit 1 
Forwards LER 79-009/03L-0, 

L1BR1ZZ3. F. P, Public Service Electric & Gas Co, of New Jersey. 
79/02/07. Ip. 


7902120126 DOCKET 50-272 Salem Nuclear Generating Station, Unit 1 
LER 79-009/03L-0 on 790112: No 13 auxiliary bldg exhaust fan 
removed from ivc to replace motor. Caused by worn keyuay in 
driva motor shaft. 

KAPPLE. A. H. Public Service Electric li Gas Co. of New Jersey. 
79/02/07. 3pp, 


790220003B DOCKET 50-872 Belem Nuclear Generating Station. Unit I 
Forwards LER 79-012/03L-0. 

LIBRIZZ I. F. P. Public Service Electric t. Gas Co. of New Jersey. 
79/02/13. Ip, 


7902200039 DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 
LER 79”012/03L-0 on 7901 15: No 11 steam generator steam flow 
channel II failed low. No cause found. Operator took manual 
control L re-established steam generator level. Channel 
Indication normaliied within 10 minutes. 

KAPPLE.A. M. Public Service Electric ti Gas Co. of New Jersey. 
79/02/13, 3pp, 


7702230117 DOCKET SO-272 Salem Nuclear Generating Station. Unit 1 
Forwards SO 79-1O/04L. 

LIBRIZZ I. F. P. Public Service Electric & Gas Co. of New Jersey. 
79/02/ti. kp 


7902230126 DOCKET 50-272 Salem Nuclear Generating Station, Unit i 
RO 79-J0/04L on 7901 18: condenser max delta limit of 27,5 F 
was exceeded at 2000 (. 2100-h. Caused by extremely low bide 
u/high winds S. low temp causing icing problems w/c irculating 
water screens. 

KAPPLEiA.H. Public Service Electric t< Oas Co. of New Jersey. 
79/02/16, 2pp. 


7902270291 DOCKET 50-278 Salem Nuclear Generating Station, Unit 1 
Forwards LER 79-007 /03L-0, 

LlSRIZZIi F. P. Public Service Electric ii Gas Co. of New Jersey. 
79/02/23. Ip 


7908030200 DOCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit 1 
Forwards description of fireproofing for electrical conduits 
based on comparative test resul ts. Del ieves resulting 
configuration meets ti exceeds NC fireproofing requirement. 

Conduit fireproofing Is being installed. 

CRANE.P. A. Pacific Gas b Electric Co. 79/02/02. 4pp. 


7902060201 DOCKET 50-875 Diablo Canyon Nuclear Power Plant. Unit 1 
Supplements joint interveners 761231 request to ASLAB to 
certify question of issuance of subpoenas to M Trlfunae b 
E Luco. Requests readmittance of A9LB ' s exhibit No 8. A-J. 
Certificate of Sve end. 

FLEISCHAKER. D, 8 Center for Law in the Public Interest. 79/01/11. 
11pp. 


79020B0293 DOCKET 50-273 Diablo Canyon Nuclear Power Plant. Unit 1 
Responds to 790105 Itr. Explains that neither 7B1801 Itr nor 
end were received by NRC.Will respond to them if received. 

CDMDSi T. R. Correspondence b Records Branch. 79/01/18. Ip. 


7902060296 DOCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit 1 
Cites statement contained in 790105 Itr from author to 
President as indicative of CA Public Util Commission's 
inability to identify calculations establishing structural 
stability under earthquake conditions. 

CALB0VA8, C. D. Affiliation Unknown. 79/01/05. ip. 


7901230010 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit I 
Forwards NUREO/CR-0400, "Risk Assessment Review Group Rept to 
the US NRC {Lewis Rep t 1 . provld Ing recommendations for uso of 
risk assessment methodology b assessment of HA8H-1400. H/o 
anc 1. 

DAV18.L.D. Office of the Executtva Legal Director. 79/01/15. tp. 


7902010375 DOCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit 1 
Objects to plant licensing since danger is not worth the 
risk, 

HURRAY, E. Affiliation Unknown. 79/01/15. Ip. 


7902010377 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit 1 
Objects to use of nuclear energy before safe b adequate 
provision is made for radwaste dl sposal. Asks discontinuation 
of const due to proximity of an "earthquake fault." 

8ACHEL8, 1. 0. Affiliation Unknown. 79/01/15. Ip. 


7902210039 DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit 1 
Responds to 790104 order to show cause b request for 
directed certification. Requests ASLB find that Intarvanors 
have failed to establlBh requisite exceptional 
c ircumstanccs. Certi f Icata of Svc. b transcript end. 

OEKO.A.C.. Snell bHllmer. KORRISSEY, J. C. , CRANE.P, A. Pacific Oat b 
Electric Co. 79/01/17. 13pp. 


7902030055 DOCKET SO-275 Diablo Canyon Nuclear Power Plant. Unit 1 
NRC motion to waive 10CFR2. 762<c > b response to intervenors 
San Luis Obispo Mothers for Peace 761231 petition for 
directed certification b suppl dtd 7901 1 1. Cone lodes petition 
should be denied. Certificate of Svc end. 

STAENDERG, M. R, Office of the Executive Legal Director. 79/01/16. 

22pp. 


7902140402 DOCKET 50-275 Diablo Canyon Nuclear Power Plant. Unit i 
ACRS motion to file brief amicus curiae re subpoena of Drs 
Trtfunac b Luco. Office of General Counsel attorneys who 
participated in interpretation of 10CFR2. 720<h > will not 
represent ACRS. 

SHIELDS. N.M. Office of the General Counsel. 79/01/lB. ip. 



DOCKETED ITEMS 


7902140412 DOCKET 90-279 Diablo Cangon Nuclear Pouer Plant. Unit 1 
ACRfi brief amicus curiae re AOLB ruling denying requested 
• ubgoenas of ACR8 consultants. Believes difference in vieies 
w/coniul tents not an issue ti agrees y/Board's decision. 

SHIELDBi U. H. Office of the Oeneral Counsel. 79/01/18. 4pp. 


7902120127 DOCKET 30-279 Diablo Canyon Nuclear Power Plant. Unit 1 
Forwards IE Info Notice 79-01 . "Dergen-Paterson Hydraulic 
Shoct (c Sway Arrestors (HSSA). 

ENGELKEN. R. H, Rogion 5. San Francisco. Office of the Director. 
79/02/02, Ip. 


7902280110 DOCKET 90-279 Diablo Canyon Nuclear Power Plant, Unit 1 
Letter of concern re facility & nuclear industry in 
ganarali written by Individual serving sentence in San Luis 
Obispo County jail for trespassing on util property on 
780006. Requests NRC attention to dangers of facility. 

VARNER, A. Affiliation Unknown. 79/01/18. 2pp. 


79022B0112 DOCKET 90-27S Diablo Canyon Nuclear Power Plant. Unit 1 
Eepresses opposition to granting facility const permit. 

RICHHAN, E. Affiliation Unknown. 79/01/14. Ip. 


7902280117 DOCKET 90-273 Diablo Canyon Nuclear Power Plant. Unit 1 
Exprasses apposition to all nuclear power plants until 
adequate waste disposal sys is found. Espec ial ly opposed to 
plants located along earthquake fault lines. 

KOOBED.O. Affiliation Unknown. 79/01/17. Ip. 


7902280123 DOCKET 30-279 Diablo Canyon Nuclear Power Plant. Unit 1 
Expresias opposition to nuclear power for safety reasons. 
Requests denial of facility const parmit. 

PREYER.A. Affiliation Unknown. 79/02/02. Ip. 


7902280084 DOCKET 90-273 Diablo Canyon Nuclear Power Plant. Unit 1 
Intervener Sen Luis Obispo Hothers for Peace response 
informing of inability to participate in hearing, due to 
denial of qualification of expert witnesses (< denial of 
• ecaes to security plan. Certificate of Sve end. 

VALENTINE. P. C. p JONES, V. I. San Luis Obispo Hothers for Peace. 
79/01/19. 6pp. 


790201039B DOCKET 90-275 Diablo Canyon Nuclear Power Plant, Unit 1 
Explelns that llaiittd appearances were held on 781204-05. 

Although no addl oral statements will be heard. will welcome 
lubmlttal of written itatement. 

B0UER6. E. B. Atomic Safety and Licensing Board Panel. 79/01/22. ip. 


7902010403 DOCKET 50-279 Diablo Canyon Nuclear Power Plant. Unit 1 
Requeete permission to make a llmltad appearance at hearings 
on 790206. 

BALDWIN. U. A. Frlands of the Earth. 79/01/tB. Ip. 


7902280911 DOCKET 90-279 Diablo Canyon Nuclear Power Plant, Unit 1 
Hemorandutn t. ordar granting petition for directed 
eertlflcatloni reverses ASLB rulings denying eubpeenas for 
Dri Trlfunac ti Luca. Instructs Board to issue subpoenas & 
remands cause far further action. 

DUFLDiH. E. Atomic Safety and Liceniing Appeal Panel. 79/01/23. 
Upp. 


7902060069 DOCKET 90-279 Diablo Canyon Nuclear Power Plant, Unit 1 
Notiflae that NRC will not review ALAB-514i death of 
Inttrvanori 'f witniet rendered moot question of his 
qualifications for access to facility's security plan. 

CHILKiB. J. Office of the Secretary of the Commission. 79/01/26. 
Ip. 


7902090011 DOCKET 90-279 Diablo Canyon Nuclear Power Plant, Unit 1 
Responds to 781122 Itr Inquiring who inspects structural 
steel at facility. NRG has overall' responsibility i< llcsnsea 
has secondary responsibility to Insp structure (i to 
establish a QA program. 

OOSSICK.L. V. Office of the Executive Director for Operations. 
79/01/23. 4pp. 


7902270399 DOCKET 90-279 Diablo Canyon Nuclear Pouer Plant, Unit 1 
Forwards Endorsement 20 to NELIA Policy NF-220. 

CRANE. P. A. Pacific Oat ki Electric Co. 79/02/22. 2pp. 


7902230130 DOCKET 50-279 Diablo Canyon Nuclear Power Plant. Unit 1 
If NRC finds testing method for environ qualification of fan 
cooler power cable unacceptab le. PObE will propose sequential 
testing to qualify cable. 

CRANE.P.A. Pacific Oat It Electric Co. 79/02/15. Ip. 


7902010330 DOCKET 90-279 Diablo Canyon Nuclear Powar Plant, Unit 1 
Forwards IE Insp Repts 90-279/78-20 It 90-323/78-18 on 
7B1206-0e. No noncomp 1 lanet noted. 

CREWS, J, L. Region 9. San Francisco. Reactor Operations Nuclear 

Support Branch. 76/12/29. 2pp.' 


7902010337 DOCKET 50-279 Diablo Canyon Nuclear Power Plant. Unit 1 
IE Insp Rapts. 90-279/7B-20 It 80-323/78-18 on 781206-06. No 
noncomplianca noted. Hajor areas inspected: praopiratlonal 
test procedures I, evaluation St verification of test results. 
MORRILL, P. J. , flTERNBERO, D. M. Regions, Ban Francisco, Reactor 

Operations Nuclear Support Branch. 76/12/20. 2pp. 


7902260585 DOCKET 50-273 Diablo Canyon Nuclear Power Plant. Unit 1 
AeV receipt of 781102 $< 79011B Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
90-273/78-12 t< 50-320/70-12. 

SPENCER, 0,8, Region 3, San Francisco, Reactor Construction It 

Engineering Support Branch. 79/02/05, Ip. 


7902260610 DOCKET 30-275 Diablo Canyon Nuclear Power Plant, Unit 1 
Forwards IE Insp Repts 50-275/78-12 t< 30-323/78-12 on 
760824-0922 U notice of violation. 

SPENCER. 0.8, Region 5. San Francisco. Reactor Construction I. 

Engineering Support Branch. 76/10/06. 2p p 


7902260611 DOCKET 30-275 Diablo Canyon Nuclear Power Plant. Untt 1 
Notice of violation from insp on 780B24-0922. 

» Region 3. San Francisco, Reactor Construction i< Engineering 
Support Branch. 78/10/06. ip. 


7902260615 DOCKET 30-273 Diablo Canyon Nuclear Power Plant. Unit 1 
IE Insp Repts 90-275/70-12 6 50-323/76-12 on 780824-0922. 

Noncomp) lance noted: redundant electrical circuit separation. 
K1R8CH, D, F. , VORDERDRUEOGEN, HAYNEB.R. C. Regions, San 

Francisco, Reactor Construction & Engineering Support Branch. 
70/10/06. 14pp. 

7902230071 DOCKET 50-273 Diablo Canyon Nuclear Power Plant, Unit 1 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." W/list of 11 systematic evaluation program 
plants for which no action is required. 

ENGLEKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/02/09. Ip, 


7902270383 DOCKET 30-275 Diablo Canyon Nuclear Power Plant, Unit i 
Forwards IE Info Notice 79-03. "Linltorquo Valve Geared 
Limit Switch Lubricant." 

ENGLEKEN. R. H, Region 5, Ban Francisco, Office of the Oiroctor. 
79/02/09. Ip. 


7902220202 DOCKET 30-273 Diablo Canyon Nuclear Power Plant, Unit 1 
Ack receipt of 79011B Hr u/addl info re mutually redundant 
Class 1 circuits located in control room panels. 

ENGEUKEN.R. H. Region 3. San Francisco. Office of the Director. 
79/02/05. ip. 


7902220207 DOCKET 50-279 Diablo Canyon Nuclear Power Plant. Unit 1 
Responds to verbal NRC request for addl Info re safety 
implication analysis for control room pane Is. mutual 1 y 
redundant separation In solid state protection sys L 
criteria for Insp of vertical part of control room panel. 

CRANE, P. A. Pacific Oas I, Electric Co. 79/01/10, Bpp. 


7902220210 DOCKET 50-273 Dlable Canyon Nuclear Pouer Plant. Unit I 
Responds to NRC 761006 Hr re vlalatlon noted during insp. 
Corrective steps are under way to conform to circuit 
separation methods In F5AR & util drawing 050029. Insp I, 
rework is expected to be completed by 790301. 

CRANE.P.A. Pacific Oas t, Electric Co. 7B/11/02. 2pp. 


7902260091 DOCKET 30-275 Diablo Canyon Nuclear Power Plant. Unit 1 
Trenseript of 790207 hearing in Avila Beach, CA re seismic 
evaluation of Class IE equipment. Pp 8739-8911. 

BOWERS, E., MARTIN, W.D., BRIGHT, 0.0. Atomic Safety and Licensing 
Board Panel. 79/02/07. 172pp. 


7902260226 DOCKET 50-273 Diablo Canyon Nuclear Power Plant. Unit I 
Transcript of 790206 hearing in Avila Beach, CA re salsmic 
design Ic earthquake probab 1 1 1 ty. Pp 8912-9099. 

BOWERS, £., MARTIN, W.E., BRIGHT, 0.0. Atomic Safety and Licensing 
Board Panel. 79/02/00. ia7pp. 


7902260060 DOCKET SO-273 Diablo Canyon Nuclear Power Plant, Unit 1 
Tranecrlpt of 790209 hearing in Avila Beach, CA re Class I 
Code, etructural design I, seismic consideratl ana. 

Pp 9100-9265. 

BOWERB, E. , MARTIN. W.E., BRIGHT, 0. 0. Atomic Safety and Llcenelng 
Board Panel. 79/02/09. 16Spp. 


7902220119 DOCKET 30-277 Peach Bottom Atomic Power Station, Unit S 
Informs that TRADDC Pamphlet 350-30, "Intarsorviee Procoduros 
for Instructional Sys Development" referenced in NUREO-0319 
is available In microfiche form from NRC. 

BESAW, W. J. Division of Document Control. 79/01/09. Bpp. 


7902090119 DOCKET 30-277 Peach Bottom Atomic Power Station. Unit 2 
Forwards revised title page, revised Page iv I, new Page l6-i 
for May 1978 physical security plan. Also forwards copies 
"Explanation of Revisions to Physical Security Plan'* dtd 
Jan 1979. Pages I. dacuments withheld (ref lOCFRB. 7901. 

BRADLEY, E.J. Philadelphia Electric Co. 79/01/31. 3pp. 
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O.CKHT ,, . , 'TEIVIS 

Forward* 90-dau rasBrn.^ i- Station. Unit a 7902010244 DOCKET 50-277 Peach Bottom Atomic Pouar Station 


impieLatin. 

DALTflOFF,S.L, Philadelphia EUclrlc Co. 79/02/16. 55pp, 

7902260252 DOCKET 50-277 Peach On 

Forward* re, p ante* f item* nS?ed T„ nr? yeuiTlf^'r^e”"' ® 

au OaltrofrafflLvIrencL ‘OCFR2,790), 

OnADLEV,e.J. Philadelphla Eleclrtc Cn. 79/02/22. 4pp. 

7902050170 DOCKET 50-377 Peach Bottom a+„ . » 

Forward* NEUIA Policy NF-14fl Fnrton*" Station, On 1 1 2 

MF-67, Endorsement 

& MAELU Dlnder XE-0 t xa-9. Fndn^L^^'? m indorsement 2) 

1979. *** 9< Endorsement 2 for calendar year 

DRADUEV.E.J, Philadelphia Electric Co. 79/01/30. 7pp. 

7903260343 DOCKET 50-277 PeachBnttnmAt . r. 

Forwards JitenBoe* reiponteS nu^ b"'*'' Unit 2 

S^??1ra^nch, ^ ‘ P - " Ion. Noclear 

79/01/08. 6pp. octrlc Co. .Nuclear Enerpa Products Div. 

^^Aa^PollLSp'^to''^NFc'7Bln”^Sflu°*t^? Atomic Power Station, Unit 2 
79/Ol/la Spp, ^*‘**^®'’* Biroctor Pop Engineers t, Projects. 

^’r«5I1«u“ a°Sl^«feorto'°Jevieu'’lppri?IuM p Unit 2 

^ dilkChfilTflff Pt' 4 !fi&Lir '6 #*aft h 1 n k aw^.* « 

oiliivr ”***^ ‘*»-- ^ 

* • LlCBnte Fffs Kdnagement Dranch. 79/0J/3i. Ip 

^laspon” to'^79jnrp^uen'Jpp°^‘Xw*o?^paper“V®‘r‘”"' ® 

Clearlno During airaulated LOCA In a Hark I DHfi 
publUauL“‘’'"’'"‘“" ®''‘ " P-P'T accepted for 

0RIKE8.C. Plant Sustems Branch. 79/01/31. 2pp. 

» 

™;os:'' iSpT’'”* = Co., Nuclear Energy Product. Div. 

BRADLEY, E.J. Philadelphia Electric Co. 79/02/13. 2pp. 

’’Forward^ Pp“»r Station, Unit 2 

^ S0-37B/78-36 on 

rj-jS; 

unriiM^ dnalgtlcal meftsurefn&nt« tc audit rnulfca 

jjs-;; :i-;: » 

so-syaJ.B-a?"''**"* '^*'‘** 50-277/73-24 2 

£!™;Vr.«.2. ""•■ "■.n... 23...,,.,. 

lSy;Efi¥ » 

DAUTRDFF, 8. U. Philadelphia Electric Co. 76/12/36, 4pp. 


Unit 2 


„v,ur,. 2 i ./v-a,/ reacn uottom Atomic Mouar Station 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supp ) les. " 

ORIER.D.H, Region 1, Philadelphia, Office of the Dlractor 
79/01/16, epp. 

7902260070 DOCKET 50-277 Peach Bottom Atomic Power Stations Unit 2 
Responds to IE Bulletin 76-14, "Deterioration of Buna-N 
CGirponentfi in ASCO Solanoidt. " Provldtt statittlct #or 
control rod drive scram solenoid malnt. 

DALTRDFF, 8, L, Philadelphia Electric Co. 79/01/29, 13pp. 

7902270195 DDCKp 50-277 Peach Bottom Atomic Power Station, Unit 2 
Ack T.calpt of 761128 Itr Informing NRC of steps taken to 
CARLSON ‘n IE Imp Rapt 80-277/70-27. 

CARLSONrR. T. Rtglon Ir Ph i lad ■ 1 ph ia, Peactor Conatructliin & 
Engineering Support Branch. 79/01/S9. Ip, ^ * 

to submit written documentation. ■ ■suireo 

DALTRDFF, 9. L. Philadelphia Electric Co, 7S/11/20, Spp, 

^’porw^rdf Bottom Atomic Power Station. Unit 2 

n!™;: “->”''5-27 .n 7ao4„-22 , ,304-s; r ‘ 



JERNIOAN.E. P , FEIL.R. A, , EDNETER, 8, D. Region 1 


Philadelphia, 

78/11/06. 


BRUNNER DO**" jn IE Imp Rapt 30-227/76-38. 

Support'oranch. 79/01/3a R»«ctor Operation. Nuclear 

7902270097 DOCKET 50-277 Peach Bottom Atomic Power Station, Unit 2 

R^p T’SS!27?/78"3rcir" 't: noted In fl Imp' “ 

Kept ao 277/78-32. Corrective action*: addl training hat 

DALTROFrs L 'ui-vei llanca test* 

DAUTROFF, 8. L. Philadelphia Electric Co. 79/01/19. 3pp. 

^"^Forwaid^ Atomic Ppwer Statipn, Unit 2 

0? v?SJat!on " " "" 781SOB-OB t, notice 

s:“S 1 r;„,.. ?;;luci: 

Atomic Power Station. Unit 8 
Notice of violation from ln*p on 78120S-0B unic k 

Support'Bmnci: '’5en2?29!'‘*2p;*“*“" Con.tructlon fc Englnaarlng 

PhlSaKf^’^' '^09T-L0MELL.R., CAPHT0N,D.L. Region 1, 
Philadelphia, Reactor Operation* Nuclear Support Branch. 78/12/29, 

7902130006 DbCKET 80-277 Ptach Bottom Atomic Power Btetlon, Unit 2 

9haT2‘m’^ 79-01, "B.rg.n-Pater.Sn Svdraul?? 

Shock t< 8uay Arroator* <H8BA>. ** ^ 

app"*"*'*'’ Office of the Director. 

7902880496 DOCKET 50-277 Peach Bottom Atomic Power Station. Unit 2 
Forward. IE Bulletin 79-01, "Environ OuallflceJIon of Cll.i 

.v.IuS?iSS progr.r 

plant* for which no action 1* rcqulrad. " 

79/02/?b”' ip, *' Ph‘I«<J»lphla, Office of the Director. 


^^Foriardf ®°“®77 Peach Bottom Atomic Power Station, 

monthlg operating rapt for Jan 1979. 

COONEY, M.J, Philadalphla Electric Co, 79/02/13, Ip. 


Unit 2 



DOCKETED ITEMS 


7908210S39 DOCKET 90~377 Ptach Bottom Atomic Pouir Statiorii Unit 8 
Monthly optratinB ropt for Uan 1979. 

ALDEN.M. M. Philadelphia Electric Co. 79/OS/lO. 10pp. 


790801011D DOCKET So-S?? Peach Bottom Atomic Pouer 8tatlon< Unit 8 
Porw^rde LER 79-002/01 T-0. 

COONEYrM. J. Philadelphia Electric Co. 79/01/82. 8pp. 


7908010114 DOCKET 90-277 Peach Bottom Atomic Power 8tation< Unit 2 
LER 79-002/01T-0 on 790100; cable tpreadlna room cardo« sys 
dleabled w/o fireuatch preeent. Abtence due to Failure of 
pereonnel to notify ehlft lupervltor upon wort completion. 

COONEY, H.J. Philadelphia Electric Co. 79/01/22. Ip. 


7902230190 DOCKET 90-877 Peach Bottom Atomic Power Btatlan, Unit 2 
Conflrne Info re RO 2-79-A/lP on 790130; recirculation motor 
generator eet room fire protection eyi out of «vc for 
approilmetely 8-h w/no firm watch potted. Cauied by personnel 
error. 

ULURICH.W, T. Philadelphia Electric Co, 79/01/31. 2pp. 


7908830814 DOCKET 90-877 Peach Bottom Atomic Power Station, Unit 8 
Conflra* info re RD 2-79-7/lP on 790131; standby gas 
treatment fire protection sys out of svc for appro Imatety 
8 days. Cautad by personnel error. 

ULLRICH, U.T. Phlledelphia Electric Co. 79/01/31, 8pp. 


7908140139 DOCKET 90-877 Peach Bottom Atonic Powar Station, Unit 8 
LER 79-004/04L-0 on 790H8: during survelllanca test of eabla 
tpraading room inoki dabector, annunciator could not be reset 
feeeaute it was not properly reset previously. Detector lead 
disconnected to reset annunciator. 

COONEY, H.J. Phlladalphia Elactric Co. 79/08/06. Ip. 


7902140167 DOCKET 90-277 Peach Bottom Atomic Power Station, Unit 2 
LER 79-003/03L-0 on 790109; 2A offgas radiation monitor 
fallad downscale. Dirt on contacts of trip test/tero callbr 
switch caused input key to remain deenergiied upon release 
of switch. Contacts wart cleaned (c monitor returned to Svc. 

COONEY, H.J. Philadelphia Electric Co. 79/02/06. ip. 


790228029S DOCKET 90-277 Peach Bottom Atomic Power Btatlon, Unit 2 
Forwards LER 79-006/01T-0. 

COONSYiM. J. Philadelphia Elactric Co. 79/02/14. 3pp. 


7902280860 DOCKET 90-877 Peach Bottom Atomic Power Btatlon, Unit 2 
LER 79-006/01T-0 on 790130; recirculation motor generator set 
room fire detection sys (smoke detectors) disabled for mod 
work (i not restored when work eonplatad. Caused by personnel 
error. Sys restored to svc upon discovery, 

COONEY, H.J, Philadelphia Elactric Co, 79/02/14. ip. 


7902860404 DOCKET 90-877 Peach Bottom Atomic Power Btatlon, Unit 8 
LER 79-O09/03L-0 on 790tlB;at power, routine surveillance 
test rtvealed sstpoint of DPI8-S-14-43a was below Tech Spec 
min. Cauied by instrument DPI8-8-14-438 being out of callbr 
due to setpoint drift. 

COONEY, H.J. Phlladetphle Electric Co. 79/08/16. ip. 


7902880119 DOCKET 90-870 Peach Bottom Atomic Power Station, Unit 3 
Informs that TRADOC PampMat 390-30, "Intarsarvlce Procedures 
for Instructional Sys Devalopmant" raferenced in NURE0-0S19 
Is availsbla in microfiche form from NRC. 

BESAWfW. J. Division of Document Control. 79/01/09, 2pp. 


7908090119 DOCKET 90-278 Peach Bottom Atomic Power Station, Unit 3 
Forwards rsvised title page, revised Page tv t, new Page 16-1 
for Hay 1976 phyaieal sacurity plan. Also forwarde copies 
"Esplanation of Revisions to Physical Security Plan'' dtd 
Jan 1979. Pages Ik documants withheld (rtf lOCFRS. 790). 

BRADLEY, E.J. Phlladeiphia Electric Co. 79/01/31. 3pp. 


7908870899 DOCKET 90-878 Peach Bottom Atomic Power Station, Unit 3 
PorwArds 90-day response to NRC positions in 781117 Itr re 
fire protection program. Also presents seheduls for 
Implementing all commitments made to date re fire 
protection, 

DALTROFF, 8. L. Philadelphia Electric Co. 79/08/16. 99pp. 


7908890898 DOCKET 90-878 Peach Bottom Atomic Power Station, Unit 3 
Forward! rosponias to Itims netad in NRC 761117 Itr ra 
physical sacurity plan. Matl withheld <rtf lOCFRS, 790). 

8L Daltroff affidavit and. 

BRADLEY.E. J. Phlladalphia Elactric Co. 79/08/82. 4pp. 


7908090170 DOCKET 90-878 Paach Bottom Atomic Power Station, Unit 3 
Forwards NELIA Policy NF-140, Endorsement 83i HAELU Policy 
HF-67, Endorsement 40i NELIA Binder EB-S li EB-9, Endorsement Si 
It HAELU Binder XB-B L XB-9, Endorsement 8 for calendar year 
1979, 

BRADLEY, E.J. Phlladalphia Elactric Co. 79/01/30. 7pp. 


7908860343 DOCKET 90-270 Peach Bottom Atomic Power Station, Unit 3 
Forwards licensees responses re BUR purging b venting. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 76/05/12. 3pp. 


7908140810 DOCKET 90-27B Peach Bottom Atomic Power Station, Unit 3 
Forwarde binders b sets of divider tabs For use u/NEDO-SiaSB 
"Mark t Containment Program Load Definition Rept, " 

BOBONi L. J. Oeneral Electric Co. i Nuclear Energy Products Div. 
79/01/00. 8pp. 


79OSSBO309 DOCKET 50-876 Peach Bottom Atomic Power Station, Unit 3 
At followup to NRC 781119 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
general contents of manual. 

ORIMEB, B. K. Assistant Director for Engineers b Projects. 
79/01/10. 5pp. 


7903140240 DOCKET 90-878 Peach Bottom Atomic Powar Station, Unit 3 
Requests addl OS, 000 to review application for amend. 

Requested action falls In amend fee Classes 1 b 3 because 
reduction in ditcharge pressure for high pressure safety 
water pumps involves single eafety Iteue. 

01008, R.M, Licenee Fee Management Branch. 79/01/31. Ip. 


7902880297 DOCKET 90-878 Peach Bottom Atomic Power Station, Unit 3 
Responds to 790111 request for review of paper "Vent 
Clearing During Simulated LOCA in a Mark 1 OUR 
Pressure-Buppression Byi. “ Recommends paper be accepted for 
publication. 

ORIMEB, C. Plant Systems Branch. 79/01/31. 2pp. 


7902000199 DOCKET 90-876 Peach Bottom Atomic Power Station, Unit 3 
Submits Dec 1978 program activity review, comprised of info 
from selected eeetlons of monthly rept, w/stctlon on contract 
b billing status removed. Lists meetings held b provides 
task-by-tesk activity summary. 

BOBON,L, J. Oansral Electric Co. iNucltar Energy Producti Div. 
79/08/09. lOpp. 


7908280090 DOCKET 90-278 Peach Bottom Atomic Power Station, Unit 3 
Forwards 48,800 addl fee for 790112 license amend 
application. 

BRAOLEY,E.J. Philadelphia Electric Co. 79/03/13. 2pp. 


7902010223 DOCKET 50-276 Peach Bottom Atomic Power Station, Unit 3 
Forwards IE Insp Rept 90-278/7B-3S on 7ail29-30.No 
noncompliance noted. 

CARLSON, R.T. Region 1, Phlladalphia, Reactor Construction b 
Engineering Support Branch. 78/18/20. 8pp. 


7902010286 DOCKET 90-278 Peach Bottom Atomic Powar Station, Unit 3 
IE Insp Rept 90-878/7B-39 on 7G1129-30. No noncompliance 
noted. Major areas Inspectad; licensee 's Imp documentation of 
Ctaes I sys prtssure retaining uelds/camponents. 

JERNtOAN, E. P. , HCDREARTY,R. A. , EBNETER,8. 0. Region 1, 
Philadelphia, Reactor Conetructlon b Engineering Support Branch. 
76/18/19. 4pp. 


7902260060 DOCKET 90-278 Peach Bottom Atomic Power Station, Unit 3 
Forwards IE Insp Repts 90-877/78-33 b 90-278/70-36 on 
761816-80. No noneompl lanes noted. 

SMITH, O.H. Region 1, Ph 1 ledelphiai Fuel Facility b Materialt 
Bafaty Branch. 79/Ol/OB. 8pp. 


79028600B9 DOCKET 90-27S Paach Bottom Atomic Power Station, Unit 3 
IE Insp Repts 90-277/76-33 b 90-276/76-36 on 781216-20. No 
noncompliance noted. Major areas inspected: chtmi cal b 
radiochemical measuramante program including program for 
quality control of analytical meaeuraments b audllt results. 
KOTTAN,J. J. , OLOSKl.D. M. , STOHR. J. P. Region 1, Philadelphia. 
Fuel Facility b Materialt Safety Branch. 79/Ol/OB. iOpp. 


7908090019 DOCKET 90-870 Peach Bottom Atomic Power Station, Unit 3 
Aek receipt of 761286 Itr informing NRC of steps taken to 
correct violatlont noted in IE Insp Repts S0-277/7S-S4 b 
90-870/76-29. 

SMITH, O.M. Region 1, Philadelphia, Fuel Facility b Materials 
Safaty Branch. 79/01/19. ip. 


7908090023 DOCKET 90-870 Peach Bottom Atomic Power Station, Unit 3 
Responds to NRC 761807 itr rt violations noted in IE Insp 
Rept 90-877/70-84 b 90-876/70-89 on 7BOB30-31, 0901 b 
0980-88. Corrective actioni: review of proceduree re whole 
body counting lys. 

DALTROFF, 8. L. Philadelphia Electric Co. 76/12/SB. 4pp. 


7908010844 DOCKET 90-S7B Peach Bottom Atomic Power atetion, Unit 3 
Forwarde IE Circular 79-08, "Failure of 180 Volt Vital AC 
Power Supplies. " 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/01/16, Bpp. 
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7902260070 DOCKET 90-270 Pi«ch Bottom Atomic Power StatlOTi. 
fieeponiJ* fco IE Bulletin 70-14, "OeteTioration of Buna-N 
Componenti in A9C0 Solenoids. " Provides statistics for 
control i*od drive scram solenoid maint. 

DALTROFFi S, L. Philadelphia Electric Co 79/0i/29. 13pp 


DOCKETED ITEMS 


Unit 3 


790221020B DOCKET 90-200 Surrg Power Station, Unit I 
Forwards copies of interim pages for "'odif ied amended 
security plan u/commi tments util will not meet 
Pages describe measures to be taken pending installation « 
const of equipment. W/o end (ref 10CFfi2. 790). 






7902130006 DOCKET 30-270 
Forwards IE Info Notice 
Shock !< Swag Arrestors 
OfilERi B, H, Region 1, 
79/02/02. 2pp 


Peach Bottom Atomic Power Station, 
79-01, “Dergen-Paterson Hydraulic 
(HS9A)> 

Philadelphia, Office of the Direc 


Unit 


tor. 


3 


7902260397 DOCKET 30-200 Surrg Power Station, Unit 1 
Forwards citiien 701229 request for NRC to canduefc 
hearing «< prepare EIS on proposed replacement of steam 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/02/01. 


2pp. 


7902200496 DOCKET .50-270 Peach Bottom Atomic Power Station, Unit 3 
Forwards IE BuHelln 79-01, "Environ Qualification of Class 
IE Equipment." H/llst of 11 systemetle evaluation program 
plants for which no action Is required. ^ ^ 

SRIER. a H. Region i, Philadelphia, Office of the Director. 
79/02/00. IP. 


7902210232 DOCKET 50-270 Peach Bottom Atomic Power Station, Unit 3 
Forwards monthlg operating rept for Jan 
COONEViM. J. Philadelphia Electric Co, 79/02/13. Ip. 


7902260601 DOCKET 90-200 Surrg Power Station, Unit 1 

Ack receipt of 701229 Itn denies request for EIS 8< show 
cause hearing. _ , 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/08/o». ip. 


7902260604 DOCKET 30-200 Surrg Power Station, Unit 1 
Director's decision under 10CFfi2. 206. Denies request 
North Anna Environ Coalition for show cause hearing 
re steam generator repair program. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 


bg 

(, EIS 
79/02/01. 


Spf. 


7902210239 DOCKET 50-270 Peach Bottom Atomic Power 
Monthly operating rept for Jan 1979. 

ALOEN, W. H, Philadelphia Electric Co. 79/02/10. 


Station, 

10pp. 


Unit 3 


7902010110 DOCKET 30-270 Peach Bottom Atomic Power Station, Unit 3 
Forwards LER 79-002/01T-0. 

COONEV,M. J. Philadelphia Electric Co. 79/01/22. 2pp, 


7902010114 DOCKET 50-270 Peach Bottom Atomic Power Station, Unit 3 
LER 79-002/OJT-0 on 790108; cable spreading room eardo* sgi 
disabled u/o flrewatch present. Absence due to failure of 
personnel to notify shift supervisor upon work completion. 
COONEy,H. J, Philadelphia Electric Co. 79/01/22. Ip. 


7902010175 

Forwards 

CDOMEY.M. 


DOCKET 50-270 Peach Bottom Atomic Power Station, 
LER 79-0O2/OIT-0. 

J, Philadelphia Electric Co. 79/01/22. 3pp. 


Unit 3 


7902080213 DOCKET 50-200 Surrg Power Station, I 

Endorsement 39 to Policy MF-57, w/changes in liability for 
VA Electric «t Power Co, 

OERASfT. Nuclear Energy Liability Insurance Association, 
ip. 


70/12/14, 


'902000206 DOCKET 30-200 Surry Power Station, Unit 1 
Endorsement 81 to NELIA Policy NF-106. w/amtnd of Condition 4 
re bodily injury or property damage Insurance costs for VA 
Electric (t Power Co. 

BARDESfC.R. Nuclear Energij Llabllitg Iitiurance Aitoclatlon. 


7902000217 DOCKET 30-280 Surry Power Station, Unit 1 
EnOorsements 2 to Binders EB-27 S< EB-20, w/changes in 
liability for VA Electric fc Power Co. 

0ERA8, T. Nuclear Energy Liability Insurance Association. 

Ip- 


79/01/18. 


7902010177 DOCKET 50-270 Peach Bottom Atomic Power Station, Unit 3 
LER 79-002/01T-0 on 790108; roof vent stack instantaneous gat 
release rate above Tech Spec limit due to valve operator 
Pa L kui.i I caus ing loss of inservlce RHR loop, rise in coolant 
temp t< gaseous reltate via core isolation cooling valves, 

COONEV, M. J. Philadelphia Electric Co. 79/01/22. Ip. 


7902230150 DOCKET 50-270 Peach Bottom Atomic Power Station, Unit 3 
Confirms Info t« RO B-79-6/1P on 790130: rec Irculat ion motor 
generator set room fire protection sys out of svc for 
approslmitely B-h w/no firm watch posted. Caused by personnel 
error. 

ULLRICH, M. T. Philadelphia Electric Co. 79/01/31. 2pp. 


7902230214 DOCKET 30-278 Peach Bottom Atomic Power Station, Unit 3 
Confirms Info re RO B-79-7/iP on 790131: standby gas 
treatment fire protection sys out of svc for appro* imately 
0 days. Caused bg personnel error. 

ULLRICH, M.T, Philedelphta Electric Co. 79/01/31. 2pp, 


7902210245 DOCKET 50-270 Peach Bottom Atomic Power Station, Unit 3 
LER 79-003/031.-0 on 7901 1 1; during unit shutdown for maint an 
Instrument shutoff valve to pressure switch found closed due 
to psTSonnel error. Unit operated 9 days w/lnstrumant out of 
svc. Appropriate disciplinary action taken. 

COONEY, M. J. Philadelphia Electric Co. 79/02/00. tp. 


7902200025 DOCKET 50-200 Burry Power Station. Unit 1 
Endoreement for calendar year 1979 for NELIA Policy NF-186. 
M Ul-nln4a (Tlsebric t, Power Co, 79/01/20. ip. 


7902260461 DOCKET 50-280 Burry Power Station, Unit i 

Endorsement 22 to NELIA Policy NF-240 for calendar year 
l?77. 

# Nuclear Energy Liability Inturanee Association. 79/01/20. Ip. 


7902260233 DOCKET 30-200 Surry Power Station, Unit 1 
Forwards summary of PWR purging & venting esperiences. 
SEYFRIT.K. V. Region 4, Dallas, Office of the Director. 
4pp. 


74/09/03, 


7902200388 DOCKET 50-280 Surry Power Station, Unit 1 

As followup to NRC 7B1113 request for submittal of Offsite 
Dost Calculation Manual for approval, forwards guidelines for 
general eontente of manual. 

ORIMEBiD. K. Assistant Director for Engineers it Projects. 
79/01/18. 5pp, 


7902120213 DOCKET 50-200 Surry Power Station, Unit 1 

Forwards 701229 Itr from North Anna Environ Coalition to 
NRCfrequeetlng EI0 before steam generator replacement. 
Supports rsquest ti urges public hearing on Iseue. 

♦ Truth in 'Power. 79/01/24. 3pp. 


7902270363 DOCKET 50-270 Peach Bottom Atomic Power Station, Unit 3 
LER 79-001/03L-0 on 7901! I ; dl seovered that recorded hl-hl 
trip valve for steam line radiation monitor was SO man-rem/h 
greater than Tech Spec limit I, no corrective action taken. 

Caused by procedural deficiency. 

COONEV, M.J. Philadelphia Electric Co. 79/02/09. Ip, 


7902180464 DOCKET 30-200 Burry Power Station, Unit 1 

Ack receipt of 790116 Itr requesting e«tenslon of time for 
submittal of Tech Specs App 1, Due to rigid review schedule 
for all operating reactors, request eitension of date to 
790280. 

8CHHENCER, A.' Operating Reactori Branch 1. 79/01/25. 2pp. 


7902870301 DOCKET 50-270 Peach Bottom Atomic Power Station, Unit 3 
Ler 79-004/03L-0 on 7901 17; during surveillance test, setpoint 
of PS-3-t4-44D found to be greater than Tech Spec mai. Caused 
by setpoint drift on statlc-o-ring Model 5N-AA3 preisure 
twitch. Instrument recalibrated. 

COONEY, M.J. Philadelphia Electric Co. 79/02/15. Ip. 


7902000236 DOCKET 50-200 Surry Power Station, Unit I 

In reiponee to NRC 790125 Itr, forwards radiological affluent 
changes to Tech Specs for review. Completed application for 
llcenee amend will be provided by 790280, 

STALLINOB, C. M. Virginia Electric h Power Co, 79/08/05, I6pp, 


7902280119 DOCKET 50-280 Burry Power Station, Unit I 

Informs that TRADDC Pamphlet 350-30, " Interservlce Procedures 
for Instructional Sys Development" referenced in NUREO-0219 
if available In microfiche form from NRC. 

BE8AH,U. J. Division of Document Control, 79/01/09. 2pp. 


020B0243 DOCKET 50-200 Surry Power Station, Unit 1 
Explains basis for 337. prassurUer narrow range level In 
proposed Tech Spec Change 72. Per phone request, level was 
chosen to provide operator w/adequate time to act in event 
of spurloue charging pump operation. -yajno/n^ 



DOCKETED ITEMS 


790SS10SS9 DOCKET SO-2SO Surry Pouir Station. Unit 1 

Bubmlti addl info rc ptrmantnt lolutlon to lou htad safotg . 
Injfction & ouitida rtc Irculation sprag pump not potitlve 
• UCtloit haad prob l>mi. M/att mass t. inargg ralaase data t. 
basil for dilation of flou restrietlnp orlficis. 

BTfltLINOS. C. M. Virginia Electric S< Power Co. 79/02/14, 15pp. 


790SS1025S DOCKET 50-280 Surrg Power Station. Unit 1 

Forwards proposed Change 66 to Tech Specs re surveillance 
tasting, inservlcc testing. ASMS Code Class 1.2 (i component 
insp. containment sprag pumps, weight loaded check valve. & 
sprag sgs motor operated valves. U/chec k for 44. 400. 

8TALL1N0B. C. M. Virginia Electric k Power Co. 79/02/14. 3app. 


7902280286 DOCKET 50-280 Surrg Power Station. Unit 1 

Application for Change 76 to Licenses DPfl-3a b DPR-37 to 
allow for removal of five part length control rods. Proposed 
Taeh Spec Change 76 b *4.400 check and. 

STALLINOSi C. H. Virginia Electric b Power Co. 79/02/26. 13pp. 


7902070074 DOCKET 50-280 Surrg Power Station. Unit 1 
Forwards IE Insp Repts 50-280/78-34 b 50-281/78-34 on 
781211-14. No noncompl ianc B noted. 

LQNO.F. J. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 78/12/29, 2pp. 


7902070076 DOCKET 50-280 Burry Power Station. Unit 1 

IE Insp Repts 80-280/78-34 b 50-281/78-34 on 781211-14. No 
noncomp 1 lance noted. Major areas Inspeetad: tilting disk check 
valves. 1 Imitorque velve ec tuators. valve disc b stem 
seperatlon. Conducted IS LER followups. 

LEUI8. R. C, I SKQLD8. J. L. Region 2. Atlanta. Reactor Operations 

Nudtar Support Branch. 78/12/28. 7pp. 


7902060289 DOCKET 50-280 Burrg Power Stetion, Unit 1 

Farwerds info re status of Unit 2 lou head safatg injection 
pump test. outside reculation spreg pump.b inside 
recirculation sprag pump 1-R8-P-1B insp. 

BTALLINOB. C. M. Virginia Electric b Power Co. 79/01/31. 32pp. 


7902230139 DOCKET 50-280 Surry Power Station. Unit 1 

Forwards IE Info Notice 79-01. "Bergen-Paterson Hydraulic 
Shack b Swag Arrastors (HSSAl. " 

O'REILLY. J. P. Region 2. Atlenta. Office of the Director. 
79/02/02. 8pp. 


7902120219 DOCKET 50-280 Surrg Power Btation. Unit 1 

Forwards IE Bulletin 79-01. "Environ Qualification of Clast 
le Equipment. " 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/02/05. 2pp. 


7902060329 DOCKET 50-280 Surrg Power Station. Unit 1 

LER 7e-03B/03X-l on 781 108: review of operational data showed 
that quarterly calibr of nuclear power range instrumentation 
had not been performed per schedule. due to scheduling error. 
BAUCOM. T.L, Virginia Electric b Power Co. 79/02/02. 2pp. 


7902130177 DOCKET 50-280 Surrg Power Btation. Unit 1 

Repts that condenser cooling water outlet temp decreased 
3. 5 F on 790125. Caused by an equal drop In river water inlet 
temp. No corrective action attempted. 

STALLINGS. C. M. Virginia Electric b Power Co. 79/02/08. ip. 


7902200018 DOCKET 50-280 Surrg Power Station, Unit 1 
Forwarde LER 79-002/03L-0. 

STALLINGS. C. M. Virginia Electric b Power Co. 79/02/13. Ip. 


7902200019 DOCKET 50-280 Surrg Power Btation. Unit 1 

LER 79-003/03L-0 on 7901 IS: elec trical penetration bstwaen 
turbine bldg b emergency switchgear room not properly 
sealed. Caused by penetration being broken during previous 
implementation of design change. 

8TEHART.H.L. Virginia Electric b Power Co. 79/02/12, Hpp. 


7902220051 DOCKET 50-280 Surry Power Station. Unit 1 
Ltr rept re cooling water temp differential on 790202. 
Difference between river water ambient temp measured at 
station high level intake b cooling water at dlschargo 
control sturcture eiceeded Tech Spec level. 

STALLINGS. C. M. Virginia Electric b Power Co. 79/02/19, Ip. 


7902220040 DOCKET 50-280 Surrg Power Station. Unit 1 
Informs of cooling water discharge temp change rate on 
790205: rate exceeded 3 F/h for cooling water outlet temp b 
discharge coolant temp increased at about 4 F/h. No 
detrimental effects noted. 

STALLINGS. C.M. Virginia Electric b Power Co. 79/02/16. tp. 


7902260418 DOCKET 50-280 Surrg Power Station, Unit 1 
Forwarde LER 79-003/03L-0. 

BTALLINOB, C, M, Virginia Electric b Power Co. 79/02/21. Ip. 


7902260429 DOCKET 50-280 Surry Power Station, Unit 1 
LER 79-003/03L-0 on 790124; error detected In calibr 
proceduree for steam flow instrumentation. Caused by error 
made when calibr procedures changed. 

STEWART. W.L. Virginia Electric b Power Co. 79/02/20, 2pp. 

7902260437 DOCKET 50-280 Surrg Power Station, Unit 1 
Forward! LER 7e-047/03X-l. 

STALLINGS, C.M, Virginia Electric b Power Co., 79/02/21. Ip. 


790221016B DOCKET 50-280 Burrg Pouer Station, Unit 1 

Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment." W/llst of 11 syetematie evaluation program 
plant* for which no action it required. 

O'REILLY. J. P. Region 2, Atlanta. Office, of the Director. 
79/Oa/OB. 2pp. 


7902280163 DOCKET 50-280 Surry Power Station. Unit 1 

Forwarde IE Info Notice 79-03. "Llmltorque Valve Geared 
Lleilt Switch Lubricant. " 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director, 
79/02/09. .2pp. 


790226044B DOCKET 50-280 Surry Power Station, Unit 1 

LER 78-047/03X-1 on 78121 1: primary to secondary leakage in 
"C" steam generator exceeded alloueble limit. Caused by 
leakage through five steam generator tubas. comb ined flow 
resulted in excesilve leakage. 

STEWART, H.L, Virginia Electric b Power Co. 79/02/21. 2pp. 


7902220119 DOCKET 50-281 Surrg Power Station, Unit 2 

Informs that TRADOC Pamphlet 350-30, "Interservice Procedures 
for Instructional Sgs Development" referenced in NUREO-0219 
is avallablf in microfiche form from NRC. 

BESAWi W. J. Division of Document Control. 79/01/09. 2pp. 


7902200052 DOCKET 50-200 Surry Power Btation, Unit 1 
Forwerd* monthly operating rept for Jan 1979. 

8TALLIN08, C. H. Virginia Electric b Power Co. 79/02/13. Ip. 


7902200053 DOCKET 50-280 Surry Power Station, Unit 1 
Monthly operating rept for Jen 1979. 

STEWART, W, Virginia Electric b Power Co. 79/01/22. 39pp. 


7902020230 DOCKET 50-280 Surry Peuir Station. Unit 1 
Forwards LER 7B-04I/03X-1. 

8TALLIN08, C.M. Virginia Elsetrlc b Power Co. 79/01/30. ip. 


790221020B DOCKET 50-2B1 Surrg Power Station, Unit 2 
Forwards copies of interim pages for modified emended 
security plan w/comml tments util will not meet by 790223. 
Pages describe meetures to be taken pending initallation b 
const of equipment. W/o sncl (ref 10CFR2, 7901. 

STALLINGS, C. M. Virginia Electric b Power Co. 79/02/16. tp. 


7902260S97 DOCKET S0-2B1 Surrg Power Btation, Unit 2 
Forwards citizen 781229 request for NRC to conduct 
hearing b prepare EI8 on proposed replacement of steam 
generators. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/O2/0t. 2pp 


7902020237 DOCKET 50-280 Surrg Powar Station. Unit 1 

LER 7B-04i/03X-l on 701 121 : during ptrformanee of PT-39-1 at 
full power. snubber 1-WAPD-H89-141B had 0 fluid level in 
reservoir, due to crack in reservoir glass. 

BTEWART.W.L, Virginia Electric b Power Co, 79/01/29. 2pp. 


7902060322 DOCKET 90-280 Surrg Power Stetion. Unit 1 
Forward* LER 78-031/03X-1 b 78-O30/O3X-1. 

STALLINGS, C.H. Virginia Elictrie b Powar Co. 79/02/02. ip. 


7902060326 DOCKET 90-280 Burrg Powar Station. Unit 1 

LER 78-031/03X-1 On 781001: during normal operation, Channel I 
pressurittr level (protection) L-I-4S9 drifted high. Caused 
by drift of electronic xero adjustment. in conjunction w/ 
leakage thru transmitter bypas t/equali z tng valvt. 

BAUCOM. T.L. Virginia Electric h Power Co. 79/02/02. 2pp. 


7902260601 DOCKET 90-201 Burrg Power Stetion. Unit 2 

Ack receipt of 7B1229 Itri denies request for EIS b show 
cauee hearing. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/02/01. Ip. 


7902260604 DOCKET 90-281 Surry Powar Station, Unit 2 
Oirector'e decision under 10CFR2. 206. Denies request by 
North Anna Environ Coalition for show cause hearing b EIS 
re steam generator repair program. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/02/01. Spp 

7902080213 DOCKET 90-281 Surrg Pouer Station, Unit 2 

Endorsement 39 to Policy MF-97.w/chBngts In liability for 
VA Electric b Power Co. 

GERAS. T. Nuclear Energy Liability Insurance Association. 76/12/14, 
Ip. 



42 DOCKETED ITEMS 


79020B0306 DOCKET SO-SBl Surrij Pouer Station, Unit S 

Endorf BiDBiit SI to NELIA PoJicg NF-106> u/amond of Condition 4 
re todilg injurij or propcrtg daoiago insurance costs for VA 
Electric & Power Co. 

SARDES, C.R. Nuclear Energy Liability Insurance Association. 
79/01/03 Ip, 


7902000317 DOCKET S0-2BI Surrg Power Station, Unit 2 
Endorsements S to Qlndera EO-27 t, ED-2a, w/changes in 
liability for VA Electric t> Power Co. 

OERABi T. Nuclear Energy Liability Insurance Association. 79/01/12. 
Ip. 


790220002S DOCKET 50-231 Surry Power Station, Unit 2 

Endorsament for calendar year 1979 for NELlA Policy NF-106. 
e Virginia Electric t< Power Co. 79/01/20. Ip. 


7902060299 DOCKET 90-281 Surry Power Station. Unit 2 

Forwards info re status of Unit 2 low head safety injection 
pump test, outside reculation spray putnp.fc Inside 
recirculation spray pump 1-RS-P-lD insp. 

STALLIN8B, C. M. Virginia Electric U Power Co. 79/01/31. SHpp. 


7902230139 DOCKET S0-2DI Burry Power Station, Unit 2 

Forwards IE Info Notice 79-01, "Dergan-Pnterson Hydraulic 
Shock ti Sway Arrestors (H9SA). " 

D'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/02/02. Spp. 


7902120219 DOCKET S0-2BI Surry Power Station, Unit 2 

Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment. " 

O'REILLV, J. P. Region 2, Atlanta, Office of the Director. 
79/02/05. 2pp. 


7902260461 DOCKET 50-201 Surry Power Station. Unit 2 

Endorsement 22 to NELIA Policy NF-240 for calendar year 
1979. 

a Nuclear Energy Liability Insurance Association. 79/01/20. Ip. 


7902260233 DOCKET S0'2S1 Surry Power Station, Unit 2 
Forwards suoioiary of PUR purging (, venting experiences. 

BEYFRIT.K. V. Region 4, Dallas, Office of the Director, 74/09/03. 
4pp. 


7902290399 DOCKET 50-291 Surry Power Station, Unit 2 

As followup to NRC 7B1119 request for submittal of Offslta 
Dost Calculation Manual for approval, forwards guidelines far 
general contents of manual. 

QRIMEBiO.K. Assistant Director for Engineers (< Projects. 
79/01/lB. 9pp. 


7902120213 DOCKET 50-291 Surry Power Station, Unit 2 

Forwards 781229 Itr from North Anna Environ Coalition to 
NRCi requeatlng EIS before steam generator replacement. 
Supports request & urges public hearing on issue. 

• Truth in Power. 79/01/24. Spp. 


7902190464 DOCKET 50-281 Burry Power Station, Unit 2 

Act receipt of 790116 Itr requesting axtenslon of time for 
submittal of Tech Specs App 1. Due to rigid review schedule 
for all operating reactori, request extension of date to 
79022B. 

8CHHENCER, A. Operating Reactors Branch 1. 79/01/29. 2pp, 


7902060236 DOCKET S0-2B1 Surry Power Station, Unit 2 

In response to NRC 790125 Itr, forwards radiological affluant 
changes to Tech Specs for review. Comp leted application for 
license amend will be provided by 790220. 

STALL INOS, C. M. Virginia Electric U Power Co, 79/03/05. 16pp, 


7902060343 DOCKET 50-291 Surry Power Station, Unit 2 

Explains basis for 33X. pratsuriier narrow range level in 
proposed Tech Spec Change 72. Per phone request, level was 
chosen to provide operator w/adsquate time to act in event 
of spurious charging pump operation. 

STALLINOB.C. M. Virginia Electric «, Power Co, 79/02/03. Ip, 


7902310229 DOCKET 90-291 Burry Power Station, Unit 2 

Submita addl Info re permanent solution to low head safety 
Injection fc outside recirculation spray pump nat positive 
suction head problems. U/att mass (< energy ralease data t, 
bifit for delation of flow restricting orifices, 

STALLINOB.C, H. Virginia Electric (t Power Co. 79/02/14, 15pp. 


7902210235 DOCKET 90-291 Burry Power Station, Unit 2 

Forwards proposed Change 66 to Tech Specs re surveillance 
testing, inservice test Ing, A8ME Code Class 1, 2 (< component 
Insp, containment spray pumps, weight loaded check valve, (i 
spray sys motor operated valves, U/chfck for *4,400. 

8TALL1N0B, C, M. Virginia Electric t, Power Co. 79/02/14. 32pp. 


7902290286 DOCKET 80-201 Surry Power Station, Unit 2 

Application for Change 76 to Licenees DPR-32 & DPR-37 to 
ellow for removal of five part length control rode. Proposed 
Tech Spec Change 76 & *4,400 check end. 

STALLINOS, C. K. Virginia Electric b Power Co. 79/03/36. 13pp. 


7902070074 DOCKET 50-201 Sorry Power Station, Unit 2 
Forwards IE Insp Repti 50-260/76-34 tc 50-281/79-34 on 
791211-14.No noncompliance noted. 

LDNSiF. J. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 79/12/29. 2pp., 


7902070076 DOCKET 9D-2BI Burry Power Stab Ion, Unit 2 

IE Insp Repti 5O-2B0/7B-34 b 80-2B1/78-34 on 701211-14. No 
nencompllance noted. Major areas Inspected: tilting disk check 
valvei, Itmltorque valve actuators, valve disc b stem 
separation. Conducted IS LER followups, 

LEUIS, R, C. ■ BK0LD8, J. L. Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch. 76/12/20, 7pp. 


7902210160 DOCKET 50-2BI Sorry Power Station. Unit 2 

Forwards IE Dulletln 79-01. "Environ Qualification of Class 
IE Equipment," W/!lst of 11 systematic evaluation program 
plants for which no action is raquired. 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/02/00, 2pp, 


79028B0I63 DOCKET 90-2B1 Burry Power Station, Unit 2 
Forwards IE Info Notice 79-03, "Llmltorque Valve Ooared 
Limit Switch Lubricant. " 

O'REILLY, 0. P. Region 2, Atlanta, Office of the Director. 
79/02/09. 2pp. 


7902200032 DOCKET 90-2Bi Surry Power Station, Unit 2 
Forwards monthly operating rept for Jan 1979, 

STALLINOS, C. M. Virginia Electric b Power Co. 79/02/13. Ip. 


7902200093 DOCKET 90-281 Surry Power Station, Unit 2 
Monthly operating rept for Jan 1979. 

STEWART, W, Virginia Electric b Power Co. 79/01/88. a9pp. 


7902130177 DOCKET 30-291 Surry Power Station, Unit 2 

Repts that cendenier cooling water outlet temp decreased 
3. 9 F on 790123. Caused by an equal drop In rivar watar Inlet 
temp. No corrective action attempted. 

STALLINOS, C, M. Virginia Electric b Power Co. 79/02/00. Ip. 


7902190347 DOCKET 90-261 Surry Power Station, Unit 2 
Forwards LER 79-001/03L-0. 

STALLINOS, C. M. Virginia Electric b Power Co. 79/02/12. Ip. 


7908190390 DOCKET 90-381 Surry Power etatton, Unit 2 
LER 79-001/03L-0 on 7901 18; personnel batch inner door b 
emergency escape manway not leak tested within 72-h after 
opening because ascape manway safety lock believed broken, 
posing hazard. 

STEWART, W.L. Virginia Electric b Power Co. 79/02/09. 2pp. 


7902220051 DOCKET 90-281 Burry Power Station, Unit 2 
Ltr rept re cooling water temp differential on 790202. 
Difference between river water ambient temp measured at 
station high level intake b cooling water at discharge 
control stureture exceeded Tech Spec level. 

STALLINOS, C. H, Virginia Electric b Power Co. 79/02/19. Ip. 


790222004B DOCKET 90-2B1 Surry Power Station, Unit 2 
Informs of cooling water discharge temp change rate on 
790209: rate exceeded 3 F/h for cooling water outlet temp b 
discharge coolant temp Increased at about 4 F/h. No 
detrimental' effects noted. 

STALLINOS, C. M. Virginia Electric b Power Co. 79/02/16. Ip. 


7902230094 DOCKET 90-201 Surry Power Station, Unit 2 
Forwards LER 79-002/03L-0 b 79-003/03U-0. 

STALLINOS, C. M. Virginia Blactrlc b Power Co. 79/08/16. Ip. 


7902220096 DOCKET 90-281 Surry Power Station, Unit 2 
LER 79-002/03U-0 on 790120: duping normal operation channel 
check revealed that pressuriier pressure channel I drifted 
above Tech Spec limit as compared. to channels II b III. 

Caused by failure of channel I pressure transmitter. 

STEWART, W.L. Virginia Electric b Power Co, 79/02/15. Bpp. 


7902220100 DOCKET 90-2B1 Surry Power Station, Unit 2 

LER 79-003/03L-0 on 790122: following containment intranee . 
equipment hatch escape air lock, outer door was not proven 
sealed within 72-h from initial opening. Caused by problems 
in sealing exterior hatch. 

STEWART W.L. Virginia Electric b Power Co. 79/02/19, Spp. 


7902260396 DOCKET 50-261 Burry Power Station, Unit 2 
Forwards LER 79-004/03L-0. 

STALL INOa, C. M. Virginia Electric 'b Power Co. 79/02/21. Ip. 



DOCKETED ITEMS « 


7»0aa6039B DOCKET 90-801 Burry Poti)»r Station, Unit 2 

UER 79-0b4/03L-0 on 790204. »»tpo In t» of Sevan main steam 
safety valves not ulthln Tech Spec 1 imlts. Caused by normal 
setpoint drift. 

BTEWAUT. H. t. Vlrflinla Electric h Power Co, TS/OS/Bl. 2pp. 


7908860460 DOCKET 90-281 Sorry Power Station. Unit 2 
Forwards LEHs 70-O33/O3X-1 t< 7Q-030/03X-1. 

BTALLINOBi C. M. Virginia Electric t. Power Co. 79/03/21. Ip. 


7902860478 DOCKET 90-201 Surry Power Station, Unit 2 

LER 70-O33/O3X— 1 on 780926: c irculatlng water outlet valve 
HOV-CU— 200D failed to close when operated electrically. 
Caused when actuator cam for "shut" torque switch became 
wedged against torque switch hold down screw. 

STEWART, W. L. Virginia Electric 6 Power Co. 79/02/20. 2pp. 


7902260476 DOCKET B0-2B1 Surry Power Station, Unit 2 

LER 70-033/03X-1 on 7B1030: boric acid flow from boric acid 
tank to blender was Interrupted. Caused by blockage of 
cryetallited boron at elbow in line 1"-CH“396-152. 
DAUCDH.T. L. Virginia Electric t< Power Co. 79/02/20. 2pp. 


7908280119 DOCKET 90-8B2 Prairie Island Nuclear Station, Unit 1 
Informs that TRADOC Pamphlet 390-30, "Interservtce Procedures 
for Instructional Sye Development" referenced In NUREO-0219 
Is available in microfiche form from NRC. 

BEeAMi U. J. Dlviiion of Document Control. 79/01/09. 2pp. 


7908120180 DOCKET 90-282 Prairie Island Nuclear Station,. Unit 1 
Raipondi to 790124 Itr identifying two alleged deficiencies 
in security plans. Del ieves items are not deficiencies b 
that most recant revision to plan meet stds of 10CFR73. 99, 
HAVERtL. 0. Northern States Power Co. 79/02/09. 2pp. 


7908190364 DOCKET 90-282 Prairie Island Nuc lear .Station, Unit 1 
Forwards detailed Info on security plan implementation. Enel 
withheld (ref 10CFR2. 790>. 

MAYER, L,0, Northern States Power Co. 79/02/13. Ip. 


7902090391 DOCKET 50-282 Prairie Island Nuclear Station, Unit 1 
IE Insp Repts 90-202/70-20 t, 90-306/76-20 on 701101-30. No 
noncompliance noted. Major areas Inspected: operations, 
radiation protection, sec unity, maintenance, survel I lance 
testing, organ! lat ion b administration b refueling shutdown. 

FEIERADEND, C. D. , WARNICK.R.F. Region 3, Chicago, Reactor 

Operations Nuclear Support Branch. 79/12/29. ?pp. 

7902060014 DOCKET 90-262 Prairie Island Nuclear Station, Unit i 
Forwards IE Insp Repts 90-262/70-19 b 50-306/70-19 on 
761114-19. No noncompl ianee noted. 

KEPPLERrJ.O. Region 3. Chicago, Office of the DlrectOT, 79/01/00. 
2pp. 


7902060016 DOCKET 50-262 Prairie Island Nuclear Station. Unit 1 
IE Insp Repts 90-262/70-19 b 90-306/76-19 on 701114-15. No 
noncompl lance noted. Major areas Inspected: routine, announced 
Insp of LER 78-16, b IE bulletins b circular followup 
relative to qualification of electrical equipment. 

HU0HE8, T. Region 3, Chicago, Office of the Director. 78/12/26. 
Bpp. 


7902260526 DOCKET 50-202 Prairie Island Nuclear Station, Unit 1 
Forwards IE Insp Repts 90-202/78-10 b 90-306/78-18 on 
701114-17 b 781 130-1201. No noncompliance noted. 

DAVIS, A. D. Region 3, Chicago, Fuel Facility b Materials Safety 

Branch. 79/01/12, 2pp. 


7902260941 DOCKET 50-202 Prairie Island Nuclear Station, Unit 1 
IE Insp Repts 50-262/76-10 b 50-306/70-10 on 781114-17 b 
761 130-1201. No noncompliance noted. Major areas Inspected: 
radiation protection program for operation b refueling, 
including qualifications, licensee audits, training, procedures 
HUETER, L.J. , DUDRV, N. £. , FIEHER.W. L. Region 3, Chicago, Fuel 
Facility b Materials Safety Branch. 79/01/06. ISpp. 


7902070089 DOCKET 90-262 Prairie Island Nuclear Station, Unit 1 
Ack receipt of 761221 Itr informing NRC of steps taken to 
correct violation noted In 781204 insp rept. 

HIND, J. A. Region 3, Chicagp, Safeguards Branch. 79/01/26. Ip. 


7908200042 DOCKET 90-202 Prairie Island Nuclear Station, Unit 1 
FoTwards Endorsement 2 to Policy Binder ED-36 b XD-36 for 
Unit 1 b Endoriement 2 to Policy Binder XB-37 b XB-36 for 
Unit 2. Doth endorsements pertain to Calendar Year 1979. 
JOHNSON, R.O. Northern States Power Co. 79/02/00. 8pp. 


7908870312 DOCKET 90-282 Prairie Island Nuclear Station, Unit 1 
Forwards Endorsement 49 to Policy NP-174 b Endorsement 41 
t» Policy NF-197 for calendar year 1979. 

JOHNSON, R.O. Northern States Power Co. 79/02/21. 3pp. 


7908260233 DOCKET 50-202 Prairie Island Nuclear Station, Unit 1 
Ferwards summary of PWR purging b venting experiences, 

8EYFRIT,K.V. Region 4, Dallas, Office of the Director. 74/09/03. 
4pp. 


79O2S0O3B9 DOCKET 90-202 Prairie Island Nuclear Station, Unit 1 
As followup to NRC 701115 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
general contents of manual. 

ORlMESiB. K. Assistant Director for Engineers b Projects 
79/01/16, 9pp. 


7902220078 DOCKET 90-882 Prairie Island Nuclear Station, Unit I 
Forwards rept XN-NF-70-44, "Oenorlc Analysis of Control Rod 
Ejection Transient for PNRs. " 

UHITE, J. A. Elkon Nuclear Co., Inc. isubs. of Exxon Corp. ). 
79/08/12. Ip. 


7902280079 DOCKET 50-262 Ppeirie Island Nuclear Station, Unit 1 
"Oenorlc Analysis of Control Rod Ejection Transient for 
PHRs. " 

DURNBIDE, R. J, , KRYSINKI , T. L. , PRUITT, D. W, Exxon Nuc lear Co. , Ine. 
(subs, of Exxon Corp. ). XN-NF-7B-44, 79/01/31. 53pp. 


7908SB0307 DOCKET 90-262 Prairie Island Nuclear Station, Unit 1 
Forwards ECCB reanalysis using Feb 1970 version of 
Hestinghouse ECCS evaluation model for large break LOCA 
enaly lie . 

MAYER, L.O. Northern Btatos Power Co. 79/02/21., Ip. 


7902200311 DOCKET 90-208 Prairie Island Nuclear Station, Unit 1 
ECCS reanalysle for large break LOCA analysis based on 
Feh 1978 evaluation model. 

• Northern Statee Power Co. 79/02/21. GSpp. 


7902090390 DOCKET 90-202 Prairie Island Nuclear Station, Unit 1 
Forwards IE Insp Repts 50-202/76-20 b 90-306/78-20 on 
751101-30. No noncompliance noted. 

FIORELLIiO. Region 3, Chicago, Reactor Operations Nuclear Support 

Bp«nth. 79/01/03. 2pp. 


7902120119 DOCKET 90-282 Prairie Island Nuclear Station, Unit 1 
Forwards IE Info Notice 79-01, "Dergon-Paterson Hydraulic 
Shock b Sway Arrestors (HSSA). 

KEPPLER,J, 0. Region 3, Chicago, Office of the Director, 79/02/02. 
Ip. 


7902210199 DOCKET 90-262 Prairie Island Nuclear Station, Unit 1 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." N/list of 11 systematic evaluation program 
plants for which no action Is required. 

KEPPLER,J.O. Region 3, Chicago, Office of the Director. 79/02/09. 
Ip- 


7902270359 DOCKET 90-262 Prairie Island Nuclear Station, Unit 1 
Forwards IE Info Notice 79-03, "Llmttorque Valve Geared 
Limit Switch Lubricant. " 

KEPPLER,J.O, Region 3, Chicago, Office of the Director. 79/02/09. 

Ip. 


7902190278 DOCKET 50-282 Prairie Island Nuclear Station. Unit 1 
Forwards monthly operating rept for Jan 1979. 

MAYER, L.O, Northern States Power Co. 79/02/12. Ip. 


7902280294 DOCKET 90-202 Prairie Island Nuclear Station, Unit 1 
Forwards LER 79-002/03L-0. 

MAYER, L.O. Northern States Power Co. 79/02/23. Ip, 


7902280263 DOCKET 90-282 Prairie Island Nuclear Station, Unit 1 
LER 79-002/03L-0 on 790126: dl esel cooling water pump 22 
failed to start during surveillance test. Caused by stuck 
contacts in LICDN Micro-Switch 11-104. 

HUNSTAD.A.A, Northern States Power Co, 79/02/23. Ip, 


7902260056 DOCKET 90-284 Idaho State Urtiv. Research Reactor 
Amend 10 to Indemnity Agreement E-49 increasing amount of 
coverage in Article 3, paragraph 4(b)(2>. 

SALTZMAN.J. Antitrust b Indemnity Group. 79/02/12. Ip. 


7902270336 DOCKET 90-264 Idaho State Univ. Research Reactor 
Forwards Amend 10 to Indemnity Agreement E-49 Increasing 
coverage to 4140 million. 

EASTMAN, P.H. Idaho State Univ. 79/08/14. 2pp, 


7902220119 DOCKET S0-2S5 Fort Calhoun Station, Unit 1 

Informs that TRADOC Pamphlet 390-30, "Interservlce Procedures 
for Instructional Sys Development" referenced In NUnEO-0219 
is available In microfiche form from NRC, 

BE8AU, U. J. Division of Document Control. 79/01/09. 2pp. 


7908060840 DOCKET 50-285 Fort Calhoun Station, Unit 1 

Forwards appl for amend of 1 icense, proposed changes to Tech 
Specs, safety evaluation, b check for 412, 300. U/Cer tif ica te 
of Bvc. 

• LeDoeuf, Lamb, Lelby b MacRae. 79/02/06. 3pp. 
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7908080242 CCCKET 90-2BS Fort Calhpun Station. Unit 1 

Application for Amend 35 to Jlconso to eliminate unnecieoary 
environ monitoring requirements Sr cfianje reporting 
requirements accordingly. W/proposed changes to Tech Spocs. 
SHORT, T.E. Qiraha Public Power District. 79/02/02. 17pp. 


7902200024 DOCliET 50-235 Fort Calhoun Station. Unit 1 

Carrects info sent 731223 re practice of containment purging 
during normal plant operat i on. Wi 1 1 limit purging to 90-h per 
year to keep containment pressures uilthln Tech Specs. 

SH0R74 T. E, Omaha Public Power District. 79/02/08, 3pp. 


7902230226 DOCKET 50-289 Fort Calhoun Station, Unit I 

Forwards- IE Jnsp Rapt 5O*’209/70"1O on TSISH-IS If notice or 
deviation. , ^ 

MADSEN, 0. L. , Region 4. Dallas. Reactor Operat ions Nuclear Support 
Dranch, 79/01/03. 2pp. 

7902800227 DOCKET 90-2S5 Fort Calhoun Station, Unit 1 
Notice of deviation from Insp on 701811-15. 

• Region 4. Dallas. Reactor Operations Nuclear Support Drench. 

79/01/03. ip. 


7902230229 DOCKET SO-285 Fort Calhoun Station, Unit i 

IE Insp Ropt 30-239/73-18 on 791211 -1 5. None omp 1 lance noted: 
failure to issue summary rept folloulng annual 
roqual i f icat i an program uiritten ejamlnatlon. 

MADSEN, O.L. Region 4, Dallas. Reactor Operations Nuclear 

Support Branch. JOHNSON. H. D. . CONgTABLE, 0, C, Region 4, Dallas. 
Office Df the Director, 79/01/03. 6pp, 


7902010307 DOCKET 50-233 Fort Calhouh Btatlon, Unit I 
Forwards IE Circular 79-08. "fai lure of 120 Jolt Vito) AC 
Power Suppl ies. " 

SETFRIT.K.V, Region 4, Dallas. Office of the DlTBctPr, 79/01/16. 
7pp. 


7902030010 DOCKET 50-835 Fort Calhoun Station, Unit I 
Ack receipt of 790118 1 tr re audit freqoeneg of 
envl ron, chemical t. ecological conlrac tors. Cone urs u/pregram, 

IdADSEN. 0. L. Region 4, Dallas, Reactor Operations Nuclear Support 

Dranch, 79/01/30, ip. 

7902080011 DOCKET SO-289 Fort Calhoun Station, Unit I 

Corrects Page 4 of IE Insp Rept 50-235/70-17 re annual audit 
■of contractor 8. Period i c audits are performed as nocossary to 
provide objective evaluation of effectiveness of contractor 
programs. 

SHORT, T.E, Omaha Public Power District, 79/01/10. Ip, 


7902080009 DOCKET 50-285 Port Calhoun Btatlon, Unit 1 
Ack receipt of 790105 I tr re insp on 781180-22. 

MADSEN. O.L. Region 4. Dallas, Rea c tor Operations Nuclear 

Support Branch, 79/01/16, Ip. 


7902080007 DOCKET 50-265 Fort Calhoun Station. Unit 1 
Responds to NRC 781214 1 tr re violation noted in IE Insp 
Rept 50-285/73-17. Corrective artlons:mod of chemical lagnons 
by batch releases (. installation of recirculation sys hy 
790630. 

SHORT. T.E, Omaha Public Power District, 79/01/05. 2pp, 


7902030003 DOCKET 50-285 Fort Calhoun Station, Unit I 
Forwards IE Insp Rapt 90-205/78-17 on 791120-22 N notice 
of vLoiatlon. 

MADSEN.O.L. Region 4, Dallas, Reactor Dperatlona Nucluar 
Support Dranch. 78/12/14. 2pp. 


7902000005 DOCKET 50-235 Fort Calhoun Station. Unit i 
Notice of violation from Insp on 701120-22, 

MADSEN.O.L. Region 4, Dallas, Reactor Dporatlons Nuclonr 

Support Branch, 73/18/14, ip, 


7908030006 DOCKET 50-835 Fort Calhoon Station. Unit I 

IE Insp Rept 50-235/78-17 on 731 180-82. Noncomp II ance noted: 
failure to maintain the pH of liquid chemical discharge 
within limits of Tech Spec 1. 8. 2. b. 0. 

MADSEN.O.L. Region 4. Dallas, Reaet'Or Operations Nuclear 

Support Dranch. 78/12/14. 6pp. 


79022SO149 DOCKET 50-295 Fort Calhoun Station, Unit I 

Forwards IE Info Notice 79-01, ''Dorgen-Pa t erson Hydraulic 
Shock 4t Sway Arrestors CHSSAh. " 

SETPRITiK. V. Region 4. Dallas. Office of the Director, 79/02/08, 


7908880456 DOCKET 30-205 Fort Calhoun Station, Unit i 

Forwards IE Bulletin 77-01. "Environ Qualification of Class 
IE Equipment." W/list of 11 systematic evaluation program 
plants for which no action is required. 

SEYFRIT.K. V. Region 4. Dallas, Office of the Blrector, 79/02/OD. 


79022Q0021 DOCKET 30-285 Fort Calhoun ■ntation. Unit I 
Forwards IE Info Notice 79”0;i. ''Liml torque Valve Ocared 
Limit (Jwitch Lubricant," 

BEVFRIT.K. V. Koglun 4. Dallas, Office of the Dtrqctnr 79/oa/O''*'' 


7902130077 tlOCKET 30-203 Fort Calhoun Rlatlon, Unit i 
Forwards monthly opuratlng rept for Jnri 1979, 

DHOHT, J. E. Omaha I'litillc i'ower District. 79/02/00. Jp. 


7702130079 DOCKI-T tlO-SDO Fort Calhoun Dlatlon, Unit 1 
Monthly Dperstlng rept for Jan 1979. 

MICKLE, D.J. Omaha Public t’uwer District, 79/08/00. lOpp 


7902020190 DOCKET 30 •805 Fort Calhoun Hint ion. Unit i 
Forwards LEO 79-002/o:u,-0 

ANDIlEWtl, II L. Omaha T'ubllc Puuer Oletrlct. 79/01/24, Ip, 


7902020195 DUCKET 30-8113 Kort Calhtiiisi Ota t ion. On it I 

I.EH 79“008/0:)L“0 tm 7901 1 7 renc lor protective sys for aiial 
power dit Ir I but Ion channel A trip setpnint fluctuated 
noncunseruat Ively. Caused by Bell 6 Howell potentiometer 
modulo part ;tfl4/il2/00l falliira. 

CONNOLLEY. J. t. Omaha Public Power District. 79/01/84, 3 pp, 


7908050130 DtICKtiT 50-8113 Fort Calhoun tUatlon, Unit 1 
Forwards l,C:« 7t)-0i2/0:il.- 1 , 

ANDREUB, II L. Omaha I'obllc Piiwer District. 79/01/24, ip. 


79020501S4 DUCKET 50 -WOS Fort Calhoun Olation. Unit 1 
I.ER 7tl“0l2/03L"l on 7(112119: dnr Ing routltie maint of charging 
pump CH-IB, crack In valve btiick at Piston 3 was found. Caused 
by eiceielve vibration during operation, 

ElTEVt'Nt!. J . , vIONEIIi D. Omaha Public Power District, 79/01/19, If. 

7902060314 DOCKET UO“«()S l-'nrl Calhoun Utatliin. Unit i 
Forwards I.ER 7(]"0()0/0:)l.-l 

ANOntiHD, H. I.. (Imaha Public Power Dlulrlct, 79/01/30, ip. 


7902060319 DUCKET 50-2113 Fori Calhoun (Uatton. Unit 1 

l.UH yO-OOU/OUL-l on 7(1021 4; CII-lC Chargistg pump was out for 
maint un leaking end cap Crack in valve block noted. Pump not 
Inoperkble f. returned tn sue Crack due to heavy usage h 
eiceislve vi brat ion. New block Installed 790105. 

(iTF.V(:N!l, J , JDNIvO.U. Omaha Public Power District. 79/01/29. Ip. 


7902060373 DOCKET DO-UOD I'ofl Calhoun Utatliin. Unit 1 
Forwards I.ER 70-04 I /0:il,,- 1 

ANDREHfl.P, L, Omaha l>uli 1 1 c Power IllstTlct. 79/01/30. Ip, 


790806037(1 IXICKET 50 -8(13 l■'llrl Calhoun (Hat Ion. Unit I 
I.ER 719-041/(131.-1 un 7(1120/. flow rate deficiencies for 
charcual Plllev units noted i ha 1 1 de removal efficiency for 
VA-66 found to be heliiw 997, AppI li:a tion for amend to Itctnie 
re revtsinn uf ventilallnn flaw rate rer|nirementi submitted. 
KUOI'K.I... ANDIIEIf!l, (I. (Irnaha Public Power District. 79/01/30. 3pp. 


7902060303 DOCKET 50-203 Fort Calhoun (Hatlnn. Unit 1 
Forward! ECU 79-00 I /() I T- 0. 

ANDBEim.ll.L. (irnaha Public Pii war D1 s t rl c t. 79/01/31. ip. 


79()2060:iD(l IKICKET SO- ■.'1)5 Furt CalMiun iltatlun. Unit I 
l.En 79''()0I /0l T"0 on 7901111 during check of diesel driven 
fire pump, engine cooling fluid boiled out of holding tank. 
DIeeel engine cooling sys refilled 6 manual isolation valvf 
found closed 9alve opened f, fire pump returned to svc. 
OATEIEO (Irnaha Public Piiwer 111 sir let. 79/01/31 3pp. 


7908280119 DOCHia 50“2()6 Indian Point (itatlon. Unit 3 

Informs that rPAIIMC Pamphlet 35()"30, " Interservlce Procedures 
for Instructional llys Development" referenced in NUnuO-0219 
Is available in microfiche form from NRC. 

DEllAHiH. J. Division of liotument Control. 79/01/09, 8pp. 


7902090355 UOCKET 50-8(16 Indian Point Dtattun. Unit 3 
Responds to NRG 7(11181) request fur addl Info re firs 
protection program review. Foriuarde info on sprinkler syi. 
Hydrogen trailer will be replaced by bulk hydrogen storage 
fac 1 1 1 ty. 

RARLViP, J Power Anthiirlty litate of New York. 79/08/06, aSpp. 


7902210246 DUCKET 50-'2(l6 Indian I'nlivt fltatinn, Unit 3 

Forwards responses to 7(11818 request for addl info re fire 
protection program admi itl s tra ti ve con trol a. Metl covers 
offsite management pos 1 1 i un, f I re brigade positions 6 fire 
drl 1 1 a. 

EARLY. P.J Power Authority fUate of Now York. 79/08/13. 17pp. 


7908230175 OUCKliT 50-806 Indian Point tUatlon. Unit 3 
Forwards Revision h to sec ur 1 ty , I' 1 on containing final 
requested cl ar I f t ca t ion. h'nc 1 wlihheld (ref lOCFRS 7901 
tIGIIRY.O, T Power Authority ntalu of N«u York. 79/08/14. Ip 
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790SS40389 DOCKET 90-S86 Indian Point Station. Unit 3 

As followup to NRC 781119 raqueit for tubmlttal of Offsite 
Doe* Calculation Manual for approval > forwards guidelines for 
ganaral conttnts of manual. 

ORlMEBiB. K, Assistant Director for Engineers tt Projects 
79/01/10. 8pp. 


790SB^OOa2 DOCKET S0-S8d> Indian Point Station. Unit 3 

Raqueste addl sum of «aOO. 00 for Class 1 duplicate fee for 
■mend to Units S & 3 ETS. 

DIOOB. R, M, License Fee Management Dranch. 79/02/02. Ip. 


7902260600 DOCKET 90-‘2B6 Indian Point Station. Unit 3 
Requests addl sum of *000 for Class 1 duplicate fee for 
amend to Units 2 b 3 ETS. 

DtOOSi R. M. License Fee Management Branch. 79/02/02. Ip. 


7902140240 DOCKET 90-206 Indian Point Station. Unit 3 
Aek receipt of 70111S Itr requesting util submit license 
amend eppllcetlon to incorporate requirements of lOCPRSD 
App I into Tech Specs. Util needs addl time b will respond bg 
7904 14. 

EARLY. P.J. Power Authority State of New York. 79/02/03. Ip. 


7902200014 DOCKET 90-206 Indian Point Station. Unit 3 

Bubmlts data specified in Section 401 Certification for Jan 
1979. Concerns gross electrical output.river discharge, 
chemical discharge b species of fish. 

MONTIi.M. A. Consolidated Edison Co, of New York. 79/02/09. 13pp. 


7902220124 DOCKET 50-206 Indian Point Station. Unit 3 

Forwards “Comparison of Indian Point 3 Nuclear Powsr Plant 
k« ACR8 Resolved Generic Items Contained in ACR8 Rept 6 to 
NRC." Provides separate evaluation of ECCS pumps. emargencg 
peuar. H2 control after UOCA b QA. 

EARLY. P. J. Power Authority State of New York. 79/02/16. 52pp. 


7902230156 DOCKET 50-286 Indian Point Station. Unit 3 

Ack raesipt of IE Bulletin 79-01. "Environ Qua! i flcation of 
Clast IE Equipment. " Provides rept on unqualified limit 
switches installed at fac i 1 i tyi al so provides justification 
for continued plant operation. 

EARLY. P. J. Power Authority State of New York. 79/02/16, 3pp, 


7902270206 DOCKET 50-286 Indian Point Station. Unit 3 
Forwards IE Insp Rept 50-206/76-30 on 701029-1 125. No 
noncompllance noted. 

BRUNNER. E. J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/01/04. 2pp. 


7902270216 DOCKET 30-286 Indian Point Station. Unit 3 

IE Insp Rept 50-236/70-30 on 761029-1 125. No noncompllance 
noted. Major areas Inspected : plant operations. Includ Ing 
facility tours. physical protection. radiation emergency drill 
& environ surveillance. 

REBELOMSKIt T. . KEIMIO. R. R, Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch. 79/01/02. 10pp. 


79O214O10B DOCKET 50-286 Indian Point Station. Unit 3 
Forwards LER 79-002/04T-0. 

CAHILL. H.J. Commonwealth Edison Co. 79/02/06 Ip. 


7902140192 DOCKET 30-2B6 Indian Point Station. Unit 3 
LER 79-002/04T-0 on 790108: reported activity of 
precipitation sample osceeded 10 times control station 
level, Caused by tritium releases from source other than 
p lant. 

MASCIULLI.S, Commonwealth Edison Co. 79/02/06. 3pp. 

7902220095 DOCKET 50-206 Indian Point Btation. Unit 3 
Forwards LER 7e-03a/04X-l. 

CAHILL. W. J. Consolidated Edison Co. of New York. 79/02/14. Ip. 

790222009B DOCKET SO-206 Indian Point Station. Unit 3 

LER 70-O3a/O4X-l on 70i 21 2: prec i p i tat i on sample exceeded 10 
times control station level. Caused by tritium releases from 
source outside facility, NV State Dept of Environ 
Conservation investigating area manufacturer, 

HASCIULUI. S, I Consolidated Edison Co. of New York, 79/02/14. 3pp 


7902220119 DOCKET 50-207 Oconee Nuclear Station. Un i t 3 

Informs that TRADOC Pamphlet 350-30. "Interservice Procedures 
for Instructional Bys Development" referenced in NUREG-0219 
Is available in microfiche form from NRC. 

BESAW. W. J. Division of Document Control. 79/01/09. 2pp. 


7902200060 DOCKET 50-237 OeonBe Nuclear Station. Unit 3 

Forwards modified amended security p Ian. Revls ion 3. Explains 
chronology of revisions, Detal Is withhold Irof 10CFR2. 7901 
PARKER. W. 0. Duke Power Co. 79/02/14. Ip. 


7902260392 DOCKET 50-207 Oconee Nuclear Station. Unit 3 
Forwards copies of Itr of implementation for security plan 
Plan withhold iref 10CFR2. 790), 

PARKER. W.O. Duke Power Co. 79/02/21. Ip. 


7902020200 DOCKET 50-287 Oconee Nuclear Station. Un i t 3 
Forwards request for relief from ASHE Code Section IX 
requirements. Asserts performance of hydrostatic test on 
feedwater header. downstream of last header isolation valves 
before steam generator, would be imprae t ical. W/drawings 
PARKER. W. 0, Duke Power Co, 79/01/26, 5pp. 


7902010178 DOCKET 50-237 Oconee Nuclear Station. Unit 3 
"DbW 177 Fuel Assembly Owner's Oroup Asymmetric LOCA Loads 
Evaluations Program. Phase 2. " Evaluated components include: 
reactor pressure vessel, fuel assomb li es. control rod drives b 
core flooding piping. 

» Florida Power Corp, 78/10/10. 9pp. 

7902220089 DOCKET 50-287 Oconee Nuclear Station. Unit 3 
Responds to NRC 70IHS Itr requesting proposed Tech Specs 
for radiological effluent control b Offsite Dose Calculation 
Manual. Plans to submit proposals by 790330, 

PARKER. W, 0, Duke Power Co. 79/02/12. ip. 


7902010279 DOCKET 50-2B6 Indian Point Station. Unit 3 
Forwards IE Circular 79-02. "Fai lure of 120 Volt Vital AC 
Power Supplies. “ 

ORIERi B, H. Region 1. Philadelphia. Office of the Director. 
79/0t/l6, Spp, 


7902130004 DOCKET 30-206 Indian Point Station, Unit 3 
Forwards IE Info Notice 79-01. "Dorgen-Paterson Hydraulic 
Shock b Sway Arrestors IH8SA). " 

ORIERi ]3,H. Region I, Philadelphia. Office of the Director. 
79/02/02, 2pp, 


7902150420 DOCKET 50-237 Oconee Nuclear Station. Unit 3 
Ack receipt of IE Insp Repts 50-269/78-35. 30-270/78-33 b 
50-287/70-35 on 701211-14. No proprietary info. 

PARKERiW.O. Duke Power Co. 79/01/29. ip. 


7902180431 DOCKET 80-287 Oconee Nuclear Station. Unit 3 
Forwards IE Insp Repts 50-26^/70-33,50-270/78-33 b 
50-207/78-33. No noncompllance noted. 

LONO. F. J, Region 2. Atlanta. Reactor Operations Nuclear Support 
Dranch. 79/01/10. 2pp. 


7902280473 DOCKET 30-206 Indian Point Station, Unit 3 

Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." W/list of 11 aystematle evaluation program 
plants for which no action is required. 

ORlERiB. H. Region 1. Philadelphia, Office of the Director, 
79/02/08. 2pp. 


79021300B1 DOCKET 30-206 Indian Point Station, Unit 3 
Forwards monthly operating rept for Jan 1979. 

BAYNE. J. P. Power Authority State of New York, 79/02/09, ip. 


7902130003 DOCKET 50-206 Indian Point Station. Unit 3 
Monthly operating rept for Jan 1979. 

CONNELL. C. Power Authority State of New York. 79/02/Oi, 6pp. 


79021S02S2 DOCKET 80-286 Indian Point Station, Unit 3 
Monthly operating rept for Jan 1979. 

HUNSTADrA. A, Northern States Power Co. 79/02/01. Bpp. 


7902230122 DOCKET 50-206 Indian Point Station. Unit 3 

Forward* tabulation of daily record of fish collections for 
Jan 1979. 

CAHILL. W.J. Consolidated Edison Co. of New York. 79/02/15, 4pp 


7902150437 DOCKET 50-207 Oconee Nuclear Station. Unit 3 
IE Insp Repts 50-369/70-35,50-270/70-33 b 50-207/78-35 on 
701811-14, No noncompliance noted. Major areas inspected; 
licensee event repts. visual insp of snubbers, housekeeping 
b cleanliness of reactor bld.gs. 

JAPEiF., BROOKS, e.H.i DEWIS.R.C, Region 2, Atlanta, Reactor 
Operations Nuclear Support Dranch, 79/01/17. Spp. 


7908880042 DOCKET 50-207 Oc onee iNuc 1 ear Station, Unit 3 
Aek receipt of IE Insp Repts 50-869/78-33,30-270/73-36 b 
50-207/78-38 on 791218-29. No proprietary info. 

PARKER, W.O. Duke Power Co. 79/01/29, ip. 


7908200049 DOCKET 50-287 Oconee Nuclear Station. Unit 3 
Forwards IE Insp Repts 30-269/70-38,50-270/78-36 b 
50-287/78-38, No noncompliance noted. 

LEWIS. R, C. Region 2. Atlanta. Reactor Operations Nuclear 
Support Branch, 79/01/22, 2pp. 


79<}22B0057 DOCKET 50-287 Oconwe Nuclear Station. Unit 3 
IE Insp Repts 50-269/70-38,80-270/78-36 b 50-287/78-38 on 
701218-29. No noncompllance noted. Major areas inspected; 
plant operations, maint b LER followup. 

JAPE. F. . LEWIS. R.C. Region 2. Atlanta. Reactor Operations 

Nuclear Support Dranch. 79/01/19, 4pp. 



DOCKETED ITEMS 


7902280297 DOCKET 80-2B7 OcpnsB Nuclear Station. Unit 3 
FoTUiards IE Info Notice 79“01< "Dergen-Paterson HgdrauJlc 
Shack Si Suag Arrestors (HSSA). ” 

O'REILLVj J. P. Region 2. Atlanta. Office of the Director, 
79/02/02. 5pp, 


7902120226 ODCKET 50-287 Oconee Nuclear Station, Unit 3 
Fnruard* IE Dulletln 79-01, "Environ Qualification of Class 
IE Equlpmant, “ 

D'REILLV, U. P. Region 2, Atlanta, Office of the Director. 
79/02/05. 2pp. 


790'22i0175 DOCKET 90-287 Oconee Nuclear Station, Unit 3 

Foruards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment. ” W/llst of 11 systematic evaluation program 
plants for uhich no action is required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/02/00. 2pp. 


7902230090 DOCKET SO-207 Oconee Nuclear Station. Unit 3 
Foruards IE Info Notice 79-03, "Llmltorque Valve Geared 
Limit Suiitch Lubricant." 

O'REILLY, J, P, Region 2, Atlanta, Office of the Director, 
79/02/09. 2pp. 


7902060197 DOCKET 80-287 Oconee Nuclear Station, Unit 3 
Foruapifs LEfi 79-003/0 1 T-0, 

PARKERtU.O. Duke Pouer Co. 79/02/01. 3pp. 


7902060200 DOCKET 50-237 Oconee Nuclear Station, Unit 3 

LER 79-003/01T-0 on 790113: core flood tank pressure reached 
632 piig due to nitrogen header isolation valve being 
mistakenly opened u/e closing containment isolation valve. 
Personnel disciplined & pressure regulator adjusted, 

LEWIS, S.fi. Duke Potuer Co. 79/02/01. Ip, 


7902220013 DOCKET 80-237 Oconee Nuclear Station, Unit 3 
Foruards LER 79-001/03L-0. 

PARKER.M. 0. Duke Power Co, 79/02/12. Ip, 

7902220024 DOCKET 90.-287 Oconee Nuclear Station, Unit 3 

LER 79-001/03L-0 on 7901 1 1 : unident i fied RC5 leakage eiceeded 
Igpn. Caused bg package leakage from RCS valves 3RC-2 or 
3RC-3 ti/or pressuriier instrumentation valve. Caused by 
leaking valve, will be repaired at nest shutdoun. 

LEWIS. S.R, Duke Power Co. 79/02/12. 3pp, 


7902260406 DOCKET 80-287 Oconee Nuclear Station, Unit 3 
Foruards LER 79~002/03L-0. 

PARKER. W.D, Duke Peuior Co, 79/02/19. Ip. 


7902260414 DOCKET 80-207 Oconee Nuclear Station, Unit 3 

LER 79-002/03U-0 on 7901 13; control rod driveline AC voltage 
power supply breaker failed to trip during on-line test. 
Caused bg failure of mechanic 1 Inkage. Minor adjustments 
being made to trip mechanism. 

LEWIS, S.R. Duke Power Co. 79/02/19. 3pp. 


7902270396 DOCKET 80-287 Oconee Nuclear Station, Unit 3 
Foruards LER 79-007/OIT-0. 

PARKER. W.O. Duke Power Co. 79/02/22. Ip. 


7902270401 DOCKET 50-207 Oconee Nuclear Station. Unit 3 

LER 79-007/01T-0 on 79020B:Unlt 2 was removed from svc for 
maint L Tech Specs required Unit 1 operability to be 
verified every 8-h, which uas not done until 10 minutes past 
B-h limit. Caused by personnel failure. 

LEWIS, S.R. Duke Power Co. 79/02/22. 2pp. 


7902220119 DOCKET 50-289 Three Mile Island Nuclear Station, Unit 1 
Informs that TRADDC Pamphlet 350-30, "Interservice Procedures 
for Instructional Sys Development" referenced in NUREO-0219 
is available in microfiche form from NRC. 

DE8AW, W. J. Division of Document Control. 79/01/09. 2pp. 


7902130129 DOCKET 50-28? Three Mile Island Nuclear Station, Unit 1 
Since NRC did not request addl info re manual hose stations 
design In fire protection SER, util will not submit this Info 
for approval on 790216 as previously indicated In 7S100S 
Ifcr. 

HEROEIN. J. 0. Metropolitan Edison Co. 79/02/07. Ip. 


7902130114 DOCKET 50-267 Three Mile Island Nuclear Station, Unit 1 
Forwards Endorsement 36 to NELIA NF-220. 

OERETV.H. F. General Public Utilities. 79/02/09. Ip. 


7902130135 DOCKET 80-289 Three Mile Island Nuclear Station, Unit 1 
Forward* NELIA Endorsement 2 for Binder En-56 b EB-63 for 
calendar year 1979. 

OERETV.H.F, GPU Service Carp. 79/02/09. 3pp. 


7902260368 DOCKET 80-289 Three Mile Island Nuclear Station, Unit 1 
Forwards certified copies of Endorsement 31 to HAELU policy 
MF-73 for calendar year 1979. 

OERETV.H.F. GPU Service Corp. 79/02/20. 2pp. 


7902260233 DOCKET 80-239 'Three Mile Island Nuclear Station, Unit 1* 
Forwards summary of PWR purging ti venting esperlencis. 

SEYFRIT, K. V. Region 4, Dallas, Office of tha Director. 74/09/03. 
4pp. 


7902030047 DOCKET 50-239 Throe Mile Island Nuclear Station, Unit 1 
Forwards Amend 48 to License DPR-SO, safety evaluation t, 
notice of issuance. 

REID.R. W. Operating Reactors Branch 4, 79/01/lB. 2pp. 


7902030048 DOCKET 80-289 Three Milt Island Nuclaar Station. Unit 1 
Amend 48 to License DPR-80 changing Tech Specs to permit 
removal to storage prior to Cycle 3 refueling outage of 
steel gate presently separating spent fuel pools A & 0. 

REID.R.W. Operating Reactors Branch 4. 79/01/lB. 6pp. 


7902030049 DOCKET 80-269 Three Mile Island Nuclear Station, Unit I 
Safety evaluation supporting Amend 4B to License DPR-SO. 

Concludes that mods are acceptable u/addcd measure* for 
assuring that spent fuel pool gate will not be dropped. 

Recommends issuance of amend. 

» Office of Nuclear Reactor Regulation. 79/01/18. 4PP. 


7902030050 DOCKET 80-289 Three Mile Island Nuclaar Station, Unit 1 
Notice of issuance of Amend 48 to License DPR-SO. 

REID.R.W, Operating Reactors Branch 4. 79/01/18, 2pp. 


7902210117 DOCKET 30-289 Thras Mile Island Nuclear Station. Unit 1 
Confirms mgt meeting scheduled for 790209 to discuss NRC 
insp program at facility. 

BRUNNER.E. J. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 79/01/24, Ip. 


7902010176 DOCKET S0-2B9 Three Mile Island Nuclear Station, Unit 1 
"BLW 177 Fuel Assembly Ouner'i Croup Asymmetric LQCA Loads 
Evaluations Program, Phase 2." Evaluated components include; 
reactor pressure vessel, fuel assembl let, control rod drives t< 
core flooding piping, 

• Florida Power Corp. 70/10/lb. 9pp. 


7902090347 DOCKET 80-239 Three Mile Island Nuclear Station, Unit I 
Forwards info re delayed schedule for completing mod to 
fire protection. Work Involved In separating computer room 
from control room will be completed by end of 1980 refueling 
outage rather than previously scheduled 1979 outage. 

HERBEINiJ. 0. Metropolitan Edison Co. 79/02/02. 2pp. 


7902070048 DOCKET 80-28? Three Mile Island Nuclear Station, Unit i 
"Evaluation of Trial Insp Program Involving Statistical 
Sampling Insp Techniques." Concludes concept is not viable 
since cost would outweigh benefits. 

NOLAN, F. J. Office of Inspection b Enforesment. 77/01/28. IBpp. 


7902080100 DOCKET 50-269 Three Mile leland Nuclear Station, Unit 1 
Ack receipt of 78122? 1 tr Informing NRC of steps taken to 
correct violation noted In IE Insp Rept 50-2B9/7B-19, 

BRUNNER.E, J. Region 1, Phi ladslph la, Reactor Operations Nuclear 
Support Branch. 79/01/12, Ip, 


7902050104 DOCKET 80-289 Three Mile Island Nuclear Station, Unit 1 
Responds to NRC 731207 Itr rs violation noted In IE Insp 
Rept 50-269/73-19, Corrective actions; procedure change 
request re filling tt venting reactor coolant sys 
implemented, startup steps clarified. 

HERDElNiJ.O. Metropolitan Edison Co. 70/12/29. 3pp. 


7902050105 DOCKET 50-289 Three Mile Island Nuclear Station, Unit 1 
Foruards IE Insp Rept 50-289/73-19 on 731107-09 «i 701113-17 
b notice of violation, 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 70/12/07. 2pp. 


7902050107 DOCKET 50-289 Three Mile Island Nuclear Station, Unit I 
Notice of violation from Insp on 781107-09 b 781113-17. 
e Region 1, Philadelphia, Office of the Director. 76/12/06. 

2pp. 


7902080110 DOCKET 80-20? Three Mile leland Nuclear Station, Unit 1 
IE Insp Rapt 50-239/73-19 on 701107-09 b 701113-17. 

Nancompl lance noted: nonconformance w/admlnlstratlve 
procedural controls in several areas, including filling b 
venting reactor coolant sys b makeup b purification eys. 

HAYERKAKP, D. R. . BETTENHAUSEN, L, , KEIMIO, R. R. Region 1, 

Philadelphia, Reactor Operationi Nuclear Support Branch. 78/12/06. 

16pp, 
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79O2O10E82 DOCKET 50-269 Three Mile Itlend Nuclear Statlerii Unit 1 
Forward* IE Circular 79-02, "Fai lure of 120 Volt Vital AC 
Power Supp lice. “ 

GRIER, B, H. Region 1, Philadelphia, Office of the Director. 
79/’01/16, Bpp. 


/•902130009 DOCKET 50-239 Three Mile Island Nuclear Station, Unit 1 
Forward* IE Info Notice 79-01, "Bergen-Paterson Hydraulic 
Shod t. Sway Arrestors (HSSA). " 

CRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/02/02. 2pp. 


7902230470 DOCKET 50-289 Three Mile Island Nuclear Station, Unit 1 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment. " H/list of 11 systematic evaluation program 
plants for which no action is required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/02/08. 2pp. 


7902230319 DOCKET 50-2B9 Three Mile Island Nuclear Station, Unit 1 
Forwards monthly operating rept for Jan 1979. 

HER0EIN, J. 0. Metropolitan Edison Co. 79/02/14 Ip. 


79022*0343 DOCKET 50-293 Pilgrim Nuclear Power Station. Unit 1 
Forwards licensees responses re BUR purging {< venting. 

ORUNNER. E. J Region 1, Philadelphia. Reactor Operations Nucleai 

Support Branch. 76/05/12. 3pp. 


790214021B DOCKET 50-293 Pilgrim Nuclear Power Station. Unit 1 
Foruards binders (c sets of divider tabs for use u/MED0-2iB66 
"Marie t Containment Program Load Definition Rept. " 

SDDON, L. J Oeneral Electric Co, .Nuclear Energy Products Div. 
79/Ol/OB. app. 


7902260308 DOCKET 50-293 Pilgrim Nuclear Power Station. Unit 1 
As followup to NRC 701115 request for submittal of Offsite 
Dose Calculation Manual for approval , forward s guidelines for 
general contents of manual. 

ORIMES, B. K. Assistant Director for Engineers l< Projects. 
79/01/10. 5pp. 


7902010410 DOCKET 50-293 Pilgrim Nuclear Pouior Station, Unit 1 
Forwards guidance for general contents of Offsite Dose 
Calculation Manual as aid in preparation of Tech S,peca, 
IPPQLITO. T. A. Operating Reactors Branch 3. 79/01/83. 7pp 


7902230323 DOCKET 50-289 Three Mile Island Nuclear Station. Unit 1 
Monthly operating rept for Jan 1979. 

MITCHELL, D. G. Metropolitan Edison Co. 79/02/09. 7pp. 

79O206026& DOCKET 50-289 Three Mile Island Nuclear Station, Unit 1 
Foruards LER 79-001 /03L-0. 

HERBEIN.J.O. Metropolitan Edison Co. 79/01/30. Ip. 


7902060272 DOCKET 50-209 Three Mile Island Nuclear Station, Unit 1 
LER 79-001/03L-0 on 790107: during Inservlce Insp test on 
decay heat river water pump 1A(DR-Pla >, vibration level was 
within "Required Action Range. " Caused by imbalance due to 
rag in pump section b perturbed by shaft sleeve wear. 

MITCHELL, 0. 0. Metropolitan Edison Co. 79/01/30, Ip. 


7902220102 DOCKET 50-239 Three Mile Island Nuclear Station, Unit I 
Forwards LER 79-002/03L-0 

HERBEIN, J. 0. Metropolitan Edison Co. 79/02/06. Ip. 


7902220106 DOCKET 50-269 Three Mile Island Nuc leap Station, Unit 1 
LER 79-002/03L-0 on 790112: when actuation signal was applied 
to open value from its mid-position DH-V-SS, motor breaker 
tripped. Caused by motor brake not releasing. Brake will be 
inspected by 790331. 

STANLEY. W. S. Metropolitan Edison Co, 79/02/08. ip. 


790222011? DOCKET 50-893 Pilgrim Nuclear Power Station, Unit 1 
Informs that TRADDC Pamphlet 330— 30, "Interservice Procedures 
for Instructional Sys Development" referenced in NUREe-0219 
Is available in microfiche form from NRC. 

BEBAH, M, J. Division of Document Control, 79/01/09, 2pp, 


7902130191 DOCKET 30-293 Pilgrim Nuclear Power Station, Unit 1 
Submits addl info to fire protection Tech Spec requirements. 
Info clarifies two earlier analyses submitted 790116 re 
suppression of charcoal fire in augmented offgas sys. battery 
room ventilation air flow monitor b air storage. 

ANDOGNINI. 0. C. Boston Edison Co, 79/02/09. 4pp. 


79O2S6O3I0 DOCKET 50-293 Pilgrim Nuclear Power Station, Unit i 
Foruards modified amended security plan copies 1,2, 3, 4, 5 b 
Revision 3 dated 790103. Enel withheld (ref 10CFR2. 7901. 
ANDOOMINI, 0. C. Boston Edison Co. 79/02/13. Ip. 


7902260321 DOCKET 50-293 Pilgrim Nuclear Power Station, Unit 1 
Advises facility will not completely meet physical security 
requirements prior to 790223. Forwards list of sys which will 
be functional on that date b date whan all sys will be 
eperatlona 1. List withheld (ref tOCFR2. 790). 

ARHSTRONO, M. J. Boston Edison Co. 79/02/14. Ip. 


7702270190 DOCKET SO-293 Pilgrim Nuclear Power Station, Unit t 
Provides results of analysis completed per safety evaluation 
supporting Amend 35 to License DPR-35 Discusses fire 
protection i ssues, inc lud Ing prevention of spread of 
combustible liquid via drains. 

ANDDONINI. 0. C. Boston Edison Co. 79/02/20. 3pp. 


7902020262 DOCKET 50-293 Pilgrim Nuclear Power Station. Unit 1 
Foruards financial info requested by NRC: monthly income 
statements for Oct, Nov b Dec 1973. Form 10-K will be 
forwarded when available. 

BUTLER, R.M. Boston Edison Co. 79/01/29. 26pp. 


7902210244 DOCKET 50-293 Pilgrim Nuclear Power , Station, Unit 1 
Forwards Amend 49 to Indemnity Agreement NF-1B0 b Amend 2 to 
Indomnity Agreement XB-31 , ref 1 ecting changes in subscribing 
companies. 

FOULSHAM.P. A. Boston Edison Co. 79/02/14. 4pp, 


7902220257 DOCKET 50-293 Pilgrim Nuclear Power Station, Unit 1 
Responds to 790111 request for review of paper "Vent 
Clearing During Simulated LOCA in a Hark I DUR Pressure- 
Suppression Sys." Recommends paper he accepted for 
p ub 1 icat i on. 

GRIMES, C. Plant Systems Branch. 79/01/31. 2pp. 


7902120205 DOCKET 50-293 Pilgrim Nuclear Power Station. Unit 1 
Informs of results of analysis per Table 3. 2 of safety 
evaluation supporting Amend 35 to operating license. 
Describes effects of postulated fire damage b mods to 125/ 
120 vol ts DC sy s 

ANDDONINI, 0. C. Bos ton Ed i so n Co . 79/02/01. 4pp. 


7902060195 DOCKET 50-293 Pilgrim Nuclear Power Station, Unit 1 
Submits Dec 1973 program activity rev I cw, c ompr i sed of info 
from selected sections of monthly rep t , w/sectiort on contract 
b billing status removed . Li st s meetings held b provides 
task-by-task activity summary. 

BODQN.L. J. General Electric Co., Nuclear Energy Products Div. 
79/02/05. lOpp, 


7902060201 DOCKET 50-893 P i 1 gr i m Nuc I oar Power Station. Unit I 
Requests amend to DPR-3S, paragraph 3. F.to allow changes to 
implementation dates In Table 3 re fire protection. 

HOWARD, J, E. Boston Edison Co. 79/02/05. 3pp. 


7902260325 DOCKET 50-293 Pilgrim Nuclear Power Station, Unit t 
Proposes specific mods to App A of License DPR-35 Tech 
Specs, in response to NRC Itrs to all BWR 1 1 censors. Concludes 
amend eiempt from fees.W/enel License DPR-35 b Tech Spoea 
HOWARD. J, E. Boston Edison Co. 79/02/21. 59pp. 


7902010267 DOCKET 50—293 Pilgrim Nuclear Power Station, Unit 1 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supp 1 1 es. " 

GRIER, D.H. Region 1, Philadelphia, Office of the Director. 
79/01/16. 6pp. 


7902130024 DOCKET 50-293 Pilgrim Nuclear Power Station, Unit i 
Forwards IE Info Notice 79-01, “Derg en-Pater son Hydraulic 
Shock b Sway Arrestors (HSSA). " 

GRIER, B.H. Region 1, Philadelphia, Office of the Direct 
79/02/02. Ip, 


7902130063 DDCKET 50-293 Pilgrim Nuclear Powor Station, Un 
Responds to 781219 Ur w/IE Bulletin 70-14. “Dotertoratt 
of Buna-N Components in A3C0 Solenoids. " PrO’Vldes schedu 
for installation b packaging of Duna-N applications in 
control rod scram systems. 

ANDOGNINI, G. C. Boston Edison Co. 79/02/02. 3pp, 


7902200027 DDCKET 90—293 Pilgrim Nuclear Power Station, Unit I 
Requests estension of submittal date until 790330 for 
proposed Tech Specs, updat Ing current inservice insp program 
to be consistent u/letest edition of ASMS Section Xl.Will 
submit insp b test program description by 790512. 

ANDDONINI , O. C. Boston Edison Co, 79/02/08. Ip. 


7902280479 DOCKET 50-893 Pilgrim Nuclear Power Station, Unit I 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." W/list of 11 systematic evaluation program 
plants for which no action is required. 

GRIER, B.H. Region i, Philadelphia, Office o-f the Director. 
79/02/03, IP. 


7908280001 DOCKET 60-293 Pilgrim Nuclear Power Station, Unit 1 
Forwards monthly operating rept for Jan 1979. 

MCGUIRE. P. J. Doston Edison Co. 79/02/08. Ip. 
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P— station, Unit , 

MATHIS, C J ^Boat ''®pt for Jan 1979 W/encl refueling info, 

'im]E„c.j Boston Edison Co. 79/02/00 6pp 


’^Fo^uards LEn^79-OOl’/O0L-o'®''‘"' station, Knit 1 

MCGUint, P J Boston Edison Co 79/02/01 Ip 

Station, Unit 1 

tida vent*mon^fc° >" PO^er supplg for reactor 

in^LZf ‘a ? PB'!'P l>lew three times. Trip 

apparent cause d i sc overed . Pump 

MCGUIRE, P. J, Boston Edison Co 79/02/0&. ip. 

^'^LEfi'^79*oO2/O0L'^n^°~^7on^Ai^''‘"’ station, Unit i 

790107^ reactor bldg vent monitor was 

a-h oerenIh"’i*''5 investigate lour flow c ond i 1 1 on. For about 
sus i ''®«‘>JBSted dirty controller Alarm 

MATIUQ to detect problems of this nature. 

MATHIS, C J IJoston Edison Co. 79/02/06 Ip 

50-393 Pilgrim Nuclear Power Station, Unit 1 
Forwards LER 79-003/O3L-0. 

MCGUlnE, P, J, Ooston Edison Co, 79/02/12. Ip. 

”LEn°79?003yoaP^o^^‘'^7PnC‘i®''‘"' '’'>“»'■ station, Unit 1 

UEH 79 003y03L-0 on 7901 1 4 : dor i ng control rod eierclse 

suTVBilUnce, control rod 30-15 would not respond to Insert 
dllght Indentations on teflon discs of all 
control valve moveable cores 
MATHIS.C.J, Boston Edison Co. 79/02/12, Ip. 


7902260400 DOCKET SO-293 Pilgrim Nuclear Power Station, 
Forwards LER 79-004/03L-0 

MCGUIRE, P, v). Boston Edison Co. 79/02/13. Ip. 


Unit 1 


I FO*To*nn??mm,^^ 90-293 Pilgrim Nuclear Power Station, Unit 1 
"" 790120 plant stack process radiation 
MATHI9’'c"®i failed Caused by sample line frcciing 

MATHIS, C, 0 , Boston Edison Co. 79/02/12. Ip. 

V902220I19 COCKET SO-295 Zion Nuclear Power Station, Unit 1 
for Tr/ P^^pMet 350-30, "Interservice Procedures 

for Instructional 8ys Development’ referenced in NUREO -0219 
IS available in microfiche form from NRC, 

[1ESAW,H. J, Division of Document Control. 79/01/09. 2pp , 


<?OwOA0331 docket 90-295 Zion Nuclear Power Station, Unit i 
Informs NRC of contract arrangement w/Marsh ?< McLennan 

fco perform various fire protection 

rune 1 1 ons. 

NAIMS MTON, H, F. Commonwealth Edison Co, 79/01/31 2pp 


^CDrtlf?ret°^^e’^c®°’?®® Po'i’®'' Station, Unit 1 

moling** Certificate of Sve for iNRC 

affidavit! disposition served on 790201. FM Aim. ter 

G0DDARD,R. Commonwealth Edison Co, 79/02/00. 15 pp 

7902230056 DOCKET 50-295 Zion Nuclear Power Station, Unit t 
Motion for summary d ispos 1 1 i on. Urges dismissal of State of 

ts!e o! *“ “* « aonuin. matl 

issue of fact to be ad jud Icated. Affidavits of Hosford, 

OOmISd *“ Certificate of 8vc end 

GODDARD, fi d. Branch 2, 79/01/31. SOpp, 

7902230186 DOCKET 50-295 Zion Nuclear Power Station Unit 1 
Forwards 1970 Annual Rept for util. 

DRESEMANN, n. W. Commonwealth Edison Co, 79/02/13 Ip 

docket 50-295 Zion Nuclear Power Station, Unit t 
1973 Annual Rept, Reviews 1978. five year summary of 
operations 6 mgt, J, finanical statement, 

* Coramonwoalth Edison Co, 78/12/31, 24pp. 

790221023B DOCKET 50-295 Zion Nuclear Power Station, Unit I 
^ Hinders EB-1, XD-1 , ED-2, XD-2, 
etl-3. XB-3, EB-29, XD-29, ED-30, XD-30, ED-42, XQ-42, EB-43, XD-43, 
Bvioenclng fieenndary financial protection. 

OSIER, J. Commonwealth Edison Co. 79/02/14. 15pp. 

7902210240 DOCKET 50-295 Zion Nuclear Power Station, Unit 1 

Indemnity Agreement NF-43, Amend 97 to 
i NF-1B7, Amend 47 to MF-54. Amend 45 to 

ye!r°i 979 *'”^ ** ® NF-293 for calendar 

OSTER.J, Commonwealth Edison Co. 79/02/14, Qpp. 

7902260233 DOCKET 50-295 Zion Nuclear Power Station, Unit 1 
purging I. venting eiperiences, 

SEVFRIT,K.U. Region 4, Dallas. Office of the Director. 74/09/0 

7902010264 DOCKET 50-295 Zion Nuclear Power Station, Unit 1 

BCNUPhirro^T'"*^ *< Amend 30 to DPR-40. 

SCHWENCERfA. Operating Reactors Branch I. 79/01/16. 2pp. 

7902010272 DOCKET 50-295 Zion Nuclear Power Station, Unit I 
Amend 41 to DPR-39 $, Amend 30 to DPR-40 reducing max 

f'-'''" 20° ^ *<> 10° F/h & 
RrwupSrcn^l*’^ survot 1 lance requirements, 

BCHWENCERiA, Operating Reactors Branch 1. 79/01/16, 8pp. 

7902010276 DOCKET 50-295 Zion Nuclear Power Station, Unit I 
Safety evaluation in support of Amend 41 to License DPR-39 
8< Amend 30 to License DPH-4B, 

* Office of Nuclear Reactor Regulation. 79/01/16, 3pp, 

7902010281 DOCKET 50-295 Zion Nuclear Power Station, Unit 1 
Notice of issuance of Amend 41 to DPn-39 & Amend 30 to 

reduce max allowable prossorlxer heatup rate. 
SCHHENCER, A Operating Reactors Branch 1. 79/01/10. 2pp. 


7902200043 DOCKET SO-895 Zion Nuclear Power Station, Unit 1 
Forwards Interim security plan for facilities describing 
compensatory measuros to be implemented on 790223 Enel 
withheld (ref lOCFRS, 790 ), 

REED.C, Commonwealth Edison Cn. 79/02/02. ip, 

7902200861 DOCKET 50-295 Zion Nuclear Power Station. Unit 1 
IOCFR8^790r'*'*'’ plan End withheld (ref 

LEE, D. Commonwealth Edison Co, 79/02/20. Ip. 

79022SD265 DOCKET 50-895 Zion Nuclear Power Station, Unit 1 
Forwards Revision 4 to, madiPird .imendcd security plan for 
Dresden it Quad-Cities L Revision 3 to modified amended 
sec.urlty plan for Zion. End withheld (ref I0CFR2. 790). 

L.EE, 0, Commonwealth Edison Co 79/02/20. Ip. 

7908050301 DOCKET 5D-895 Zion Nuclear Power Station, Unit 1 
Appl leant '5 motion for summary disposition of Contentions 
6Ic>,7, a.9 h 14. Previous filings in proc eeding, answers, 
atatoments * affi davit s. 1 ad matl fact re those contentions. 
H/enel 1 tr to R Eggert. 

79/01709:’ - DIELAWSKI.A.P, , Isham, Lincoln «. Deale. 


7902050324 DUCKET 50-295 Zion Nuclear Power Station, Unit I 
Order foUauing 701120 prehearing conference In Waukegan. IL 
Admits State of IL to future public hearing as intorvenop. 
Admits L rejects certain contentions, propounds questions to 
each of the parties 

LUTON, E. Atomic Safety and Licensing Board Pond. 79/01/19, 


7902200385 DOCKET 50-295 Z 1 en Nuclear Power Station, Unit t 
As followup to NRC 781115 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
general contents of manual. 

Assistant Director for Engineers L Projects. 

/t/OJ/IQ. &PP- 


7902010150 DOCKET 50-295 Zion Nuclear Power Station, Unit 
Refers to 790110 Itr to NRC, providing ECCS reanalysis 
results. Requests au thor i i a t i on to remove axial power 
distribution monitoring sys surveillance for Unit 1 base 
load operation. 

REED, C. Commonwealth Edison Co. 79/01/24. 2pp. 


1 


7902020234 DOCKET 50-295 Zion Nuclear Power Station, Unit I 
Responds to NRC requests of 781114 L 781120 for Info in 
support of util request to expand spent fuel pool storage 
capac 1 ty. Forward s answers to questions. 

NAUOHTONi W, F, Commonwealth Edison Co. 79/01/24. 27pp, 


7902010170 DOCKET 30-295 Zion Nuclear Pewer Station, Unit 1 
Refers to 790124 Itr requesting NRC authori lat ion to remove 
axial power distribution monitoring sys surveillance on Unit 
1 during base load operatl on. Forwards addl info describing 
base load operation procedure 

REED,C. Commonwealth Edison Co. 79/01/25, 2 pp. 


7902060297 DOCKET 50-295 Zion Nuclear Power Station, Unit I 
Forwards Round 4 response to NRC'request for addl info re 
spent fuel pool storage capacity expansl on. Provides 
ductl I i ty rat ios, numerical valuos of hydrodynamic mass used 
in analyst^ of racks. L info re spent Fuel liner. 

NAUOHTON, W. F, Commonwealth Edison Co. 79/01/26, 33pp 



DOCKETED ITEMS 


790S020174 DOCKET ■50-29'5 Zion Nucioar Power Stotioof Unit 1 
Informs NFIC that reevaluation of ECCS called For In 7S0421 
order is loraplelet approp ria te licsnse amend l< Tech Spec 
change is being prepared . Flequcat s NRC authoriie base loading 
w/o ailal power distribution monitoring sgs 
REEDi C. Commonuealth Edison Co. 79/'01/2'7. 3pp, 


7902120191 DOCKET 50“295 Zion Nuclear Power Station^ Unit 1 
Forwards proposed Tech Spec changes to conform to ECCS 
reanalysls t< revised LOCrt analysis For mod oF accumulator 
vols to appropriate levels. Amend is combined Class 3 (< 1 
amend. Ap prop r ia ta Fee remittance end. 

REEDj C. Commonwealth Edison Co. 79/02/02. 90pp. 


7902070073 DOCKET 50-295 Zion Nuclear Powei- Htatian< Unit t 
IE Snsp Rept 30-295/78-32 on 781003-05 (< llOD-09 No 
noncompliance noted. Major areas ins pacted . rev i ew dF 
InservicB insp program & procedures i obser vat 1 on of work Ft 
work ac t Ivl t i 03, da ta roview ?< evaluation. 

KEY, W. J. , DANIELSON, D H. Region 3, Chicago, Reactor 

Construction I. Engineerinfl Support Branch 79/01/04 I2pp 


7902260591 DOCKET 50-295 Zion Nuclear I'ower Station, Unit 1 
Forwords "Ineervice Insp Rept" perFormoif bg Westlrighousc 
Electric Corp on 760928—1027. Includes owners' dat-a rept F, 
Class 1 Cl II components F, piping info. 

HANDKE,N. E. Commonwealth Edison Co. 79/01/19 SSpp 


7902260469 DOCKET 50-295 Zion Nuclear Power Station. Unit 1 
Requests addl info re teakage/seepage oF spent Fuel basin t< 
copies oF relevant Commomueal th Edison/NRC corrospond one o. 
QUIOO. C. Pollution Environmental Problems. 79/02/02. Ip. 


7902120054 DOCKET 50-295 Zion Nuclear Power Station, Unit I 
Forwards IE Info Notice 79—01, “Berg en-P,i terson Mydraulic 
Shock F, Swag Arrestors <MS3A)‘‘, 

KEPPLER, J. fi. Region 3, Chicago, OFFiee of the Director 79/OS/O 
4pp. 


79O21SO30O DOCKET 30-295 Zion Nuclear Power Station, Unit 1 
Forwards revised pages to proposed Tech Specs submitted to 
clarify base load mods of operation 
REED, C. Commonwealth Edison Co. 79/02/09. Spp. 


7902260421 DOCKET SO-295 Zion Nuclear Power Station, Unit 1 
Forwards 760S24 memo from Region 3 describing containment 
purging at facility, For conaidarat ion in re-review of 
venting Ft purging of PHR Ft DHR containments during normal 
operation. 

BEYFRIT, K. V. Region 4, Dallas, Office of the Director. 76/06/10 

Ip. 


7902210220 DOCKET 50-295 Zion Nuclear Power Station, Unit I 
Forwards IE Dulletln 79-01. "Environ Qualification of Class 
IE Equipment. “ U/list of il systematic eva 1 u,st i uii progpiim 
plants for which no action is required. 

KEPPLER. J. 0. Region 3, Chlcagu, Office of the Director. 79/02/<)< 


7902270252 DOCKET 50-295 Zion Nuclear Power 
Forwards IE Info Notice 79-03. “'L imi t orque 
Limit Switch Lubricant. " 

KEPPLER, J.O. Region □, Chicago, Office 
Ip- 


Etntion, Unit I 
Valve Uuoreil 

of thu Utroctor 


79/02/01; 


7902260426 DOCKET 50-295 Zion Nuclear Power Station, Unit 1 
Discusses util's study of containment purging through 
Isolation valves. H/encl proposed IE circular for 
distribution to licensees. 

KNOP, R.C. Region 3, Chicago, Office of the Director. 76/03/24 
4pp. 


7902130170 DOCKET 30-295 Zion Nuclear Power Station. Unit I 
Forwards ''Operational Environ Monitoring in Lake MI near 
Zion Station," July-Sept 197D. re impact of deletion of 
therma I limits at facility, 

WANDKE, N. Commonwealth Edison Co. 79/01/24, |p. 


7902260428 DOCKET SO-295 Zion Nuclear Power Station, Unit I 
Forwards LER 50-295/76-23. 

BITELiJ. S. Commonwealth Edison Co. 76/05/14, Ip. 

7902260434 DOCKET 50-295 Zion Nuclear Power Station, Unit 1 
LER 90-295/76-25 ON 760504; review of containment purging 
incieated that if containment purge isolation valves 
were open at start of LOCA, post-LOCA containment pressure 
would be reduced significantly. 

LENTlNBi F. 0, Commonwealth Edison Co. 76/03/14. 2pp, 


7902200037 DOCKET SO-295 Zion Nuclear Power Station, Unit 1 
Provides info re requested license amend to change rod bow 
penalty curve F, effective full power hours clod collapse 
limits. Tech Spec mods end which reflect limited scope of 
NRC review. 

REED, C. Commonwealth Edison Co. 79/02/13. 4pp. 


7902100173 DOCKET 50-29R Zion Nuclear Power iithtioii, Unit 1 
"Operational Environ Monitor Inp in Lake Ml near Zion 
Station" July-Qept 78, a suppl rep t. Cone tud os that dololion 
of thermal limits has no measurable effects on biota !, on 
chemical water quality. 

CZA JKONBK 1 1 0. P . , ARNEBON, R. D. Haioltoii Environmental Sciunccs 
Corp, 70/09/30. 41 Ipp. 


7902130095 DOCKET 50-295 Zion Nuclear Power Btattiin, Unit I 
Forwards monthly operating rept for dan 1979. 

WANDKE, N. E. Coramunwcalth Edison Cn V9/02/0n Ip 

7902130087 DOCKET 50-295 Zion Nuclear f'owor Qtatton, Unit I 
Monthly operating rept for Jan 1979. 

JEFFERO, d. Commonwealth Edieon Co, 79/02/00 llpp. 


7902270235 DOCKET 50-299 Zion Nuclear Power Station, Unit 1 
Requests amend to Tech Specs App A for Licenses OPR-39 F, 
DPR-40. Proposed amend F< Offsite Dose Calculation Manual 
end. 

REED, C. Commonwealth Edison Co. 79/02/16, 9ipp. 


7902270241 DOCKET 30-295 Zion Nuclear Power Station, Unit 1 
Offsite Dose Calculation Manual. 

* Commonwealth Edison Co. 79/02/27. I93pp, 


79020D0194 DOCKET SO-296 Zion Nuclear f’o-wer Si<itiun, Unit 1 
Forwards LED 7B-144/03L-0. 

WANDKE, N.E. Commonwealth Edison Co. 79/01/11 IP 


79020Q02DO DOCKET 90-295 Zion Nuclear Power Stattuti, Unit 1 
LER 70-144/O3L-O on 780920: g onorator INM-441D output out of 
tolerancet low 2 555, Caused by instrument drift resulting in 
nontolBTonco of function generator Model 113, Model 
recalibrated F, system returned to nor.mol. 

CAMPDELLiJ. Commonwealth Edison Co. 79/01/11, IP. 


7902260462 DOCKET 50-295 Zion Nuclear Power Station, Unit 1 
Foruf^rdv re^uostod Tveh Bpeic cltanQs t* supp^ortinp 
documentation for mod of spont fual storage racks. 

REEDjC. Commoniiiefl 1 th Edison Co. 79/02/23. 20pp. 


7902080204 DOCKET 50-295 Zion Nuclear Power Ototlnn. Unit I 
Forwards LER 70-Oa7/O3X- I . 

WANDKE, N.E, Commonwealth Edison Co. V9/0I/11, jp. 


7902060400 DOCKET SO-295 Zion Nuclear Power Station, Unit 1 
Forwards IE Insp Repts 30-295/70-21 on 700921.1003,04,06,10 
l( 1 1, No non comp 1 lance noted. 

HEiamiAN, R. F. Roglon 3, Chicago, Reactor Construction F< 
Engineering Support Oranch. 79/01/04, app. 


” uuunni 5>u-«;va jipn Nuclear Power EU.mqii, Unit 1 
LER 78~027/03X-1 on 780402; steam flow channel IFSaa P.illetl 
low due to plugging of high side sensing of transmitter 
while sealing valve steam leek. Valve was roplaced 
BANAS, E. S, Cammonwealth Edison Co, 79/01/11, IP 


7902060403 DOCKET 50-295 Zion Nuclear Power Station, Unit I 
IE Insp Rept 90-295/70-21 on 780921,1003,04,06,10 F< 11. No 
noncompliance noted. Major areas inspec ted: 1 icensee 
surveillance & testing for safety-related snubbers, 

YIN, I , T. . DANIELSON, D. H. Regions, Chicago, Reactor 

Construction F, Engineering Support Dranch 79/01/04. 6pp. 


7902070070 DOCKET 50-295 Zion Nuclear Power Station, Unit I 
Forwards IE Insp Rept 90-299/78-22 on 701003-05 t< 1100-09 
No noncompliance noted. 

HEI8HMAN, R. F. Regions, Chicago, Reactor Construction 
Engineering Support Branch. 79/01/05, 8pp, 


# fVKwuwev^ k/uvnci pv* 






Forwards LER 70-140'/03L-0 
WANDKE, N. E, Commonwoo 1 th Edison Co 






79/01/1 1 


ip. 


. cion Nuclear Power Station. Unit 1 

701227; steam generator presr.ure choimol 
IP-&46 pegged high sovoral times. Caused by detuned 
osciUater in transmitter model SOEP 104 I DCXA. Use 1 1 1 atnr 
replaced I, sy s returned to normal, 

CAMPBELL, d. Commonwealth Edison Co. V9/D|/ii. Ip 


7902000192 DOCKET 50-295 Zion Nuclear Power Station. 
Forwards LER 78-130/O3L-O. 

WANDKE, N, E. Commonwealth Edison Co. 79/01/17, 


Uni t t 


4 


DOCKETED ITEMS 


7903080197 EOCHET 50-295 Zion Nuclear Power 5tation< Unit 1 
LEf? 7S-.1 38/03L “0 on 701 324; d ur i ng novnial operation ccrnponent 
coaling liquid radiation monitor lRE-00i7 failed low t was 
taken out of svc, Cause was defective high voltage power 
supp Ig, 

03Ti F, Codimonwea I th Edison Co. 79/01/22. ip. 


7902080245 DOCKET 50-295 Zion Nuclear Power 5tation< Unit 1 
Forwards LER 7B- 139/03U-0. 

MANDKEi N E. Commonwealth Edison Co 79/01/17, ip. 


7902260308 DOCKET 50-296 Browns Ferry Nuclear Power Stationi Unit 3 
Forwards Endorsement 39 to MALEU Policy MF-66. 

DUCK. J. R, Marsh !< McUennan. Inc. 79/02/19, 2PP, 


7902140218 DOCKET 50-296 Browns Ferry Nuclear Power Station. Unit 3 
Forwards binders t. sets of divider tabs for use W/NEDO-2100B 
"Mark 1 Containment Program Load Definition Rept. " 

90DQN. L, J. General Electric Co, .Nuclear Energy Products Dlv 
79/01/08. 0pp 


7902080240 DOCKET 50-295 Zion Nuclear Power Station. Unit 1 
LER 70-139/O3L— 0 on 781 226: d ur 1 ng monthly performance test 
on eontaintnetJt spray pump 1C. water hose on closed cooling 
sys of diesel engine broke Cooling water hose was dofective. 
became brittle from age {. thermal cycling, 

KRAHCZAK. A. T. Commonwealth Edison Co 79/01/22, IP 


7902080226 DOCKET 50-295 Zion Nuclear Power Station. Unit 1 
Forwards LER 70-I3O/99X-O, 

UANDKEiN.E. Commonwealth Edison Co. 79/01/22. ip. 


7902080231 DOCKET 50-295 Zion Nuclear Power Station. Unit 1 
LER 70-13O/99X-O on 7B1203: two safety injections ocurred 
from false steam pressure differential signal s. Fal se signals 
caused by shocks from water hammers. 

REISS.U, F Commonwealth Edison Co, 79/01/22, 3PP. 

7902000233 DOCKET 50-295 Zion Nuclear Power Station. Unit 1 
Forwards LER 79-003/01T-0 

WANDKE. N. E. Commonwealth Edison Co. 79/01/23. ip. 


790208023B DOCKET 30-295 Zion Nuclear Power Station. Unit 1 
LER 79-003/01T-0 on 790109: Wes t i ngh ouse results of Feb 1970 
ECCS model analysis determined that FQ limit should bo 1,06 
rather than the current limit of 2. 02, Plant operations 
modified to adhere ta new limit, 

PARKER. T.M, Commonwealth Edison Co, 79/01/23. 2PP, 


7902260368 DOCKET 50-295 Zion Nuclear Power Station. Unit I 
Forwards LER 79-002/03L-0, 

WANDKE. N. E. Commonwealth Edison Co. 79/02/07. Ip. 


7902260309 DOCKET 50-295 Zion Nuclear Power Station. Unit I 
LER 79-002/03L-0 on 790 108: b 1 ewer of IRE-OOl I . c on ta i nmen t 
vent particulate monitor. tripped. Caused by fuse failure in 
control room monitor. 

OST. F, CertimDiiuoal th Edison Co. 79/02/07. IP, 


7902360465 DOCKET 50-295 Zion Nuclear Power Station. Unit 1 
Forwards LER 79-004/03L-0. 

WANDKE. hi, E Commonwealth Edison Co, 79/02/09. ip. 


7902260473 DOCKET 50-29S Zion Nuclear Power Station. Unit 1 
LER 79-004/03L-0 on 7901 12: d ur i ng normal operation, invertor 
114 tripped ti could not be reset. Caused by defective 2. 5KVA 
inverter section SOLA transformer t< loose contact on DC feed 
breaker. 

ROTHERHEL. R. R, Commonwealth Edison Co. 79/02/09, 2pp. 

7902230110 DOCKET 50-295 Zion Nuclear Power Station. Unit i 
Forwards LER 79-OD9/03L-O. 

WANDKE.N.E, Commonwealth Edison Co. 79/02/14. Ip, 


7902280385 DOCKET 50-296 Browns Ferry Nuclear Power Station. Unit 3 
As followup to NRC 701115 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
general contents of manual. 

GRIMES, D.K. Assistant Director for Engineers t> Projects 
79/01/10. 5pp. 


7902020263 DOCKET 50-296 Browns Ferry Nuclear Power Station. Unit 3 
Forwards further revisions to pump i< valve testing program 
based on review of ASHE Section XI requirements ti facility 
design. 

OILLELAND, J. E, Tennessee Valley Authority. 79/01/29, 3pp. 


7902020265 DOCKET 50-296 Drowns Ferry Nuclear Power Btatlom Unit 3 
Discusses controversy re use of REDY or ODYN transient 
codes. Util plans to use new ODYN codei assumes they have NRC 
concurrence to do so. Requests to be informed by 79020S if 
assumption is erroneous. 

OILLELAND, U, E. Tennessee Valley Authority. 79/01/29. Ip. 


7902220257 DOCKET 30-296 Browns Ferry Nuclear Power Station. Unit 3 
Responds to 790111 request for review of paper "Vent 
Clearing During Simulated LOCA in a Mark 1 DWR Pressure- 
Suppression Sys. " Recommends paper be accepted for 
publication. 

GRIMES, C. Plant Systems Branch, 79/01/31. 2pp. 


7902080193 DOCKET 50-296 Drowns Ferry Nuclear Power Station. Unit 3 
Submits Dec 197S program activity review, comprised of info 
from selected sections of monthly rep t. w/sec t ion on contract 
$1 billing status removed. Li sts meetings held t< provides 
task-by-task activity summary. 

8DD0N. L. J. General Electric Co. .Nuclear Energy Products Dlv. 
79/02/05. 10pp. 


7902280314 DOCKET 50-296 Drowns Ferry Nuclear Power Station. Unit 3 
Forwards topcial repts re lattice physics methods L core 
simulations. 

OILLELAND, J. E. Tennessee Valley Authority. 79/02/20, 4pp. 


7902280320 DOCKET 50-296 Drowns Ferry Nuclear Power Btation, Unit 3 
"Verification of TVA Steady-State BUR Physics Methods. " 

» Tennessee Valley Authority, TVA-TR79-01. 79/01/31, 130pp. 


7902280330 DOCKET 50-296 Drowns Ferry Nuclear Power Station, Unit 3 
"Methods for Lattice Physics Analysis of LWR's. " 

DARNELL. D. L. . DEU. T. D. . PERRY. G.W. Tennessee Valley Authority. 
TVA-TR70-O2, 70/04/15. ISOpp. ^ 


7902200339 DOCKET SO-296 Drowns Perry Nuclear Power Station. Unit 3 
"Throe-Dimensional LWR Core Slmolation Methods. " 

FDRKNER.B, L, , MER IWETHER, 0, H. . DEU.T, D, TenneBsee Valley 
Authority, TVA-Tfi70-O3, 70/06/01. SOpp. 


7902230114 DOCKET 50-295 Zion Nuclear Power Station. Unit 1 
LER 79-009/03L-0 on 700930; quarteriy overage gaseous release 
rate was twice annual objective but less than Tech Spec ma*. 
Caused by reactor headvont during refueling U conservative 
quantification methods. 

OORUNATHAN, S Commonwealth Edison Co. 79/02/14. Ip. 


7902280316 DOCKET 50-296 Drowns Ferry Nuclear Power Station. Unit 3 
Ack receipt of NRC 780711 request for proposed Tech Specs 
for facility which would Incorporate 10CFR80. Requests 
Bitension of time until 790701 for submittal. 

OILLELAND, J. E. Tennessee Valley Authority, 79/02/23. Ip. 


7902260363 DOCKET 50-295 Zion Nuclear Power Station. Unit 1 
Forwards LER 79-005/03L-0. 

WANDKE, N, E. Comraenuealth Edison Co, 79/02/14. Ip. 

50-295 Zion Nuclear Power Btation. Unit i 
POhetratlon sys Zone 2 pressure 
fall below 41 pslg i lone flow pegged high. Caused by leak in 

mSarnS"’'!! Inch butterfly valves «, model 

RIAB PS offset disc duTih^ cold uodther. 

UGOLINI. D, Commonwealth Edison Co. 79/02/14. 4 pp. 

7902220U9 DOCKET 50-296 Drowns Ferry Nuclear Power Station, Unit 
Informs that TRADOC Pamphlet 350-30, "Interservic e ProceSu;er 
for Instructional Sys Development" referenced In NUREO-0219 
“ in mlcroPlche form Prom NRC. 

DESAW.W, J. Division of Document Control, 79/01/09. 2pp 


7902120167 DOCKET 50-296 Drowns Ferry Nuclear Power Station, Uni 

•‘-O^rlbing ^mpan^U 
NF-I 9 a liability endorsement to NELIA Policy 

FIELDER, U. Marsh t< McLennan, Inc, 79/02/06. 2PP. 


7902270143 DOCKET 50-296 Drowns Ferry Nuclear Power Station, Unit 3 
Forwards IE Insp Repts 50-259/70-31,50-260/70-36 (< 

50-296/78-34. No none omp 1 i anc e noted, 

LONG, F. J, Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 79/01/04. 2pp, 


7902270154 DOCKET 50r296 Browns Ferry Nuclear Power Station, Unit 3 
IE Insp Repts 50-259/70-31.50-260/70-36 L 50-296/70-34 l< on 
781212-14. No noncompl lance noted. Major areas Inspected: 
operator requa 11 f icatlon training program Ji formal training 
L retraining program for non-Ileonsed plant personnel. 

BRADFORD, W. H. , TAYLOR, P . A. , KELLOGG, P.J. Region 3, Atlanta, 

Reactor Operations Nuclear Support Branch. 79/01/03. 4pp. 


7902200450 DOCKET 50-296 Drowns Ferry Nuclear Power Station, Unit 3 
Forwards IE Insp Repts 50-259/76-36 D 50-296/79-36 on 
701226-29. No noncompliance noted. 

LONG, F, U. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/01/12. 2pp, 



DOCKETED ITEMS 8i 


7902860463 DOCKET 90-296 Oroiuns Ferry Nuclear Poiuer Stationi Unit 3 
IE In»p Repts 80-299/78-36 6 30-296/70-36 on 761226-29, No 
noncomp I lance noted. Major areas Inspected : records of post 
refueling testing activities conducted on Unit 3 during Oct 
tt Nov 1976. 

UULIANi C. t FORD< E. I MARTIN<R.D. Region 2< Atlanta) Reactor 

Operations Nuclear Support Branch. 79/01/11. 3pp. 


7902120090 DOCKET 80-296 Browns Ferry Nuclear Power Station. Unit 3 
Forwards IE Info Notice 79-01 . "Bergen-Pat er son Hydraulic 
Shock & Sway Arrestors IHBSA)." 

Q'REILLY. J.P. Region 2. Atlanta, Office of the Director. 

79/02/02. 2pp. 

7902130030 DOCKET 90-296 Drowns Forry Nuclear Power Station, Unit 3 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment. " 

O'REILLYi Ji P. Region 2, Atlanta, Office of the Director. 

79/02/09. 2pp. 


7908210164 DOCKET 90-296 Browns Ferry Nuclear Power Station, Unit 3 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment.” U/list of 11 systematic evaluation program 
plants for which no action la required. 

D'REILLV, J. P. Region 8, Atlanta, Office of the Director. 
79/02/00. 2pp. 


7902230002 DOCKET 80-296 Drowns Ferry Nuclear Power Station, Unit 3 
Ack receipt of 790131 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-299/78-34, 

90-260/78-37 ti 90-296/70-39. 

KENNA.M. D. Region 2, Atlanta, Safeguards Dranch. 79/02/08. Ip. 


7902230009 DOCKET 90-296 Browns Ferry Nuclear Power Station, Unit 3 
Responds to NRC 790100 Itr re violations noted in IE Insp 
Repts 90-299/78-34,90-260/78-37 U 90-296/78-39. Correc tlve 
actions; training sessions conducted raemphaslng security 
employ’ees' responsibl it les, 

OIULELAND, J. E. Tennessee Valley Authority. 79/01/31. 2pp. 


7902230007 DOCKET 90-296 Browns Ferry Nuclear Power Station, Unit 3 
Forwards IE Insp Rept 80-299/78-34,90-260/70-37 t< 

80-296/70-35 on 781218-19 & notice of violation. 

KENNAi U. B. Reg ion 2, Atlanta, Safeguards Branch. 79/01/08. 

2pp. 


7902830008 DOCKET 50-296 Browns Ferry Nuclear Power Station, Unit 3 
Notice of violation from insp on 701818-19. 

a Region 2, Atlanta, Office of the Director. 79/01/00. 2pp. 


7902230009 DOCKET 90-296 Drowns Ferry Nuclear Power Stotlon, Unit 3 
IB Insp Rept 80-899/70-34, 90-260/70-37 «< 50-296/70-35 on 
781218-19. Noncompl lance no ted: fai lure to search personnel 
ti hand-carried package. 

BEBECKER, K. H. , . FUCHKO, J. M. , GILLESPIE, F. P. Region 2, Atlanta, 

Safeguards Branch. 79/01/00. 3pp. 


7902800134 DOCKET 90-296 Drowns Forry Nuclear Power Station, Unit 3 
Forwards IE Info Notice 79-03, "Limitorque Valve Oeared 
Limit Switch Lubricant. " 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/02/09. 8PP. 


79022B0341 DOCKET 80-896 Browns Ferry Nuclear Power Station, Unit 3 
nespends to 790200 Itr which forwarded IE Bulletin 79-01, 

"Environ Qualifications of Class IE Equipment.” Eiplains 
usage of stem-mounted limit switches. Del leves safe operation 
Is not compromised In any way. 

OILLELAND, J. E. Tennessee Valley Authority. 79/02/23. Ip. 


7902130093 DOCKET 90-296 Drowns Perry Nuclear Power Station, Unit 3 
Forwards monthly operating rept for Uan 1979. 

DEUEASEi J. 0. Tennessee Valley Authority. 79/02/09. Ip. 


7902130099 DOCKET 90-296 Drowns Ferry Nuclear Power Station, Unit 3 
Monthly operating rept for Jan 1979. 

DENEABE.U. Tennessee Valley Authority. 79/01/31. 35pp. 


7902120160 DOCKET 50-296 Drowns Ferry Nuclear Power Station, Unit 3 
Forward i LER 79-001 /03L-0. 

FOX.H.S, Tennessee Valley Authority. 79/02/09. Ip. 


7902120166 DOCKET 80-296 Browns Ferry Nuclear Power Station, Unit 3 
LER 79-001 /03L-0 on 7901 1 1 : switch on Lia-3-S6D failed to 
trip reactor recirculation pump motor generator. Caused by 
mlsadjusted switch on Varway Model 441BCE. Switch 
rtcalibr & tested satisfactorily. 

■» Tennessee Valley Authority. 79/01/30. 2pp. 


7902140114 DOCKET 50-296 Browns Ferry Nuclear Power Station, Unit 3 
Forwards LER 79-00a/03L-O. 

FOX.H.S. Tennessee Valley Authority. 79/02/00. Ip. 


7902140117 DOCKET 50-296 Browns Ferry Nuclear Power Station, Unit 3 
LER 79-002/03L-0 on 7901 17: during maintenance of reset 
switch, short circuit damaged power supply t, sensor circuit 
board, rendering fixed spray automatic initiation circuit for 
fire protection inoperable 

• Tennessee Valley Authority. 79/02/06 2pp, 

7902220119 DOCKET 50-290 Cooper Nuclear Station 

Informs that TRADOC Pamphlet 350-30, "Interservice Procedures 
for Instructional Sys Development" referenced In NUHEG-0219 
is available in microfiche form from NRC. 

BE6AW, W. J. Division of Document Control. 79/01/09. 2pp. 


7902280239 DOCKET 50-296 Cooper Nuclear Station 

Forwards binders to contain physical security p Ian, Revis ion 
9, submitted 790122. Sent under separate cover, 

P1LANT,J. M, Nebraska Public Power District. 79/02/26, ip. 


7902060266 DOCKET 50-296 Cooper Nuclear Station 

Forwards Endorsement 43 to NELIA Policy NF-200 & Endorsement 
34 to HAELU Policy (1F-70 for calendar year 1979. 

PILANT,J, M. Nebraska Public Power District. 79/01/31. 3pp. 


7902260397 DOCKET 50-296 Cooper Nuclear Station 
Submits info from Region 4 on DWR purging, 

MADSEN, O.L. Region 4, Dallas, Reactor Operations Nuclear Support 
Dranch. 79/03/26, 3pp. 


7902140216 DOCKET 90-29B Cooper Nuclear Station 

Forwards binders tc sets of divider tabs for use u/NEnO-2ieBB 
"Mark 1 Containment Program Load Definition Rept," 

SODON.L. J. General Electric Co. .Nuclear Energy Products Dlv. 
79/01/08. Spp, 


7902280389 DOCKET 90-298 Cooper Nuclear Station 

As followup to NRC 761115 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
general contents of manual. 

GRIMES, B.K. Assistant Director for Engineers !< Projects. 
79/01/10. Spp. 


7902020238 DOCKET 90-290 Cooper Nuclear Station 

Forwards proposed minor Tech Spec changes, for License 
DPR-46i re radiological procedures U reactor startups for 
training. 

PILANTiJ. M. Nebraska Public Power District, 79/01/30. Spp. 


7902090390 DOCKET S0-29S Cooper Nuclear Station 

Requests operating license bo revised to allow operation 
following fourth refueling of reaetor. Forwards proposed 
changes to Tech Specs, <4, 000. 00 check, U OE rept NEDa-24170, 
"Suppl Reload Licensing Submittal." 

PILANT, J. M. Nebraska Public Power District. 79/01/31. 27pp 


7908090358 DOCKET 80-298 Cooper Nuclear Station 

"Suppl Reload Licensing Submittal for Cooper Nuclear Station 
Unit 1, Reload 4. " 

RA6H, J. L. , ENGEL, R. E, General Electric Co. , Nuclear Energy Products 
Div. NEDD-24t70, 70/12/31, 24pp. 


7902220297 DOCKET 50-298 Cooper Nuclear Station 

Responds to 790111 request for review of paper "Vent 
Clearing During Simulated LOCA in a Mark 1 DNR Pressure- 
Suppression 8ys. “ Recommends paper be accepted for 
publication. 

GRIMES, C. Plant Systems Branch. 79/01/31. Bpp, 


7902000199 DOCKET 50-290 Cooper Nuclear Station 

Submits Dec 1970 program activity revl ew, comprised of info 
from selected sections of monthly rept, w/sec tion on contract 
ti billing status removed. Li sts meetings held & provides 
task-by-tssk activity summary. 

SODON, L. J. General Electric Co. .Nuclear Energy Products Div. 
79/02/09. lOpp, 


7902200304 DOCKET 50-290 Cooper Nuclear Station 

Requests inclusion of OE rept NEDO-24583, "Plant Unique 
Analysis Application Guide" in docket, since rept will be 
used to support containment evaluation program. 

PILANT, J.M. Nebraska Public Power District. 79/02/26. ip. 


7902010300 DOCKET 50-89B Cooper Nuclear Station 

Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supp 1 ies. " 

BEYFRIT, K. V. Region 4, Dalles. Office of the Director. 79/01/16. 
7pp. 


7902200144 DOCKET 90-298 Cooper Nuclear Station 

Forwards IE Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock & Sway Arrestors (HSSAl. " 

8EYFRIT,K. V. Region 4, Dallas, Office of the Director. 79/02/02. 
ip- 
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7902380454 DOCKET 50-290 Cooper Nuclear Station 

Forwards IE DuUetin. 79-01, "Environ Qualification of Class 
IE Equipment. “ H/Ust of 11 s ijs tema t » c evaluation program 
plants for which no action is required 

SEVFRIT, K. y Region 4, Dallas. Office of the Director, 79/02/08. 

Ip 

7902380010 DOCKET 50-298 Cooper Nuclear Station 

Forwarirfs !E Info Notice 79-03. "Llmitorque Valve Geared 
Limit Suiltcti Lubricant “ 

SEVFRIT, K, V. Region 4, Dallas, Office of the Director. 79/02/09 

Ip 

7902280291 DOCKET 50-29B Cooper Nuclear Station 

Informs of status of Class IE equipment per IE Bulletin 
79-01. "Environ Qualification of Class IE Equipment." 

Problera switches will be changed during ne«t refueling 
outage in Apr 1979. 

PILANT. J. M, Nebraska Public Power District 79/03/21. 2pp. 


79022i0l0i DOCKET 50-301 Point Deach Nuclear Plant, Unit 3 
Forwards IE Insp Repts 50-266/76-24 {< 50-301/70-25 on 
701211-15. No nontomp 1 iance noted. 

FIORELLI.O. Region 3, Chicago, Reactor Operations Nutlear Support 

Branch. 79/01/12. 2pp. 


7902260104 DOCKET 50-301 Point Beach Nuclear Plant, Unit 2 
IE Insp Repts 50-366/78-24 l< 50-301/70-25 on 781211-15. No 
noncompl lance noted, Major areas inspec ted : plant operations 
cleanlnessi review & aud 1 1 . survei llance testing, nonroutine 
fol lowup, IE circular fol louup, independont insp. 

CHOULESi N. C, , WARNICK, R.F. Region 3, Chicago, Reactor 

Operations Nuclear Support Branch. 79/01/OB. 6pp. 


7902150466 DOCKET 50-301 Point Beach Nuclear Plant. Unit 2 
Ack receipt of 790116 Itr informing NRC of stops taken to 
correct violation identified in NRC 781226 Itr. 

KEPPLER. J. 0 Region 3, Chicago, Office of the Director. 79/01/30, 
Ip- 


7903090261 DOCKET 50-298 Cooper Nuclear Station 
Forwards monthly operating rcpt for Jan 1979. 

LESSOR.L. C. Nebraska Public Power District. 79/02/02. ip. 


7902090264 DOCKET 50-298 Cooper Nuclear Station 
Month! g operating rept for Jan 1979, 

BORER. P. J, Nebraska Public Power District. 79/01/31. 5pp, 


7902220119 DOCKET 50-301 Point Beach Nuclear Plant. Unit 2 
Informs that TRADDC Pamphlet 350-30. "Intorservice Procedures 
for Instructional Bgs Development" referenced in NUREO-0219 
is available in microfiche form from NRC, 

DESAW.M J. Division of Document Control 79/01/09. 2pp. 


7903030062 DOCKET 50-301 Point Deach Nuclear Plant. Unit 3 
Agreement between Intervenor. HI Electric Power Co ti NRC. 
Intervenor withdraws from spent fuel pool proceed Ing. Uti 1 
tuill provide them w/environ data semiannuallg f< copies of 
all LERs. NRC will insp pool. 

BAST. 3. A, Lakeshore Citliens for Safe Energg. CHURCHILL. B. W, 
Uisconsin Electric Power Co. BARTH. C. A, Office of the Executive 
Legal Director. 76/12/13. 5pp. 


7902090246 DOCKET 50-301 Point Beach Nuclear Plant. Unit 2 
Forwards Endorsement 36 to NELIA Pol leg NF-176 h Endorsement 
47 to MAELUPollcg MF-53 extending coverage for calendar 
gear 1979. 

nUNDAS.W. J. Mistonsln Electric Power Co. 79/02/05, 3pp. 


7902090295 DOCKET 50-301 Point Beach Nuclear Plant. Unit 2 
Forwards Endersement 3 to NELIA Binders ED-10 ti ED-19. !< 
Endorsement 3 to MAELU Binders kO-lB !< XB-19 extending 
seconflarg financial protection for year 1979. 

DUNDAS.U. J. Uisconsln Electric Power Co. 79/02/05. 9pp. 


7902020259 DOCKET 50-301 Point Beach Nuclear Plant. Unit 2 
Forwards updates h revisions to prevlouslg submitted info 
re applications for amends to Licenses DPR-24 & DPR-27. 
Amends seek mud of spent fuel storage ti handling facilities. 
DURSTEINj S. Uisconsln Electric Power Co. 79/01/39. 7pp. 


7902260233 DOCKET 50-301 Point Deach Nuclear Plant. Unit 2 
Forwards summary of PUR purging ti venting experiences. 

SEYFHIT.K. V. Region 4. Dallas, Office of the Director, 74/09/03, 
4pp. 


7902280305 DOCKET 50-301 Point Deach Nuclear Plant. Unit 2 
As fnllowuip to NRC 701115 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards gulOclinos far 
general contents of manual. 

ORIHESjD.K. Assistant Director for Engineers l< Projects, 
79/01/10. 5pp. 


7902260596 DOCKET 50-301 Point Beach Nuclear Plant, Unit 2 
Ack'recelpt of 781127 request for Tech Spec change relating 
to Inservice insp of safety class components, Amend request 
categorlied as Class III fee it requests pagment 
DIGGS, R. M, License Fee Management Branch. 79/01/29. 2pp. 


7902060204 DOCKET 50-301 Point Beach Nuclear Plant. Unit 2 
Forwards Tech Spec Chang* Request 54 re acceleration 
spectrum versus frequeneg curve for spent fuel pool In 
response to 790126 tc 790129 phono requests, W/ent 1 graph, 
BOfiSTElN. 8, Wisconsin Electric Power Co. 79/01/30. 2pp. 


7902090340 DOCKET 50-301 Point Deach Nuclear Plant. Unit 2 
Submits mod to Tech Spec Change Request 54 re adOl 
restrictions on movement of heavy loads Ic operation of 
auxiliary bldg crane over spent fuel stored in fuel pool. 
DURSTEIM, B, Wisconsin Electric Power Co. 79/02/07. 9pp 


7902120110 DOCKET 50-301 Point Beach Nuclear Plant. Unit 2 
Forwards IE Info Notice 79-01. "Bergen-Paterson Hydraulic 
Shock t Sway Arrestors IHSSAI. 

KEPPLER. J.O, Region 3. Chicago. Office of the Director. 79/02/02, 
ip- 


7902210204 DOCKET 50-301 Point Beach Nuclear Plant. Unit 2 
Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment." W/llst of 11 sgstcmatic evaluation program 
plants for which no action Is required. 

KEPPLER. J. 0, Region 3. Chicago. Office of the Director. 79/02/09. 

Ip 

7902270371 DOCKET 50-301 Point Beach Nuclear Plant. Unit 2 
Forwards IE Info Notice 79-03. "Limitorque Valve Geared 
Limit Switch Lubricant." 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 79/02/09. 

ip. 


7902220! 19 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Informs that TRADOC Pamphlet 350-30. "Intorservice Procedures 
for Instructional Sys Development" referenced in NUREO-0219 
Is available in microfiche form from NRC. 

BE8AW. H, J, Division of Document Control, 79/01/09. 2pp. 


7902200249 DOCKET 50-302 Crystal River Nuclear Plant, Unit 3 
Unoble to fully implement modified amended security plan as 
installation of new security hardware not comp leted. Provides 
const completion dates of remaining Itemsi lists temporary 
measure. Enel withheld Iref I0CFR2. 7901. 

BTEWART.H.P, Florida Power Corp. 79/02/23. Ip. 


7902120187 DOCKET 50-302 Crystal River Nuclear Plant, Unit 3 
Forwards Endorsement 33 re changes in subscribing companies 
t< in bhelr proportionate liability endorsement to NELIA 
Policy NF-195. 

FIELDER, J. Marsh b McLennan. Inc. 79/02/06. 2pp. 


7902230153 DOCKET 50-302 Crystal River Nuclear Plant, Unit 3 
Forwards Endorsement 23 to MAELU Policy MF-91, Amends 
Condition 4 to reflect new pool capacity. 

DUCK.J.R, Harsh I. McLennan, Inc. 79/02/16. 2pp. 

7902010146 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Forwards computer tape w/meteorology data at site for 1975, 
1977 ti 1970, X/Q'b for 1975 t< 1977 were calculated by 
XOODOQ program using site specific parameters from June 1976 
App 1 rept. 

BTEHART,H. P. Florida Power Corp. 79/01/24. 5pp, 


7902120074 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Forwards Amend 10 to DPR-72 I. Federal Register notice, 

REID, R. W. Operating Reactors Branch 4. 79/01/24. 3pp. 


7902120078 DOCKET 50-302 Crystal River Nuclear Plant, Unit 3 
Amend 10 to DPR-72 modlflng license to include current 
Commission-approved physical security plan effective 790223. 
REID.R.H. Operating Reactors Branch 4. 79/01/24, 2pp. 


7902120000 DOCKET 50-302 Crystal River Nuclear Plant, Unit 3 
Notice of issuance of Amend 18 to DPR-72. 

REID.R.H. Operating Reactors Branch 4. 79/01/24. 3pp. 


7902150439 DOCKET 50-302 Crystal Rivor Nuclear Plant. Unit 3 
Notlca of 790202 meeting re reactor coolant flow sensing 
line mods. 

NELSON, C.C. Operating Reactors Branch 4, 79/01/24. tp. 


7902010171 DOCKET 50-302 Crystal River Nuclear Plant, Unit 3 
Bubmlts plan for proceeding with Phase 2 re asymmetric LOCA 
loads program Forwards rept "DtiW 177 Fuel Assembly Owners 
Group Asymmetric LQCA Loads Evaluation Program. Phase 2“ 
identified content t< schedule. 

aTEWART, W. P. Florida Power Corp, 79/01/26, 2pp. 
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7902010178 DOCKET 00~302 Crystdl River Nucleor Plants Unit 3 
"BJ.W 177 Fuel Assembly Ouner's Group Asymmetric LOCA Loads 
Evaluation Programp Phase 2." Evaluated components include: 
reactor pressure vosselpPuel asserab 1 iesp control rod drives t< 
core flooding piping. 

* Florida Power Corp. 70/iO/lO, 9pp. 


7902020270 DOCKET SO-302 Crystal River Nuclear Planti Unit 3 
Forwards responses to NRC questions on fire protection Ji 
cable test results. 

8 TEWART 1 W. P. Florida Power Corp, 79/01/26. 12pp, 


7902020271 DOCKET 50-302 Crystal River Nuclear Plant/ Unit 3 
"Fire Retardant Cable Test< June-Sept 1977, RiD Project." 
SHOOK/ D. A. . OAKER/K.D. Florida Power Corp. 77/06/09. 33pp. 


79020B0163 DOCKET SO-302 Crystal River Nuclear Plant, Unit 3 
Forwards data per 781222 request for addl info re proposed 
mods to include reactor coolant pump power monitors. 
STEWART/ W.P. Florida Power Corp. 79/01/29. 20pp. 

7902210253 DOCKET 50-302 Crystal River Nuclear Plant/ Unit 3 
Requests notification of status of listed Tech Spec change 
requests submitted 1977-70. Also requests followup rept to 
NRC review of facility impingement rept submitted 780030. 
STEWART) W.P. Florida Power Corp. 79/02/09. 2pp. 


7902150390 DOCKET 50-302 Crystal River Nuclear Plant/ Unit 3 
Forwards startup rept for facility. 

STEWART/ W. P. Florida Power Corp. 79/02/12. Ip. 


7902150391 DOCKET 50-302 Crystal River Nuclear Plant/ Unit 3 
"Cycle 1: Mid-Cycle Startup Rept." 

DEATTV) 0. P, / BAYNARDj C. V. Florida Power Carp. 79/01/30. 95pp. 


7902150361 DOCKET 50-302 Crystal River Nuclear Plant/ Unit 3 
Submits copies of draft Tech Specs change request to App A b 
B of Lleonso DPR-72. Draft Tech Specs based on NUREO-0‘172. 
“Draft Radiological Effluent Tech Spec for PWR 's/ Rovl slon 1/ 
Oct t97B. ■' 

BTEWARTiW.P. Florida Power Corp. 79/02/13, 112pp. 


7902200007 DOCKET 50—302 Crystal River Nuclear Plant/ Unit 3 
Forwards responses to NRC questions 17/21/24/31/66 b 69/ NRC 
request for addl info 4 b 6 / b 5RP Sections 21/41 b 43. 
BTEWART/W.P. Florida Power Corp. 79/02/14. 11pp. 


7902230266 DOCKET 50-302 Crystal River Nuclear Plant/ Unit 3 
Forwards IE Insp Rept 50-302/78-30 on 781211-15 b notice of 
violation. 

BUTHERLANDi J. T. Region 2/ Atlanta/ Fuel Facility b Materials 

Safety Branch. 79/01/09, 2pp. 


7902220268 DOCKET 50-302 Crystal River Nuclear Plant/ Unit 3 
Notice of violation from Insp on 701211-15. 

» Region 2/ Atlanta/ Office of the Director. 79/01/09. ip. 

7902220271 DOCKET 50-302 Crystal River Nuclear Plant/ Unit 3 
IE Insp Rept 50-302/78-30 on 7B121 1-)S. Noncomp 1 lance noted: 
failure to review b approve vendor liquid waste processing 
procedures. 

EWALDi 8 . C. / OIBSON/A, F. Region 2 / Atlanta/ Fuel Facility b 
Materials Safety Branch. 79/01/09. Bpp, 

7902130034 BDCKET 50-302 Crystal River Nuclear Plant/ Unit 3 
Forwards IE Bulletin 79-01/ "Environ Qualification of Class 
IE Equipment. " 

O'REILLY/ J. P. Region 2/ Atlanta/ Office of the Director. 
79/02/05. Ip, 


7902210177 DOCKET 50-302 Crystal River Nuclear Plant/ Unit 3 
Forwards IE Bulletin 79-01. "Environ Oua 1 1 f Icatlon of Class 
IE Equipment." H/llst of 11 systematic evaluation program 
plants for which no action is required. 

O'REILLY) J. P. Region 2/ Atlanta. Office of the Director. 
79/02/08, 2pp. 


7902220245 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Ack receipt of 790129 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-302/78-30. 

SUTHERLAND. U, T. Region 2. Atlanta. Fuel Facility b Materials 
Safety Branch. 79/02/08. . ip, 


7902220251 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Responds to NRC 790129 re violation noted In IE Insp Rept 
60-302/70-30. Correc tive actions: vendor 's actions will be 
reviewed b full compliance will be achieved by 790401, 
STEWARTiW P. Florida Power b Light Co. 79/02/02. 2 pp, 


7902200101 DOCKET SO-302 Crystal River Nuclear Plant/ Unit 3 
Forwards IE Info Notice 79-03. "Llmltorque Uelve Geared 
Limit Bwltch Lubricant." 

0 'REILLY/ J. P. Region 2/ Atlanta. Office of the Director. 
79/02/09, IP. 


7902140123 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Forwards monthly operating rept for Jan 1979. 

STEWART/ W.P. Florida Power Corp 79/02/09. Ip, 


7902140127 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Monthly operating rept for Jan 1979. 

KENNEDY. R.W. Florida Power Corp. 79/02/01 5pp. 

79020S0113 DOCKET 50-302 Crystal River Nuclear Plant. Un»t 3 
Forwards LER 79-002/03L-0. 

STEWART/ W.P. Florida Power Corp. 79/01/29 ip. 


7902050115 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
LER 79 — 002/03L— 0 on 790102:33 ft wind direction monitor was 
inoperab le. Caused by wind direction sensor bearing being 
contaminated w/coal dust. Sensor renewed thro normal 
maint. 

COOPER. J, Florida Power Corp. 79/01/25. 2pp. 


7902050102 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Forwards LER 79-003/03L-0. 

STEWART/ W.P Florida Power Corp. 79/01/29. Ip 

7902050107 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
LER 79-003/03L-0 on 7901 06: dur i ng Rk runback following 
turbine trip, main feedwater block valve FHV-30 did not 
close. Caused by valve sticking on its back seat, Corrective 
action: manual cycling. 

COOPER. J. Florida Power Corp. 79/01/26. 2pp. 


7902000109 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Forwards LER 79-005/0 1 T-0. 

BTEWART/W.P, Florida Power Corp. 79/02/02. Ip, 


79020801D6 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
LER 79-005/OIT-0 on 790123: facility notified that during 
accidents such as double-ended pipe rup turei Rockwol 1 Mfg Co 
main steam isolation valve may not close in specified time 
of 5-s due to forces on valve disc, 

COOPER/J, Florida Power Corp. 79/01/30. 2pp. 

7902120096 DOCKET 50-302 Crystal Rivor Nuclear Plant. Unit 3 
Forwards LER 79-004/03L-0. 

8 TEWART 1 W. P. Florida Power Corp. 79/02/06. Ip, 


7902120090 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
LER 79-004/03I.-0 on 79011 5; cable tunnel sump pump failed 
to start during operability vori fication. Maint restored sump 
pump operability, Caused attributed to failure of pump 
COOPER/ J, Florida Power Corp. 79/02/02, 2pp, 


7908120121 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Forwards LER 79-O06/OIT-O, 

6 TEWART/H, P, Florida Power Corp, 79/02/06. Ip. 


7902120185 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
LER 79-006/01T-0 on 790201 : f 1 gures for transient limits on 
rapid depressuri lat Ians b high pressure injection tests in 
disagreement w/Cycle 2 reload rept. Tech Specs will be 
revised. 

COOPER. J. Florida Power Corp. 79/02/06. 2pp. 

7902220040 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Forwards LER 79-007/03L-0. 

STEWART. W.P. Florida Power Corp. 79/02/13. Ip. 


7902220044 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
LER 79-007/03L-0 on 7901 17: reactor coolant dose equivalent 
1-131 ejccedad 1. 0 mCi. Caused by ecpected transient spikes 
following reactor trip b known leaking fuel pins. 

COOPER, J, Florida Power Corp. 79/08/09. 35pp. 


7902220117 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Forwards LER 79-00B/O3L-0, 

STEWART/ W P. Florida Power Corp. 79/02/14. Ip. 


7902220180 DOCKET 50-302 Crystal River Nuclear Plant, Unit 3 
LER 79-OO0/O3L-O an 7901 19: RC3-0P3-DL4 light did not 
extinguish when test switch returned to off position. Caused 
by dirty contacts in relay. 

COOPER, j. Florida Power Corp. 79/02/13. 2pp. 


7902860419 DOCKET 50-302 Crystal River Nuclear Plant. Unit 3 
Forwards LER 79-009/03L-0. 

BTEWARTiW.P, Florida Power Corp. 79/08/19. Ip. 


7902860483 DOCKET 50-308 Crystal River Nuclear Plant, Unit 3 
LER 79-009/03L-0 on 790124: while performing reactor 
protection sys functional testing, rod group 6 dropped into 
core, rod group overlap was exceeded. Caused by "A" AC power 
breaker being left open. 

COOPER. J, Florida Power Corp. 79/08/15, 2 pp. 


53 



G4 

STEWARTjVI. P Florida Power Corp, 79/03/19 Ip 
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7902260497 DOCKET 50-30S Crystal River Nuclear Plant, ■Unit 3 

handling ?90ia5: dur ing rootino opera tiono , air 

iiJ!inO ° start. Caused bg faulty overcurrent 

COOPER, U, Florida Power Corp. 79/02/lS. 2pp, 

'^nlcIni’thafTLn^nr'S'’ Station, Unit 3 

fop Instructional Sus^n'’u*T* 350-30, "In ter serv i c e Procedures 
iB avallahlD j ’ ‘ " referenced in NUREQ-0219 

DESAufu j »n microfiche form from NRC. 

Division of Document Control , 79/01/09. Spp. 

''’?n?o?mrNRc"Srcd°;"'’\"“‘" Unit 2 

Protectiln cinsoltantnl McLennan 

functions, "sultantos to perform various fire protection 

NAUSHTON, W. F. Comm onuiea 1 1 h Edison Co. 79/01/31, 2 pp, 

IntepL"°''’°^ ‘^nit 2 

‘ Bocurlty plan for facilities descrlbino 

withheld U^'"lOCFSr79S)'" 0^ 790223, End 

REED, C. Commonwealth Edison Co. 79/02/02, !p. 

^"^Submltl'revidL^to^rt^*?" Nuclear Power Station, Unit 2 
lOCFR^ 790) ‘ * interim security plan. End withheld (ref 

LEE>D, Commonwealth Edison Co, 79/02/20. Ip. 

^’plrwardl SevisIoflT ‘ ‘ Station, Unit 2 

Dresden !c Quad-Cities security plan for 

BBCurttu Olan 3 to modified amended 

ICC- n Ziun.Encl withhold (ref lOCFR? 790) 

LEE, Q. Commonwealth Edison Co. 79/02/20. Ip 

Station, Unit 2 

fclel disposition of Contentions 

• r.elZ ^ If-.^i’^vious filings in proc eod ing, answers. 
nAlirn:: contentions. 

“/ol/09. ’ '*• f’ ' OIELAWSKI.A.P, I.ham, Lincoln t. Beale. 

7902050324 DOCKET 50-304 2 1 o^n Nuclear Power Station, Unit 2 

701120 prehearing conference in Waukegan, IL 

contentions, propounds questions to 

pjicft of tne partios. 

LUTON. E. Atomic Safety and Licensing Board Panel. 79/01/19. 1 Ipp, 

7902200433 DUCKET 50-304 Zion Nuclear Power Station, Unit 2 
Certificate of Bvc & amend to Certificate of Svc for NRC. 

*21,?" f?’' disposition served on 790201. FM Almeter 

arridavlts €ncl, 

GODDARD, R. Commonuoa 1 th Edison Co. 79/02/08. tSpp. 

7902230056 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
Motion for summary di spos i t ion. Urges dismissal of State of 
TL's Contentions 6C,7.a, 9 «, 14 far lack of a genuine matl 
issue of fact to be ad jud i ca tad. Af f I davi t s of Hosford, 

onnnAnn*‘S'’V'‘'“"^‘' ** ‘^ftiflcate of Svc end 
GODDARD, R.J. Drench 2. 79/01/31. SOpp, 

7902230186 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
Forwards 1970 Annua) Rept for util. 

DREOEMANN, R. W. Commonwealth Edison Co. 79/02/15. Ip 

DOCKET 50-304 Zion Nuclear Power Station, Un i t 2 
1970 Annual Rept. Revieius 1978, five year summary of 
operations 4, mgt, it finanical statement 
4 Commonwealth Edison Co, 70/12/31. 24pp. 

7902210238 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
Forwards Endorsement No 2 to Binders ED-) , XB-l , ED-2, XD-2. 

ED-n. X!l-3f EB-29 j XB-29, ED-30, XB-30, £8-42, XD-42, EB-43, XB-43, 
evidencing secondary financial protection. 
aSTER.g, Commonwealth Edison Co. 79/02/14, 15pp, 

7902260233 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 

*• venting experiences. 

SErPRlT.K.V, Region 4, Dallas, Office of the Director, 74/09/03, 

7902010264 DOCKET SO— 304 Zion Nuclear Power Station, Unit P 
Forwards Amend 4J to DPR-39 U Amend 38 to DPR~4B. 

BCHUENCERtA, Operating Reactors Dranch 1, 79/01/16, 2 pp, 


7902010272 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
Amend 41 to DPR-39 (t Amend 38 to DPR-48 reducing max 

’'®*® 200 F to 100 F/h «, 

surveillance requirements 

SCHWENCER. A. Operating Reactors Branch 1. 79/01/16, 2pp. 

7902010276 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
Safety evaluation in support of Amend 41 trLicel e DPR-39 
U Amend 38 to License DPn-4B, 

*• Office of Nuclear Reactor Regulation. 79/01/16. 3pp 

30-304 Zion Nuclear Power Station. Unit 2 
nPH^an it to DPR-39 t, Amend 38 to 

BCHUENCPr^I n" ! ^"‘’“otle pressurlier heatup rate. 

BCHWENCER.A. Operating Reactors Branch 1. 79/01/10, 2 pp. 

79022B03S5 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
As followup to NRC 781115 request for submittal of Offsite 

genlrd clden?^ oHanuIr guideline, for 

79/0ma^'5pp '^*®*®*®"* Director for Engineers «, Projects, 

7902010150 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
rL.Mf NRC'Providing ECCB reandislS 

®“ttor nation to remove axial power 
?Jad ope“??or ® Unit I base 

REED, C, Commonwealth Edison Co. 79/01/24, 2pp. 

7902020234 DOCKET 50-304 Zion Nuclear Power Station. Unit 2 
Responds tcj NRC requests of 701114 b 7B112B for info in 
support of util request to expand spent fuel pool storage 
capacity. Forwards answers to questions. 

NAUGHTON, W. F. Commonwealth Edison Co. 79/01/24. 27pp. 

7902010170 DOCKET 50-304 Zion Nuclear Power Station. Unit 2 
Refers to 790124 Ur requesting NRC authort ration to remove 
axial power distribution monitoring sys surveillance on Unit 
1 during base load operation. Forwards addl Info describina 
base load operation procedure. * 

REED, C. Commonwealth Edison Co. 79/01/25, 2pp, 

7902060297 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
Forwards Round 4 response to NRC request for addl info re 
spent fuel pool storage capacity e xpans i on. Provides 
ductility ratios, numerical values of hydrodynamic mass used 
in analysis of racksi !< info re .spent fuel liner. 

N^^UOHTONr W. F. Commonwealth Edison Co. 79/01/26. 33 pp. 

7902020174 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
Informs NRC that reevaluation of ECC8 called for in 780421 
order is complete) appropriate license amend J, Tech Spec 
Change is being prepared. Requests NRC authorlie base loading 
w/o axial power distribution monitoring sys. 

REED, C. Commonwealth Edison Co. 79/01/S9, Spp. 

7902120191 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
Forwards proposed Tech Spec changes to conform to ECC8 
reanelysls I, revised LOCA analysis for mod of accumulator 
vols to appropriate levels. Amend is combined Class 3 I, 1 
amend. Appropriate fee romlttanee end. 

REED, C. Commonwealth Edison Co. 79/02/02, 90pp. 

7902260469 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
Requests addl info re leakag s/seapag e of spent fuel basin b 
Commomuealth Edison/NHC correspondence. 

QUIOO, C. Pollution Environmental Problems. 79/02/02, Ip, 

79021 503B0 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
Forwards revised pages to proposed Tech Specs submitted to 
clarify base load mode of operation. 

HEED, C, Commonwealth Edison Co. 79/02/09. Spp, 

7902200037 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
Provides info re requested license amend to change rod bow 
penalty curve b effective full power hours clad collapse 
limits, Tech Spec mods end which reflect limited scope of 
NRC review, 

REED.C. Com(nonwealth Edison Co. 79/02/13. 4 pp. 

7902270235 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
Requests amend to Tech Specs App A for Licenses DPR-39 t< 

DPR-4a, Proposed amend b Offsite Dose Calculation Manual 
6nc 1. 

REED, C. Commonwealth Edison Co. 79/02/16. 91pp. 


7902270241 DOCKET 60-304 Zion Nuclear Power Station, 
Offsite Dose Calculation Manual. 

* Commonwealth Edison Co. 79/02/27. 193 pp. 


Unit 2 


7902260462 DOCKET 50-304 Zion Nuclear Power Station, Unit 2 
Forwards requested Tech Spec changa fc supporting 
documentation for mod of spent fuel, storage racks. 

REED.C, Commonwealth Edison Co, 79/02/23. 20pp. 
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790£120094 DOCKET 90-304 Zion Nuclear Pouer etation, Unit S 
Forwardt IE Info Notice 79-01i "DeraBn-Pater son Hydraulic 
Bhock it 6wag Arrestors (HSSAl'V 
KEPPLERrJ. 0. Rasiori 3> Chicago. Office of the Director. 79/OS/OS. 
4pp. 


790S2I0220 DOCKET 50-304 Zion Nuclear Pouer Station. Unit 3 
Forward’s IE Bullatln 79-01. "Environ Qua J if ication of Class 
IE Equipment." N/llst of 11 systematic evaluation program 
plants for which no action is required. 

KEPPUER. J. 0. Repion 3. Chicago. Office of the Director. 79/03/09, 
>P. 


7903270852 DOCKET SO-304 Zion Nuclear Power Station. Un 1 t 3 
Forwards IE Info Notice 79-03. "Limltorque Ualve Geared 
Limit Switch Lubricant.” 

KEPPLER. J. e. Region 3. Chicago. Office of the Director 79/03/09. 
Ip. 


79D3130I70 DOCKET 90—304 Zion Nuclear Power Station. Unit 2 
Forwards "Operational Environ Monitoring in Lake Ml near 
Zion Station." July-Sept 197B> re Impact of deletion of 
thermal limits at facility. 

HANDKE. N. Commonwealth Edison Co. 79/01/24, ip. 


7902130173 DOCKET 50-304 Zion Nuclear Power Station. Unit 2 
"Operational Environ Monitoring In Lake MI near Zion 
Station" July-8ept 78. a suppl r ept. Cone lud es that deletion 
af thermal limlte has no measurable effects on biota b on 
chemical water quality. 

CZAJK0W8KI. 0. P. . ARNEBON. R.D. Haielton Environmental Sciences 
Corp. 78/09/30. 4Hpp. 


7902130033 DOCKET 50—304 Zion Nuclear Power Station. Unit 2 
Forwards monthly operating rept for Jan 1979. 

HANDKE.N. E. Commonwealth Edison Co. 79/02/08. Ip. 


79031300B7 DOCKET 90-304 Zion Nuclear Power Station. Unit 3 
Monthly operating rept for Jan 1979. 

JEFFERS. J. Commonwealth Edison Co. 79/02/00. 11pp. 


7902140209 DOCKET 50-304 Zion Nuclear Pouer Station. Unit 2 
Forwards LER 77-0BO/O3L-0. reclassified as reportable on 
790109 after internal review. 

WANDKB.N. E. Commonwealth Edison Co. 79/01/37. Ip. 


7902260479 DOCKET 50-304 Zion Nuclear Power Station* Unit 2 
Forwards LER 77-029/03X-1 . 

HANDKEtN. E, Commonwealth Edison Co. 79/02/14. Ip 


7902260470 DOCKET 30-304 Zion Nuclear Power Station. Unit 3 
LER 77-0a9/O3X-l on 770920: while attempting to increase 
charging flow by closing charging pump flow valves.valve 
2M0V-Vcaill failed to close fully from control room. Caused 
by low setting of model SMII— 00 operator motor. 

REIS8. J. F, Commonwealth Edison Co. 79/03/14 ip. 


79O2220'll9 DOCKET SO— 305 Kewaunee Nuclear Power IMatit 

Informs that TRADDC Pamphlet 350-30. " In t ersorvic e Procedures 
for Instructional Sys Development" referenced In NUREO-0219 
is available in microfiche form from NRC. 

DEBAH. W. J. Division of Document Control. 79/01/09. 2pp. 


7902120079 DOCKET 90-305 Kewaunee Nuclear Power Plant 
Forwards plant security manual b I tr of understanding 
between util & sheriff of Kewaunee County, WI . Attac hmen t b 
withheld (ref 10CFR8, 7901, 

JAMES. E. W. Wisconsin Public Service Corp. 79/01/30. Ip 


790386007B DOCKET 90-309 Kewaunee Nuclear Pouer Plant 

Requests addl info for firo protection safety evalifatlen 
re open items on fire brigade slee b sa f o shutdouTi 
Instrumontati on. 

BCHWENCERiA. Operating Reactors Draiieh t, 79/01/31. 3pp. 


7902230157 DOCKET 50—309 Kowaunoe Nuclear Power Plant 

Provides addl info re fire protection safety evaluation in 
response to 790131 request, 

JAME8*E. W, Wlaconsin Public Borvlce Corp, 79/03/IS. 9pp. 


7902280317 DOCKUT 50—309 Kewaunee Nuclear Pounr Plant 

Util has not received approval of proposed security plan but 
has proceeded w/major mod b procedure development effort. 
Attachment addresses status of plant re security 
requirements, Plan withheld £ref 10CFR8, 7901. 

JANES* E.W, Wisconsin Public Service Corp. 79/02/23. Ip, 


79O32B00S6 DOCKET 50-305 KeuaunoB Nuclear Power Plant 
Forwards State of WI answers to licensee 's first sot of 
Interrogatories, 

WALSH. P. Wisconsin. State of, 70/12/26. Ip. 


7902140217 DOCKET 90-304 Zion Nuclear Power Station. Unit 2 
LER 77-O0O/O3L-O. on 771201 /during normal opera t ion. a team 
generator level indication 2L-B47 failed high. Cause unknown. 
CAMPBELL. J. Commonwealth Edison Co. 79/01/27. Ip, 


7902140821 DOCKET 90-304 Zion Nuclear Power Station. Unit 2 
Forwards LER 77-O01/O3L-O. reclassified as reportable on 
790109 after Internal review, 

WANDKE. N. E. Commonwealth Edison Co. 79/01/87, Ip. 


7902140824 DOCKET 90-304 Zion Nuclear Pouer Station. Unit 8 
LER 77“0fll/03L-0 on 771 125: during normal op era ti on. steam 
generator pressure transmitter 8 PT-546 failed high. Caused 
by loose setscrew in linkage to force motor. 

CAMPBELL. J. Commonwealth Edison Co. 79/01/87, Ip, 

7908860393 DOCKET 90-304 Zion Nuclear Power Station. Unit 8 
Forwards LER 79-008 /03L-0, 

WANKE.N, E. Commanwealth Edison Co. 79/02/06. Ip, 


79022B0060 DOCKET 50-309 Kowauneo 
State of IrJl anetuers to licensee 
interrogator IBS. Responds t o Int 
Interrogatory 5 re proposed inc 
WALSH, P, Wisconsin* State of. 


Nuclear Power Plant 
'b first sot of 
orrogatorloB l-aa.eicapt for 
ronsD in spent fuel store ne. 

70/12/86. Spp. 


7902050090 DOCKET 50-309 Kswouhoe Nuclear Power Plant 
Responds to 701211 Itr requesting info re reliability of 
neutron absorber plate b justification of proprietary status 
for such info. NRC BER b applicant reeponses to state 
interrogatories provide relevant info. Local PDR helpful. 

OLMaTEAD* H. J. Offlco of the Esocutiva Legal Director. 79/01/09. 


7908830060 DOCKET 90-309 Kewaunee Nuclear Power Plant 
Co-tnt erven ors ' request for OO-dny extension of tlrno to 
respond to applicant's motion for summary dlspoeltion Eve 
list end. 

CORDARO.W, M, Lakeshore Cltliens for Safe Enurgy 79/OI/lB. app. 


7902260400 DOCKET 90-304 Zion Nuclear Power Station. Unit 
LER 79-002/03L-0 on 790107; during survel 1 lance, DUB 23a 
transformer feed failed to auto reclose when re— energlio 
Caused by dirty relay contacts. 

ROTHERMEL. R, R. Commonwealth Edison Co. 79/02/06. Ip, 


7903260401 DOCKET 90—304 Zion Nuclear Power Station. Unit 2 
Forward 1 LER 79-077/03L-0, 

MANDKEiN.E, Commonwealth Edison Co, 79/03/0B. Ip, 


7908830042 DOCKET 90-309 Kewaunee Nucloar Power Plant 

Informs of WI Public Sve Corp's opposition to oxlenslon of 
time requested by eo-l ntervenor s on 790110, 

BAKER. 0. A, Foley b Lardner. 79/01/22. Spp. 


7908230040 DOCKET 50-309 Kewaunee Nuclear Power Plant 

Informs of HI Public Bve Corp's opposition to NRG motion for 
extension of time for response to pending motion due to 
desire for timely consideration of merits. 

BAKER. D, A. Foley b Lardner. 79/01/83, 2 pp. 


7908260403 DOCKET 50-304 Zion Nuclear Power Station. Unit 
LER 7fl“077/03L-0 on 780220; during refueling tests, level 
channel 2L-460 out of tolerance at high & low setpoints 
Caused by blown resistor ,b diode being reversed . causing 


improper voltage regulation iHagan Control 118), 
ROGERS, C.L. Commonwealth Edison Co. 79/02/08. 


Ip. 


7902260489 DOCKET 90-304 Zion Nuclear Pouer Station. Unit 8 
Forwards LER 79-004/03L-0. 

MANDKE, N, B. Commonwealth Edison Co, 79/02/03, Ip. 


7902050802 DOCKET 90-309 Kewnunoo Nuclear Power Plant 
Orders extension of time until 790209 to file answer to 
licensee's motion for summary dlspasition. 

LAZD.fi, M. Atomic Safety and Licensing Board Panel. 77/01/84. 8pp 


7902060060 DOCKET 90-309 Kewaunee Nuclear Power Plant 
Orders 790313 evidentiary hearing In Two Rlvers.HI. 
concerning proposed license amend re increased spent fuel 
storage capacity, 

LAZQ.R, M. Atomic Befety and Licensing Board Panel. 79/0I/2S. 8pp, 


7908860438 DOCKET 50-304 Zion Nuclear Power Station. Unit 2 
LER 79-004/03L-0 on 790109; during normal operat iS^. Unit 2 
component cooling monitor 2RE0017 failed low. intermittent!! 
alarming in control room. Caused by faulty low voltage supp 
lAul Instruments Model PSD-lSl, * 

MEVER. B. A. Commonwealth Edison Co. 79/02/OB. Ip, 


7902010316 DOCKET 90-305 Kewaunoo Nuclear Power Plant 
Notification of reconstitution of board. Dr E A Luebke 
replaces 00 Dr Iglh. 

LAZQi R, M. Atomic Safeby and Licensing Board Panel, 79/01/84. Jp. 


B6 

FcTwards Poiter Plant 

GEYFRITiK. y eo i “n® I *' ''*"*‘"9 eipBriences, 

4pp. Region 4, Dallas. Qfflca of the Director 

7903150190 DOCKET u 

Fo^arep Amend 24 tf U ^enerDlR-43 

(WENCEn, A. Operatlnj fi.ac tors Branch 1 . 79/01/15 
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74/09/03 


3p p. 


baw p«naltu Also dBletn# ^['■^"SriTig Tech Specs re fuel rod 

op ora t jng Reactors Branch 1. 79/01/15. 9PP 

^^Bafety^fya^uatlon^"^^^ Keiiiauneo Nuclear Pouter Plant 
Issuance of amen? T Amend 34 to License DPR-43. 

Security. mimical to putUc health or 

Office of Nuclear Reactor RoBuUtiori. 79/01/15. 4pp. 

50-305 Kewaunee Nuclear Power Plant 
BCHWENCER.A «l^snce of Amend 24 to License DPR-43, 

Operating- Reactors Branch 1. 79/01/15. 


2pp. 


^’As^f”?L??‘^trNRc“ 7 ofnr®''"®® Poster Plant 

Dose Cfllcolatinii ^'equQst for submittal of Offsite 

goneral contents of"m?La°'’ ^ guidelines for 

79/01/1b’ 5pp. '^***®^°’’* Director for Engineers h Projects, 


SCHWENCEFl, A, Operating Reactors Branch 1. 79/01/19. 


2pp. 


2pp, 


SCHNENCER. A. ’’□per a ?inrR."”rrS?a;c^ l^pp, 

Kestaunee Nuclear Power Plant 
•■ ^OfficB^Df supporting Amend 25 to License DPR-43 
Office of Nuclear Reactor Regulation. 79/01/19 3pp, 

7902050061 docket 50-305 Keutaunee Nuclear Pouter Plant 

SCHiiNCER. A“‘'"’’'=n CT*'''' t-1 cense DPR -?3 

Operating Reactors Drench 1. 79/01/19. 2pp, 

docket 50-305 Kewaunee Nuclear Pouter Plant 
Forwards documentation re resolution of co?t?ol r?d 

OENTON*N'^B^'’‘’nif? 790111 site visit. 

Office of Nuclear Reactor Regulation. 79/01/30, 

”F??3?r?I P'^nt 

documents effects of Ex* on Suel^on '’ECCs'othe 

:rJsrrn*orr::‘t?.*“”’ ^ -®nsf“?s“^2^^;r“in“::i?E*d“^ 

JAKES, E.H. Wise nn Bin Public Service Corp. 79/02/06. Spp. 

Kewaunee Nuclear Pouter Plant 

KBA iVrcu , ^ "'‘® "•"* u/speclPied analijBls, 

KRnwiC^K* ij. C. $ SOFERi 0 A > KiPAunnnM ii o ■■* ^ 

Corp. XN-NF-79-1. 79/01/10. 4Bpp.’ ^ Wi aconsin Pu6 1 tc Sarvlce 

JANES. E,W. Wisconsin Public Service Corp. 79/02/16. 9pp. 
7902310150 DOCKET 50-305 Kewaunee Nuclear Power Plant 

n?;co:;fiin^r;st?s^^ 50-305/7B-34 on 7s1204-07.No 

Branch. 79/01/04^*°app.' Facility «. Materials Safety 

^''?P}nirfte?r50-3S5/?l-3?“?r7Sia04-0rN?“n?i; 

noted. Major areas insoectedi t nniai ^ noncompl Unce 
''‘'““I** »< f<.«ipn??t"m?d ?c‘a f " 

Sj'^Braich, 7?;S|?S4"' sj;."®"’ 


7902010340 DOCKET 50-305 Kewaunee Nuclear Power Plant 
Forwards Insp Rept 50-305/78-23 on 701127-1201 Notice of 
violation withheld Iref IOCFR2,790). 

HIND. J. A. Region 3, Chicago, Safeguards Branch, 79/01/lS, 

7903010343 DPCKET 50-305 Kewaunee Nuclear Power Plant 
IE Insp Rept 50-305/78-23 on 781127-1301 Deta i 1 s wi u 
(rof 10CFR3. 7901. *«:w».uotaUB withhold 

Ei;rs"' 'sr""" '' ■'••‘‘""-“''■---"i.;.'.'-:.:'.,*:;... 


7902120076 DOCKET 50-305 Kewaunee Nuclear Power Plant 
Sh^rrsi^y'^r^r^o^^ri^s’^S}: — ^ Hydrauuc 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 


2pp. 


79/02/02. 


JAMES, E.W. Wisconsin Public Service Corp. 79/03/09. Spp. 
7902210198 DOCKET 50-303 Kewaunee Nuclear Power Plant 

Ip, ' ' ' f’oslon 3, Chicago. Office of the Director. 79/02/09, 


7902270373 DOCKET 50-305 Kewaunee Nuclear Power Plant 
u:rrs:i{ch'?i?r?:anr"”'°^' Oeared 

KEPPLER.J. 0, Region 3, Chicago, Office of the Director. 


79/02/09, 


02130080 DOCKET 50-303 Kewaunee Nuclear Power Plant 

JAHFq’^F*u‘"“"m *'* ‘’P®''''^lDg rept for Jan 1979, 

JAMES, E,W. Wisconsin Public Service Corp. 79/02/07 


Ip. 


Koutaunoo Nuclear Power Plant 
operating rept for Jan 1979. 

WALLACE.J.J, Wisconsin Public Service Corp, 79/02/03. 


4pp. 


, W. J. Division of Document Control, 79/01/09, 2pp. 

MAyEn”'L*0 10CFR73. 53. 

n rERri*. 0, Northern States Pouor Co. 79/02/05. 2pp. 

MAYER, L.O, Northern States Power Co. 79/02/13, tp. 

Btation. Unit 2 

Unih*?*** 2 to Policy Binder EB-36 & XB-36 for 

JOHNSDM°n‘S M pertain to Calendar Year 1979, 

OHNSDM, R, 0, Northern States Power Co. 79/02/08. Bpp. 

7902270313 DOCKET 50-306 Prairie Island Nuclear Station llo(f o 

JOHNSON, H.O, Northern States Power Co. 79/02/21. 3pp. 

docket 50-306 Prairie Island Nuclear Station. Unit 2 
4pp ‘ ' Region 4, Dallas, Office of the Director. 74/09/03. 

^Arf??lLS?'^trNflc'7BlU5*i?nue ‘ Station. Unit 2 
Dose Calculation I for submittal of Offsite 

goneral contents of m?nuar giiidellne. for 

79/01/la! 5pp, '*'*®**‘'*"* Director for Engineers »< Projects, 
'TotTrlt Jn-S;-? 8 Unit 2 

sjocti?* ?;:n.?^nr;rrp2R;!’r’'^‘ r®- 

79/m;i2*' 1^*“’" <»«»». Of Exxon Corp.l. 



7908220079 DOCKET 50-306 Prairie Island Nuclear Station, Un i t 2 
PWR?*"*’' '''’■*«“*» Control Rod Ejection Transient for 

DURNSIDE.R^J., KRYSJNKJ.T, L., PRUITT, 0, W. E» , on Nuc 1 e ar Co , Inc 
Iiubs. of E»»on Corp. ). XN-NF-78-<J4. 79/01/31. 53 pp. 

7908200307 DOCKET 50-306 Prairie Island Nuclear Station, Unit 3 
Foruiard# ECCB reanalysis osiny Feb 1970 version of 
Uastlnghouse ECCS evaluation model for large break UOCA 
mhaI ys i 1. 

MAYERt L. 0, Northern States Pouer Co. 79/02/21. Ip 

790280031 1 DOCKET 30-306 Prairie Island Nuclear Station, Unit 2 

analysis based on 

Feb 1970 evaluation model. 

a Northern States Power Co. 79/02/31. BBpp. 

7902090390 DOCKET 30-306 Prairie Island Nuclear Station, Unit 2 
Forwards IE imp Repts 30-383/70-30 t< 30-306/70-30 on 
701101— 30. No none omp 1 1 anc e noted. 

Bmnch.''''?9/0l/03.*®1^?'‘ Nuclear Support 

7903090391 DOCKET 30-306 Prairie Island Nuclear Station, Unit 3 
IE Inap Repts 30-2B8/7B-20 50-306/70-20 on 781101-30. No 

none omp 1 lanca noted. Major areas inspected : operat ions, 
radiation protection, security, malntananc e, surva 1 1 lanca 

*• a'<'"l”‘»ti'atlon h refueling shutdown. 
FEIERABEND, C. D. I HARNICK, R.F. Region 3, Chicago, Reactor 
Operations Nuclear Euppert Branch. 79/13/29. 9 pp. 

7908000014 docket 50-306 Prairie Island Nuclear Station, Un 1 t 2 
’**''** 3D~80a''7O-19 t, 30-306/78-19 on 
701114-13. No noncompl lance noted, 

'^Spp*'^'’’ 3' Chicago. Office of the Director. 79/01/08. 

7902000016 DOCKET 80-306 Prairie Island Nuclear Station, Unit 2 
IE Insp Repts 50-288/78-19 & 80-306/78-19 on 781114-13 Np 

Poutlno< announced 

Insp of LER 7B-I6i Si IE bulletins «, circular followup 
qualification of, electrical equipment. 

HUOHEB.T, Region 3, Chicago, Office of the Director, 78/18/26. 

7908860386 DOCKET 30-306 Prairie Island Nuclear Station, Unit 2 
30-382/78-10 t, 30-306/70-18 on 
** 701130-1201, No noncomp Hance noted. 

7902260541 DOCKET 50-306 Prairie Island Nuclear Station, Unit 8 
70nno'*ion?*i5 *< 90-306/78-18 on 7B1 114-17 t, 

I.i! noncompl ianee noted. Major areas Inspected: 

radiation protection program for operation 4, refueling, 

qualifications, licensee audits, training, procedures 
HUET6R,L.J. , DUBRV.N.E., FISHER, W.L. Region sich lea oS! Fuel 
Facility & Materials Bafuty Branch. 79/01/00.1 ISpp. 

7903070009 DOCKET 50-306 Prairie Island Nuclear Station, Unit 2 
Ack receipt of 781221 Itr informing NRC of steps tak^n to 
781204 insp rept, 

lilNO.U. A. Region 3, Chicago. Safeguards Branch. 79/01/26. Ip. 

7902120119 docket 30-306 Prairie Island Nuclear Station, Unit 2 
Forwards IE Info Notice 79-01 , "Bergon-Paterson Hydra" 1^ 

Shock t< Sway Arrestors (HBBAl, ^ 

KEPPCER, J, 0. Region 3, Chicago, Office of the Director. 79/03/02, 

^^Faruaidf 1 ‘ ^ ® Island Nuclear Station, Unit 8 

IE Dualificotlan of Class 

*k, W/list of II systematic evaluation program 
“hlch no action is required, 

KEPPUBfi.J.O. Regions, Chicago, Office of the Director, 79/02/09 
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7902150270 DOCKET 50-306 Prairie Island Nuclear Station, Unit 2 
Forwards monthly operating rept for Jan 1979 
MAYER, L. a. Northern States Power Co. 79/0S/12. Ip. 

7902150303 DOCKET 30-306 Prairie Island Nuclear Station. Unit 2 
Monthly operating rept for Jan 1979. 

HUNSTAD.A, A. Northern States Power Co. 79/02/01. Hpp. 

7902130171 DOCKET 30-306 Prairie Island Nuclear Station, Unit 3 
Forwards tER 79-001 /03L-0 

MAYER, L, 0. Northern States Power Co. 79/02/09. Ip . 

7902130174 DOCKET 30-306 Prairie Island Nuclear Station, Unit 2 
LER 79-001/03L-0 on 790 1 1 2 : dur in g surveillance test found 
that instrument 2TM-404V, overpower delta— T summing circuit, 
had drifted due to drift in Foibore model 66RC-0L summing 
unit, 

HUNSTAD.A. A, Northern States Power Co. 79/02/09. Ip. 

7902380334 DOCKET 50-306 Prairie Island Nuclear Stall on. Unit 2 
Forwards LER 79-002/03L-0, 

MAYER, L.O. Northern States Power Co. 79/02/33. Ip. 

7902220119 DOCKET 30-309 Maine Yankee Atomic Power Plant 

Informs that TRADOC Pamphlet 330-30i '’Interservl ce Procedures 
for Instructional Sys Development" reforoneed in NUREO-0219 
is available In microfiche Form from NRC. 

0E8AWi W. J, Division of Document Control. 79/01/09. 2pp. 

7902020192 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Provides Info re fire protection sys mod s, D1 scussos firo 
harrier penetration seals, fire pumphouse fire protection, 
protected switchgear room floor penetrations & protected 
cable tray room, 

MOODY, D. E. Maine Yankee Atomic Power Co. 79/01/29. 3pp. 

7902020249 DOCKET 30-309 Maine Yankee Atomic Power Plant 
Forwards revision to modified amended securitg plan 
Withhold (ref 10CFR2. 7901. 

MOODY, D. E. Maine Yankee Atomic Power Co. 79/01/29. Ip, 

7902260333 DOCKET 50-309 Maine Yankee Atomic Power Plant 
iummary of PHR purging ti venting oiperiences, 

4pp "*~**' ^ A, Dallas, Office of the Director. 74/09/03. 

7903140327 DOCKET 50-309 Maine Yankee Atomic Power Plant 

Minutes of 760325 meeting in Wash 1 ngton, DC to review request 
of util to operate plant up to power of S. 630 MHt. 

» ACna - Advisory Committee on Roiictor Safeguards, 70/05/23, 60pp. 

7902080024 DOCKET 30-309 Maine Yankee Atomic Power Plant 
Forwards Amend 43 to Lteense DPR-36,E1A t< notice of 
Issuanco/negative declaration. 

REID.R. M. Operating Reactors Branch 4, 79/01/23. 2pp. 

7903030029 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Amend 43 to License DPR-36 changing App Q Tech Specs to 
delete monitoring requirements used to determine effects of 
condenser cooling water sys on plankton t, larval organisms 
nrrin ^ Operation on marine ecosys of nearbij waters. 

REID, R, W, Operating Reactors Branch 4. 79/01/22. 5pp. 


7902030030 DOCKET 30-309 Maine Yankee Atomic Power Plant 
EIA eupportlng Amend 43 to License DPn-36. Repts no major 
effects of proposed amend on various types of plankton 
larval organisms. No EIS necessary. 

» Office of Nuclear Reactor Regulation. 79/01/23. 10pp. 

7902030031 DOCKET 30—309 Maine Yankee Atomic Power Plant 
Notice of Issuance of Amend 43 to License DPR-06 & negative 
declaration for EIS. 

REID, R, M. Operating Reactors Branch 4. 79/01/22. 2pp. 


7903270339 DOCKET 30-306 Prairie Island Nuclear Station, Unit 3 

[imirsw, Ndtic. 79-03. "Limitorque UalvrOea^d 

Limit Switch Lubricant.' 

KEPPLERpJ. 0, Region 3. Chicago, Office of the Director. 79/02/09. 

^"^Porw^ia^ docket 30-306 Prairie Island Nuclear Station, Unit 8 
voroSo**! ln»»Tvlee Insp Examination Bummary, " 701187- 

ARMP rki" S**i?*’*' i?*’’ ’'"P* requirements per IWA-6220 of 
ASME Cede Section XI. 

MAVER.L, 0. Northern States Power Co. 79/02/30. ip, 

7902830168 DOOKET 80-306 Prairie Island Nuclear Station, Unit 2 
inserviee Insp-Bxamlnatlon Bummary.Pralrlo Island Nuclear 
Ooneratlng Plant Unit 2 ," 781127-1209 

”79%2/07.“' ' Northern Btatee Power Co. 


7908130109 DOCKET 30-309 Maine Yankee Atomic Power Plant 
Responds to NRC 781130 Itr re request for additional Tech 
Specs to meet arbitrarily selected criteria of 100 rem 
''‘‘»*’Deos no need to propose add 1 Tech Bbbcb. 

MOODY, D.E. Maine Yankee Atomic Power Co. 79/03/03, 2pp. 

7908060485 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Forwards IE Insp Rept 30-309/78-82 on 701213-14. No 
nonco/npHance noted, 

SMITH, O.H. Region 1, Ph 1 ladelphia, Fuel Facility !, Materials 
BaPety Drench. 78 / 18 / 36 , 2 pp. ^ ^ersajs 

7902060427 DOCKET 50-309 Maine Yankee Atomic Power Plant 
IE Insp Rept 50-309/70-22 on 7B1812-I4.No noncompl lance ’ 
noted. Major areas inspected; emergency planning including 
coordination w/offslte support agonc i os, f acl 11 t les t< olan 
implementing procedures, 

?acn?h!?VML' n Fuel 

Facility & Materials Safety Oranch, 7a/12/Sl. 6pp. 
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790S010263 COCKET 50*309 Maine Vanlces Atomic Power Plant 
Forwards IE Cireular 79-02. 'Tailure of 120 Volt Vital AC 
Power Supplies. 

■Reaion 1. Philadelphia. Office of the Director 
79/OI/lb, Bpp. 

7908I3Q0U DOCKET 50-009 Maine Vaniee Atomic Power Plant 
Poruards IE Info Notice 79-01 , "Oerffen-PaterBon Hudraullc 
Shock & Sway Arrestors tHSSA>.‘' 

SRIER’D.H, Region I, Philadelphia, Office of the Director. 
79/02/02.. Ip. 

7902300490 DOCKET 50-309 Maine Yankee Atomic Power Plant 
Forwards IE Bulletin 79-01, "Environ Ouali-f I catl on of Class 
IE Equipment, '■ W/list of U systematic evaluation program 
plants for uihich no action is required 

79/02/Oa”’ IP '' Philadelphia, Office of the Director. 

79022000S6 DOCKET 50-009 Heine Yankee Atomic Power Plant 
Foruarde monthly operating rept for Jan 1979. 

MQODVi S. E. Maine Yankee Atonic Poiuer Co. 79/02/12. Ip. 

7902200057 DOCKET 50-309 Maine Yankee At oral e Power Plant 
Month Sig operating rept for Jan 1979. 

SJOSREN. fl M. Maine Yankee Atomic Pouier Co. 79/02/12. 2Bpp. 

7902060070 DOCKET 50-311 Salem Nuclear Oenerating Station, Unit 2 
Approves request fop withholding Info suii/M tted in Public 
Sve Electric «< Cas 7BI120 itr containing data on mass 1, 
energy release* to containment duo to postulated main steam 
“'•“ak. Info could jeopardiie competitive position. 

PARR. 0. D. Light Water Reactors Branch 3. 79/01/22, 3pp. 

7902080164 DOCKET 50-311 Salem Nuclear Oenerating Station. Unit 2 
responses to request for add 1 info re NRC Question 
13.9 iPreoperatlon Testing) parts A thru O.Encl info will be 
Iric arp ordted in FSAR as amend. 

79/02/05*" llpp**' Electric t. Qas Co. of New Jersey. 

7902090207 DOCKET 50-311 Salem Nuclear Oenerating Station. Unit 2 
Forwards addl info in response to NRC Question 5.94 on 
response spectra & damping values used in util seismic 
analgees.as compared w/those in Reg Guides l.AO t< 1 61 Info 
"I .^'’<='”'Po^afced into FSAR in amend to application.' 

79/02/06*" app****' = e Electric t, Gas Co. of New Jersey. 

7902230141 DOCKET 50-311 Salem Nuclear Generating Station, Unit 2 
Requei-t# ©iremptiO'n from requirements of lOCFRBOfApp Of 
paragraph IV, A. 4 re reactor vessel bolting matl lateral 
meaBupements «. impact energy requirements. 

79/08/ Gpp***” Electric & Gas Co. of New Jersey. 

^’^Forwards NRC^r*^ 50-311 Salem Nuclear Generating Station, Unit 8 

3®''*’'^! contents of Offsite 

Dose Calculation Manual. 

PARR.D.D, Light Mater Reactors Dranch 3, 79/02/14, 7 pp. 

7902230191 DOCKET 50-311 Salem Nuclear Generating Station. Unit 2 
Forwards responses to NRC 790119 request for addl info for 
fire protection revi eu. W/f our overaizo drawings. Responds to 
3an).3a(4>. 17, 19.21, 2B,3C, 27.36 S, 37 
79/02/15 ’^pp Service Electric & Gas Co. of New Jersey. 

DOCKET 50-311 Salem Nuclear Generating Station, Unit 2 
Rubber Penetration Seals in Masonry 
* by Factory Mutual Research. 

36pp*^**'^^ Service Electric U Gas Co. of New Jersey. 75/08/09. 

Salem Nuclear Generating Station, Unit 2 
Rept on fire test performed on 760604 at Portland Cement 

procedure & lists results 
! conducted on silicone foam penetration seal 
thick concrete floor slab. 

76/06/?4” lapp"*’*^^ Service Electric «, Gas Co, of New Jersey. 

docket 50-311 Salem Nuclear Oenerating Station, Unit 2 
Forwards data sheet on new two-part Dorn Corning 3-654a 
si* *^5"^ foam, Describes matl properti es, Product can be used 
foafJroSicis retrofit or replace e,i sting four component 

NIEMI.R. 0. E Mell Surveys. 76/02/25. 0pp. 

SO-311 Salem Nuclear Generating Station, Unit 2 
P«-e55 RTV Silicone Foam sLlanr?n 

ifOrkcrece Floor, ” 

14 pp“'’*** Service Electric t> Gas Co, of New Jersey. 76/06/20, 
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7902230201 DOCKET 50—311 Salem Nuclear Gonerating Station, Unit 2 
"Fire Endurance Test. Penetration Seal Sys in Precast 
Concrete Floor Utiliiing Silicone Elastomers Carborundum 
Design FC-246 " 

* Public Service Electric J< Gas Co. of New Jersey. 77/03/10 
94pp. 

7902090096 DOCKET 50-311 Salem Nuclear Oenerating Station, Unit 2 
Opposes issuance of operating I i cense, Kep ford 781204 Itr, 
addl info, t< news article end. 

ZITZER.P, Committee for Application of Nuremberg Principles to US 
Nuclear Power Production. 79/01/18. 9pp. 

7902210860 DOCKET 50-311 Salem Nuclear Generating Station, Unit 2 
Forwards Endorsement 31 for Policy NF-230 S< Endorsement 25 I, 

26 for Policy MF-90 for calendar year 1979. 

CORREA, C, Marsh & McLennan, Inc. 79/08/14. 4pp. 

7902230165 DOCKET 90-311 Salem Nuclear Generating Station, Unit 2 
Forwards Endorsement S to ANI Binder EB-60, provid ing 
secondary financial protection for calendar year 1979. 

CQRREAi C. Harsh t, McLennan, Inc. 79/02/16. 3pp. 

7902230171 DOCKET 50—311 Salem Nuclear Oenerating Station, Unit 2 
Forwards Endorsement 32 to ANI Policy NF-230 for calendar 
year 1979. 

CORREA, C. Marsh t, McLennan, Inc. 79/02/16, 8pp. 

7902130227 DOCKET 50-311 Salem Nuclear Oenerating Station, Unit 2 
Summarizes ACRB 790124 subcommittee meeting re application 
for operating license. Presentatian given concerning 
differences between Unit 1 «, Unit 2 as a result of changes 
required by NRC during Unit 2 license review. 

DROMERICK, A, H. Light Water Reactors Branch 3. 79/01/29, 2pp, 

7902010202 DOCKET 50-311 Salem Nuclear Generating Station, Unit 8 
Forwards IE Inap Rept 50-311/78-42 on 7S1108, No 
noneompl lance noted. 

SMITH, O.H, Region 1 , Philadelphia, Fuel Facility I, Materials 
Safety Branch, 78/12/80, 2pp, 

7902010205 DOCKET 50-311 Salem Nuclear Oenerating Station, Unit 2 
IE Insp Rept 50-311/78-42 on 781106, No noneompl ianco noted. 

Major areas inspe c t ed: 1 icensee ' s chemical t« radiochemical 
measurement program, 

KOTTAN,J J , GLaSKI,D, M. , BTCfHR,J. P. Region 1, Philadelphia, 
Fuel Factlitg St Materials Safety Dranch. 78/12/19, 3pp. 

79020B0027 DOCKET 50-311 Salem Nuclear Generating Station, Unit B 
Forwards IE Insp Rept 50-311/70-50 on 701211-14, No 
none omp liance noted. 

BRUNNER. E.J, Region 1. Philadelphia, Reactor Operations Nuclear 
Support Dranch. 70/12/29. 2pp, nut. ear 

7902080031 DOCKET 50-311 Salem Nuclear Generating Station, Unit 2 
50-3U/7B-50 on 781211-14. No noncomp 1 lance 
noted. Major areas inspect ed ; overall preoperatl onal test 
tour*"^"" previous unresolved «< open items ti plant 

' MCNATT, T. 0, , CAPHTON.D, L. Region 1. 

Philadelphia! Reactor Operations Nuclear Support Dranch. 70/12/28« 

/pp. 

7902010249 DOCKET 50-311 Salem Nuclear Generating atatlon. Unit 2 
Forwards IE Circular 79-02, "Fa i lure of 120 Volt Vital AC 
Power Supp 1 ies. " 

o *’ Philadelphia, Office of the Director, 

79/01/16, 8pp, 

7908130017 docket 50-311 Salem Nuclear Generating Station, Unit 2 
Forwards IE Info Notice 79-01, "Dorgen-Patorson Hydraulic 
Shock U Sway Arrestors <HSSA). " 

79/08/02** ip Philadelphia, Office of the Director. 

7902200508 DOCKET 50-311 Salem Nuclear Generating Station, Unit 2 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment, " W/llst of 11 systematic evaluation program 
plants ror uhleh no action is required. 

79/02/08**' IP *' Philadelphia, Office of the Director. 

7902220119 DOCKET 50-312 Rancho Seco Nuclear Oenerating Station 
Informs that TRADOC Pamphlet 350-30, "Interservice Procedures 
for Instructional Sys Development" referenced in NUREO-0219 
is available in microfiche form from NRC, 

DESAWiW.J. Division of Document Control. 79/01/09. 2pp. 

7902060247 DOCKET 50-312 Rancho Seco Nuclear Oenerating Station 
security plan re change to General Order 
107-2.Plant Review Committee ?< util Mgt Safety Review 
committee determined change will npt affect seeur 1 ty. Plan 
withheld (ref 10CFR2, 790), ^ 

MATTIHOE, J. J, Baeramento Municipal Utility District. 79/Oi/30. ip. 
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790SO60207 DOCKET 50'"312 Rancho 9oco Nuclear Generating Station 
Poruiardi Amend S to rradified amended socuritij plan. Plan is 
acceptable u/Amends 1 through S. Plan uiithheld (ref 
10CFR2. 790). 

HATTIMOEi J. J, Sacramento Municipal Utllitg District, 79/02/02. Ip, 


7902020212 DOCKET 50'"3i2 Rancho SecQ Nuclear Generating Station 
LED 79— OOl/OlT-0 on 790129: RCS CDoldouin occurred at 120 F/h 
Caused bg short circuit resulting in reactor trip. 

COLOMBO, R. (»). Sacramento Municipal Utllitg District, 79/01/19. 
Ip- 


7?02Sib0466 DOCKET 50-312 Rancho Seco Nuclear Generating Station 
Forwards Endorsement 30 to HAELU Policy MF-75 U Endorsement 
3i to NELIA Policy NF-212, 

MATTIMOE, 0. J, Sacramento Municipal Utility District. 79/02/16 
3pp. 


7902070036 DOCKET 80-312 Rancho Seco Nuclear Generating Station 
"Rancho Seco Bldg Hake Effects on Atmospheric Diffusion. " 
Investigates diffusion characteristics u/lou uindspeed & 
tamp inversion. 

START, 0. E. , CATE, J. H. , DICKSON, C.R. Commerce, Dept, of 
AT<49028)rlo04. NUREO/CR-0456. 73/12/31. lB8pp. Available at 
NTIB. 


7902260602 DOCKET 60-312 Rancho Seco Nuclear Generating Station 
Requests addl info re proposed Class IT instrumentation mod 
required for safe shutdouin. Need s addl info to determine 
acceptability of proposed amend especially re cabling it 
equipment. 

REIDiR.W. Operating Reactors Dranch 4. 79/01/24. 3pp, 


7902010173 DOCKET 80—312 Rancho Seco Nuclear Generating Station 
■'D&<W 177 Fuel Assembly Ouiner'a Group Asymmetric LQCA Loads 
Evaluations Program, Pha so S. " Evaluated components include: 
reactor prossore vessel, fuel assembl ies, control rod drives 1< 
core flooding piping. 

* Florida Power Corp. 73/10/10. 9pp. 

7902060253 DOCKET 90-312 Rancho Seco Nuclear Generating Station 
Responds to 781226 Itr requesting info on proposed mod for 
storing reactor cavity seal plate during reactor operation. 
Total cost of mod to be S92, 000 if Installed at next 
refueling outage. Nine days required for uork. 

MATT 1 MQE, J. v). Becraraento Municipal Utility District. 79/02/01 
3pp. 


7902120129 DOCKET 80—312 Rancho 8eco Nuclear Generating Station 
Forwards IE Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock i, Sway Arrestors (HS3A). 

ONOECKENi n. H. Region 5, San Francisco, Office of the Director. 
79/02/02. Ip. 


790’223007l DDCKET SO-312 Rancho Beco Nuclear Generating Station 
Forwards IE Bulletin 79-01, "Environ Oual i f ieation of Class 
IE Equipment." W/list of 11 systematic evaluation program 
plants for uhich no action Is required. 

ENOLEKEN, R. H, Region 8, San Francisco, Office of the Director. 
79/02/09. ip. 


7902270391 DOCKET 80-312 Rancho Seco Nuclear Generating Station 
Forwards IE Info Notice 79-03, "Llmitorque Ualve Geared 
Limit Bultch Lubricant. " 

ENOLEKEN, R. H. Region 9, Ban Francisco, Office of the Director. 
79/02/09, Ip. 


7902130067 DOCKET 50-312 Rancho Seco Nuclear Generating Station 
Forwards monthly operating rept for Jan 1979, 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 79/02/05. 


7902130068 DOCKET SO-312 Rancho Seco Nuclear Generating Station 
Monthly operating rept for Jan 1979, 

COLOMBO.R. W. Sacramento Municipal Utility District. 79/01/31, 
19pp. 


7902200071 DOCKET 80-312 Rancho Seco Nuclear Generating Station 
On 781215 while plant was in refueling shutdown, "D" decay 
heat sys was started. Due to incomplete valve line-up, pump 
was started w/suctlon valve from borated water storage tank 
e los od> resol ting In sys stress In form of water hammer, 
MATTIMOEp J. J. Sacramento Municipal Utility District. 79/01/03. 

2pp. 


7902200070 DDCKET 50-312 Rancho Seco Nuclear Generating Station 
RO 79“1 on 790105: r eac tor trip occurred simultaneously 
w/lose of non-nuclear instrumentation for p Ian, L cooldown 
rate at times exceeded max permissible rate. Trip Si cooldown 
transient are under investigation. 

RQDR lOUEZ, R. J. Sacramento Municipal Utility District, 79/01/05. 
Ip. 


7902020207 DOCKET 50-312 Rancho Seco Nuclear Generating Station 
Forwards LER 79-OOl/OlT-O, 

HATTIMDE, J. J. Sacramento Municipal Utility District. 79/01/26, 
3pp. 


7902220119 DOCKET SO-313 Arkansas Nuclear One, Unit 1 

Informs that TRADOC Pamphlet 350-00, "Int erser vice Procedures 
for Instructional Sys Development" referenced In NUREG-'02I9 
is available in microfiche form from NRC, 

BESAW, W. O. Division of Document Control. 79/01/09. 2pp. 


7902050172 DOCKET 50-313 Arkansas Nuclear One, Unit 1 

Forward’S info for review as requested by fire protection 
safety eva 1 ua t ion. U/at t drawings FH~332 ti M-819 which show 
fire water supply to deluge sys, ti figure E-690 w/locatlon 
of smoke detectors. 

WILLIAMS, D. H, Arkansas Power tc Light Co. 79/01/31. Bpp, 


7902010084 DDCKET 50-313 Arkansas Nuclear One, Unit 1 

Requests refund from 731103 check for NRC invoice 011-79. to 
offset change in indemnity fee calculation procedures. Due 
to Increase in reactors to he charged deferred payment, 
currant Pee is <6 per yr per MHt capacity. 

WILLIAMS, D. H. Arkansas Power L Light Co. 79/01/83, Ip. 


79080’90849 DOCKET 50-313 Arkansas Nuclear One, Unit 1 

Submits certified copies of Endorsement EB-4a 6 ED-6e to 
ANI Binder ti XD-4a 6 XD— 68 to MAELU Binder extending 
coverage for 1979. 

WILLIAMS, D. H. Arkansas Power & Light Co. 79/02/05. 9pp- 

79022S033B DDCKET 50-313 Arkansas Nuclear One, Unit 1 
Forwards Policy NF-210 Endorsement 35 J, Policy MF-74 
Endorsement 31 for calendar year 1979. 

RUETER, D, A. Arkansas Power h Light Co, 79/02/23. 3pp. 


7902010170 DDCKET 50-313 Arkansas Nuclear One, Unit 1 

"BLW 177 Fuel Assembly Owner's Group Asymmetric LDCA Loads 
Evaluations Program, Phase 2. " Evaluated components include: 
reactor pressure vessel, fuel as sambl ies, control rod drives t, 
core flooding piping. 

* Florida Power Corp. 70/10/10. 9pp. 


7902080234 DDCKET 50-313 Arkansas Nuclear One, Unit 1 

Ac k receipt of NRC 761129 Itr re potential failures of purge 
penetration valves U requesting schedule for justifying 
unlimited purging. Will submit proposed Tech Specs to limit 
purging to 90-b per year. 

WILLIAMS, D. H, Arkansas Power tt Light Co. 79/01/30. 2pp. 


7902080180 DDCKET 50-313 Arkansas Nuclear One, Unit 1 

Refers to 790111 proposed industrial security plan revision, 
Expects all security equipment to be operable bij 790223 w/ 
exception of unit described in enc 1. Enc I withheld Iref 
10CFR2. 790>, 

WILLIAMS, D, H. Arkansas Power (k Light Co. 79/02/01. 1 p. 


79020B0193 DOCKET 50-313 Arkansas Nuclear One, Unit 1 

Forwards skotch showing typical locking tab used to lock 
globe valves for throttling re design of ECCS small break 
long-term mod, 

WILLIAMS, D. H. Arkansns Power l< Light Co, 79/02/01. 2pp. 


790222016B D3CKET 50-313 Arkansas Nuclear One, Unit 1 

Informs of completion of Phase 1 of asymmetric LDCA toads 
program. SubiBi ts plan for Phase 8: "B {< H Fuel Assembly Owners 
Group Asymmetric LDCA Loads Evaluation Program, Phase 2. " 

Util Is evaluating inclusion pf seismic load info. 

RUETER, D. A. Alabama Power Co. 79/08/02. I’Opp. 


7902280001 DOCKET 50-313 Arkansas Nuclear One, Unit 1 

Forwards justification for proponed reduced pressure testing 
of containment isolation valves in response to 790119 
telephone c onver sat i on. 

RUETER, D. A. Arkansas Power & Light Co. 79/02/09, 6pp. 

7902280003 DDCKET 50—313 Arkansas Nuclear One, Unit 1 

Responds to 7311 15 Itr. Uilk submit requested "Radiological 
Tech Specs" by 790301 instead of 790213 to allow time for 
adequate review. 

RUETER, D. A. Arkansas Power t> Light Co, 79/02/09. Ip. 


79O22S00S9 DOCKET 50-313 Arkansas Nuclear One, Unit 1 
Forwards 16 photographs of cable spreading ruom & 
description which pr-ovldcs Info on existing heat loads. 
Interested in tests involving cable spreading room deluge 
sys. 

RUETER, D. A. Arkansas Power {, Light Co. 79/02/12. 0pp. 


7902200313 DOCKET 50—313 Arkansas Nuclear One, Unit 1 
Forwards proposed change to Tech Spec 4.2.6 re Insp of 
reactor coolant pump motor f lijuh ee 1 s, w/onc 1 required fee. 
CAVANAUGH, H, Arkansas Power 5i Light Co, 79/02/22, 9pp. 
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7502090119 DOCKET SO-313 Arkansas Nuclear One. Unit 1 
Forwards IE Insp Repts S0-313/7S-19 t 50-34S/7B-26 on 
781023-1119 T< notice of violation. 

HADsSN-O L Region 4i Dallas. Office of the Director. 76/12/14. 
2 pp 


7902260565 DOCKET 50-315 Donald C. Cook Nuclear Poiuor Planti Unit I 
Finds fire protection program adequate for proaont. Mod 1 f i ed 
program will meet guidelines in App A to Branch Technical 
Position 9, 5-1. 

* Assistant Director for Plant Systems. 70/03/20. Orlpp. 


7902090121 DOCKET 50-313 Arkansas Nuclear One< Unit 1 
Notice of violation from insp on 761023-1119. 

• Region 4, Dallas. Office of the Director. 76/12/14 ip. 


7902D9D123 DOCKET S0-3i3 Arkansas Nuclear One. Unit I 

IE Insp fiepts 50-313/76-19 1< 50-368/76-26 on 781023-1119. 

Noneonp 1 iancB noted: nonfunctional penetration fire harrier 
in 2A3 switchgear roam 6 quorum not formed according to Tech 
Specs. 

» Region 4. Dallas. Office of the Director. 70/12/14. 20pp. 


7902220119 DOCKET 50-315 Donald C. Cook Nuclear Potuor Plant) Unit ( 
Informs that TRADOC Pamphlet 350-30) " Intersorvl co Procedure* 
for Instructional Sys Development" referenced In NURGO-Oai? 
is available in microfiche form from NRC, 

DE5AW) W. J. Division of Document Control. 79/01/09. Spp. 


7902120195 DOCKET 50-315 Donald C. Cook Nuclear Power Plant). Unit 1 
Modified amended security p lam contents withheld 
(ref 10CFR2. 790). 

a Indiana ?< Michigan Power Co. 79/01/30. Ip. 


7902260017 DOCKET 50-313 Arkansas Nuclear One. Unit 1 
Forwards IE Insp Repts 50-313/78-21 «. 50-368/78-20 on 
761120-1217 it notice of violation. 

MADSEN. C. L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch, 79/01/05 2pp, 


7902260019 DOCKET 50-313 Arkansas Nuclear One) Unit 1 
Notice of violation from insp on 781120-1217. 

e Region 4, Dallas. Reactor Operations Nuclear Support Dranch 
79/01/04 3pp. 


7902260022 DOCKET 50-313 Arkansas Nuclear One. Unit 1 * 

IE Insp Repts 50-313/70-21 D 50-368/78-28 on 781120-1217. 

None offlpl lance not ed: surve i llance testing 6 calibr records, 
UESTERMAN, T. F , VERDUZCD. G. H. , MADSEN.O.L. Region 4, Dallas, 

Reactor Operations Nutlear Support Dranch. 79/01/04 17pp. 

7902010315 DOCKET 50-313 Ariansas Nuclear One. Unit 1 
Forwards IE Circular 79-02. "Fal lure of 120 Volt Vital AC 
Power Supplies " 

SEYFRIT.K. V Region 4. Dallas, Office of the Director. 79/01/16 
7pp. 

7902280155 DOCKET 50-313 Arkansas Nuclear One, Unit 1 
Forwards IE Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock N Sway Arrestors (H5SA). " 

SEYFRIT.K, V. Region 4. Dallas, Office of the Director, 79/02/02 

IP- 

7902280461 DOCKET 50-313 Arkansas Nuclear One, Unit I 

Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment^ H/list of ll systematic evaluation program 
pjdnts rot* uhich no oction is rot^uired. 

SEYFRIT.K. V. Region 4. Dallas, Office of the Director, 79/02/00. 


7902280016 DOCKET 50-313 Arkansas Nuclear One, Unit 1 
[imrrs:ilch‘[::h”ruin;.^.”-”' oeared 

SEYFRIT.K, V, Region 4, Dallas, Office of the Director, 


79/02/09, 


7902000246 DOCKET 50-313 Arkansas Nuclear One. Unit 1 

Pollutant Discharge 

Elimination Sys Rept for Natl Pollutant Discharge ® 
Eltmination Sys Permit AR0001392. " 

WILLIAMS, D. H, Arkansas Power {, Light Co. 79/01/31. lOpp, 

7902220067 DOCKET 50-313 Ar kansas Nuc 1 ear One , Uni t 1 
RUE TER n operating rept for Jan 1979. 

RUETER.D.A Arkansas Power {, Light Co, 79/02/13, Ip. 


'Arkansas Nuclear One, Unit I 
operating rept for Jan 1979, * ' 

SHIVELY, C.N. Arkansas Power i< Light Co, 79/02/13, 


5pp. 


7902120067 DOCKET 50-315 Donald C, Cook Nuclear Power Plant, Unit i 
Responds to NRC 760407 Itr requesting addl info. Forwards 
revision to App 11 of modified amended security p Ian. ProvI doo 
justification for non-inclusion of certain safety-related 
equipment. Attachment withheld (ref 10CFR2. 790), 

MALONEY, 0. P. Indiana U Michigan Power Co, 79/02/02. 2pp. 


7902260479 DOCKET 50-315 Donald C. Cook Nuclear Power Plant, Unit 1 
Forwards copy of response to App A Dranch Technical Fositlon 
9.5-1 as requested in 760716 «< 760730 Itrs.H/encl proposed 
Tech Spec for fire protection sys for Unit 1 as roquoslod in 
760930 Itr. 

TILLINQHAST, J. Indiana & Michigan Power Co. 77/01/31. SSpp. 


7902260432 DOCKET 50-315 Donald C. Cook Nuclear Power Plant, Unit I 
Forwards fire haiards analyst s. Anaiy si s U 770131 submittal 
provide complete evaluation of fire protection for facility. 
MALONEY, O.P. Indiana t< Michigan Power Co. 77/03/31, app. 


7908260491 DOCKET 50-315 Donald C. Cook Nuclear Power Plant, l/ntt I 
Fire haiard analysis for f ac 1 1 1 ty. Shows that fire protection 
program either meets, eicoeds or requires mods to assure that 
fire will not affect ability to bring plant to safe 
shutdown. 

DALEV,R,J. , DEL PERCIO, J. 0. Indiana N Michigan Power Co. 


7902260494 DOCKET 50-315 Donald C. Cook Nuclear Power Plant, Unit 1 
Forwards summary of 770511 presentation to NRC which 
answered questions arising from 770419-22 fire protection 
site visit. 

TILLINQHAST, J. Indiana t< Michigan Power Co. 77/06/01. IBpp. 


wees, wwMwau V. vuuA I'tuGitfor rouep rian 

Forwards request for addl info re fire protection prograi 
Response requested by 770729 8 , should Include descUptioi 
fad 1 1 ty mads. 


Unit J 

0 f 


KNIEL, K. 


Light Water Reactors Branch 2 . 77/07/11. 24pp. 




-J.., i « --..-.v V,.,.. i.uLieai- rower rianc, W 

NBC 77A7M^n' r,® f**”? Protection program In reiponsa to 

MALONEV^g'p ‘^rnK^ imp ementatton schedule is available, 
flALONEVi G. P, Indiana t* Michigan Poiuor Co. 77/0Q/19, app. 




7902860509 DOCKET 50-315 Donald C. Cook Nuclear Power Plant, Unit I 
in response to NRC 770711 Itr, forward, info", ft" 

“^7700*'? response, comprises 
TiM^tw^wAB? responses to NRC 770711 Ur. 

JLLINOHAST, J. Indiana l< Michigan Power Co. 77/09/30. 38pp. 

7908860523 DOCKET 50-315 Donald C. Cook Nuclear Power Plant, Unit 1 
Supplements 770619 «, 770930 Itra by providing addl 

protection questions resulting from 

TILLINQHAST, J. Indiana S< Michigan Power Co 77/11/88. 38pp. 


Arkansas Nuclear One, Unit 1 

during *an* 1979 ,* impingement monitoring facility 

RUETER.O.A. Arkansas Power {, Light Co, 79/02/81, i 7 pp, 

-i. . 

«UETM.S, «, L,,,, £, 7„02/|„ „ 

c„„ „„„ . 

water restricting air flow^ ^ '■•iter VFA- 80 D collapsing from 

SH1VELY.c n. Arkansas Power {, Light Co, 79/01/18. Ip, 


7902860530 DOCKET 50-315 Donald C, Cook Nuclear Power Plant, Unit I 

prdLtiorfafat^ » completion of fire 

SrSiurrlu M evaluation by Der 1977, 

Operating Reac tors D?a^cb"a." yVAusl. '*'• «' 

”0att”on rtwow Mnd!®!?"""**’ ‘ 

ooaBu on review, finds licensee's modified fire nrotsctlnn 
P.® — S'h.Juled mod uin'md.t * 

'1=;- >" - ■ 



DOCKETED ITEMS 6i 


7'?032'6-054& DOCKET 50-315 Dartald C. Cdd1( Nuclear Pouier Planb/ Unit 1 
Amend 7 to Indemnity Agreement B-61. 

BALTZMAN.J. Antitrust U Indemnity Oroup. 77/1S/23. Ipp, 


7702360516 DOCKET 50—315 Donald C. Cook Nuclear Pouter Plants Unit 1 
'Foruarde copies of info relating to remote shutdovun 
eapabil ity. for distribution to c orami t toe. Info abstracted 
from submittals made in conjunction ui/fire protection roviou 
tt operating license review of Cook Units l&a, 

OAVIB. D. K. Operating Reactors Branch S. 77/10/Sl. 12pp. 


7902000173 DOCKET 50-315 Donald C. Cook Nuclear Pouiar Plant< Unit I 
Forwards “Special Rept^Safety Injection 11“ re 7B0114 
occurrence resulting from operator error. Major components l< 
functions were reviewed Ic found to be in good order. Two 
previous rept w/nou rept numbers end. 

BHALL6R(D. V. Indiana (i Michigan Power Co. 79/01/23. 7pp, 

7902130161 DOCKET 30-313 Donald C. Cook Nuclear Pouar Planti Unit 1 
Forwards LER 79-001/031.-0. 

SHAULERp D. V. Indiana l< Michigan Power Co. 79/02/09. Ip. 


7902280305 DOCKET 50-315 Donald C. Cook Nuclear Power Planti Unit 
As followup to NRC 701115 request for submittal of Offsite 
Dose Calculation Manual for app roval. forwards guidelines for 
general contents of manual. 

Assistant Director for Engineers Projects 

79/01/10. 5pp. 


7902130164 DOCKET 50—315 Donald C. Cook Nuclear Power Planti Unit 1 
LER 79-001/03L-0 on 790122: d UP i n g Mode li position of Rod F-6 
showed deviation of greater than 12 steps from demand 
position. Caused by drift in signal conditioning module. 

BElLMANi T. P. Indiana 8« Michigan Power Co. 79/02/09. Ip. 


7902020250 DOCKET 50—315 Donald C. Cook Nuclear Power Planti Unit I 
Discusses concerns re reanalysis based on Hestinghouse ECC5 
•valuation model for 13*15 Wostinghooso fuel. Present Fa 
limit of 1.90 remains conservative value applicable to f uo 1 p 
until fuel Is removed during Apr 1979 outage. 

Tli-LlNOHASTi pj. Indiana ti Michigan Power Co. 79/01/24. 3pp. 


7902060220 DOCKET 50—315 Donald C. Cook Nuclear Power Plant 
Provides addl info re spent fuel storage capacity in 
response to NRC 790102 request. Di scusses distribution of 
sites b median site of boron carbide particles in boron 
platei b venting of ctalnioBs steel envelopes. 

TILL INOHASTi J. Indiana b Michigan Power Co. 79/01/24 


Unit I 


1 Ipp, 


DOCKET 50—315 Donald C. Cook Nuclear Power Planti Unit 1 
Util response to App A of Branch Technical Position 
■9. S-1. Presents results of exam of existing fire protection 
program based on guidelines. 

PERClOi J. 0. Indiana b Michigan Power Co, 77/01/31, 


7902260351 DOCKET 50-315 Donald C. Cook Nuclear Power Planti Unit 1 
forwarding amends to DPn-74 b DPR-50, Amends add 
condition relating to facility mo’d for fire protection Draft 
amondi safety evaluation b notice of issuance end, 

BCMWENCERi A. Operating Reactors Branch 1, 79/02/26. 31pp. 


Unit 


7902260113 DOCKET 50-315 Donald C. Cook Nuclear Power Planti 
Forwards IE Insp Repts 50-315/78-35 b 50-316/70-36 on 
791211-13. No noncompl lance noted. 

'^f'ioagoi Reactor Operations Nuclear Suppori 

uranch. 79/01/12, 2pp, 


7902260121 DOCKET 50-315 Donald C. Cook Nuclear Power Planti Unit t 
IE Insp Repts 50-315/78-35 b 50-316/70-36 on 701211-13. No 
noncompl lance noted. Major areas inspec tod ; requal 1 f icabion 
training! core power distribution 1 1ml tsi thermal power 
•valuations b target axial flux difference calculations, 
MASaEiR.E.i DANIELBi F. T. , LITTLE, tl. 0, Region 3! Chleagoi 

Raactor Operations Nuclear Support Branch. 79/Ol/OB. 4pp. 


7902220154 D3CKET 50-313 Donald C Cook Nuclear Power Plant, Unit 1 
Forwards LER 79-002/03L-0. 

BHALLERiD. V, Indiana & Michigan Power Co. 79/02/12. ip. 


790222015B DOCKET 50-315 Donald C. Cook Nuclear Power Plant, Unit 1 
LER 79— 002/03L— 0 on 790112: fallowing boric acid injection! 
axial flux difference exceedeiJ Tech Spec limit. Cause 
unknown. 

BEILMANiT, P, Indiana b Michigan Power Co. 79/02/12. Ip. 


7902260565 DOCKET 50-316 Donald C. Cook Nuclear Power Planti Unit 2 
Finds fire protection program adequate for present b w/mods 
will meet guidelines in App A to Branch Technical Position 
9. 5-1. 

* Assistant Director far Plant Systems. 70/03/20. 34pp. 


7902260479 DOCKET 60-316 Donald C. Cook Nuclear Power Plant, Unit 2 
Forwards copy of response to App A Dranch Technical Position 
9.5-1 as requested In 760716 b 760730 Itrs.H/encI proposed 
Tech Spec for fire protection sga for Unit i as Tequesled In 
760930 Itr, 

TlLLl NOHASTi pj. Indians b Michigan Power Co, 77/01/31, 2Spp. 

7902260402 DOCKET 50-316 Donald C. Cook Nuclear Power Plant, Unit 2 
Forwards fire haiards ana 1 y si s . Submi tta 1 of 770131 together 
w/attached rept provides complete evaluation of fire 
protection for facility. 

MALDNEy, 0. P, Indiana b Michigan Power Co, 77/03/31. 2pp. 


7902260491 DOCKET 50-316 Donald C. Cook Nuclear Power Planti Unit 2 
Fire haiard analysis for f ac i 1 1 ty. Shews that fire protection 
program either meets, exceeds or requires mods to assure that 
fire will not affect ability to bring plant to safe 
shutdown. 

DALEY, R.J, Indiana b Michigan Power Co. 77/03/31. 261pp. 


7902260494 DOCKET SO-316 Donald C, Cook Nuclear Power Plant, Unit S 
Forwards summary of 770SU presentation to NRC staff which 
answered questions arising from 770419-22 fire protection 
site visit. 

TILLlNOHASTi J, Indiana b Michigan Power Co. 77/06/01. IBpp, 


7902130070 DOCKET 50-315 Donald C. Cook Nuclear Power Plant, Unit I 
Bubnlts guidance re retention of dally survey recordsi 
subject of deficlsncy in IE Insp Rept 50-315/78-11. 

DAVIS, A. Q. Region 3, Chicago, Fuel Facilltxj b Materials Safety 

Branch. 79/01/31. 2pp. 


7902260499 DOCKET 50-316 Donald C, Cook Nuclear Power Plant, Unit 2 
Forwards request for aildl info re fire protection program. 

Response requested by 770729 J< should include description of 
facility mods required to implement positions. 

KNlELiK. Light Water Reactors Branch 2. 77/07/tl. 24pp, 


7902120063 DOCKET 50-315 Donald C. Cook Nuclear Power Plant, Unit 1 
Forwards IE Info Notice 79-01, "Dergen-Patorson Hydraulic 
Shock b Buay Arrestors (HBSA)". 

KEPPLERi 0, 0, Region 3, Chicago, Office of the Director, 79/02/02 

Ip. 


7902260503 DOCKET 50—316 Donald C. Cook Nuclear Power Plant, Unit 2 
Forwards addl Info re fire protection program In response to 
NRC 770711 request. Mo implementation schedule Is available 
MALONEY. O.P. Indiana b Michigan Power Co. 77/OB/I9. 3pp, 


7902210185 DOCKET 50-315 Donald C. Cook Nuclear Power Plant, Unit I 
Forurards IE Bulletin 79-01, "Environ Qualification oP Class 
IE Equipment." N/llst of 11 systematic evaluation program 
plants for which no action Is required. 

KEPPLER,U, 0. Region 3, Chicago, Office of the Director, 79/02/09, 
Ip. 


7902260509 DOCKET 50-316 Donald C. Cook Nuclear Power Plant, Unit 2 
In response to NRC 770711 Itr, Forwards info ro fire 
protection program. Together ij/770D19 r esponse, compri ses 
complete package of rosponsos to 7707U Itr, 

TILLlNOHASTi si. Indiana b Michigan Power Co. 77/09/30. 32pp. 


7902270324 DOCKET 50-315 Donald C. Cook Nuclear Power Plant, Unit 1 
Forwards IE Info Notice 79—03, "Limitorque Valve Oeared 
Limit Switch Lubricant." 

KEPPLER, J, 0. Region 3, Chicago, Office of the Director. 79/02/09. 
Ip. 


7902220043 DOCKET 50-315 Donald C. Cook Nuclear Power Plant, Unit 1 
Forwards monthly operating rept for Jan 1979. 
aHALLER, D. V. Indiana b Michigan Power Co. 79/02/12. Ip, 


7902220046 DOCKET 50-315 Donald C. Cook Nuclear Power Plant, Unit I 
Monthly operating rept for Jan 1979, 

OILLETTi H. T. Indiana b Michigan Power Co. 79/02/18, 7pp, 


7902260523 DOCKET 50-316 Donald C, Cook Nuclear Power Plant, Unit 2 
Supplements 770019 b 770930 Itrs by providing addl info in 
response to certain fire protection questions resulting from 
771103-04 meeting, 

TILLINOHABT, J. Indiana b Michigan Power Co. 77/11/22, 22pp. 

7902260530 DOCKET 50-316 Donald C. Cook Nuclear Power Plant, Unit 2 
Summary of 771103-04 meetings u/uti 1 re fire protection. 

Meetings intended to resolve remaining staff items at Q-2 
stage of review b permit completion of fire protection 
safety evaluation by Dec 1977, 

NLYNCZAK, M. M. Light Hater Reactors Branch 8, 77/11/25, 9pp, 


7902260S6I DOCKET SO— 316 Donald C. Cook Nuclear Power Plant, Unit 2 
Based on raview, finds licensee's modified fire protection 
program adequate for p r esen t. 8c h eduJ od mod uij i I meet 
guidelines of App A to Branch Technical Position 9 5i. 

TEDESCOiR, L. Assistant Director for Plant Systems. 78/03/20 

2pp. 



DOCKETED ITEMS 


7902120!95 DDCMET 50-316 Donald C Cook Hoclear Pouer Plant. Unit 3 
Kodiflad amended sacuriti^ p Ian; contents uithheld 
(ref 10CFR2 790) 

» Indiana {. Michigan Pouer Co. 79/01/30. Ip. 


7902120067 DOCKET 50-316 Donald C Cook Noclear Pouen Plant. Unit 3 
Responds to M.RC 7S0407 Itr requesting addl inPa. Foruards 
revision to App B of modified amended securitg p Ian. Provi d es 
justification for n on-l nc I us i on of certain safety-related 
equip.nent, Attachment uithheld (ref 10CFH3. 790). 

MALONEV.O p, Indiana 4 Michigan Pouer Co. 79/02/02. 2pp. 


7902260546 DOCKET 50-316 Donald C, Cook Nuclear Power Plant. Unit 2 
A.nerd 7 to Indemnity Agreement D-61. 

SALTZMAN. J Antitrust !< Indemnity Group. 77/12/23. Ipp, 


7902050161 docket 50-316 Doneld C. Cook Nuclear Power Plant. Unit 3 
Forwards Endorsements 29 !< 30 to MAELU Policy MF-79 & 

Endorsements 36 tt 37 to AMI Policy NF-206. 

TILLIMOHAST. J Indiana !< Michigan Power Co. 79/01/26. 6pp. 


7903260516 DOCKET 50-316 Donald C. Cook Nuclear Power Plant. Unit 3 
Forwards copies of info relating to remote shutdown 
capati 1 i ty. for distribution to commi t tee. Inf o abstracted 
from submittals made in conjunction w/fire protection review 
6 operating license review of facility. 

DAVIS. D K Operating Reactors Branch 3. 77/10/21. 13pp. 

7903260449 DOCKET 50-316 Donald C. Cook Nuclear Power Plant. Unit 2 
Util response to App A of Branch Technical Position 95-1. 

Presents results of eiam of eiisting fire protection program 
based on guidelines. 

DALEY. R J. Indiana ?< Michigan Power Co. 77/01/31. 102pp. 


7902260535 DOCKET 50-316 Donald C. Cook Nuclear Power Plant. Unit 2 
Notification that Commission has issued License DPn-74 
Authorlies operation at 3.391 at MUt. 

DDYD. R, S Division of Project Management. 77/12/23, 3 pp, 

7902260533 DOCKp 50-316 Donald C. Cool Nuclear Power Plant. Unit 2 
License DPR-74, authori j ing operation at steady state reactor 
cort pouer ievels not tn excess of 3e391 WWt. 

BOVOfR.S. Division of Project Management. 77/12/23. 13pp. 

7902260542 DOCKET 50-316 Donald C. Cook Nuclear Power Plant. Unit 3 
Notice of issuance of License DPR-74. Unit i, restrlcterfrom 
** '■ate'l power until specified tests are 

cciDpieted. 

KNIEL.K, Light Hater Reactors Branch 4. 77/12/23. 3pp. 

DOCKET 50-316 Donald C. Cook Nuclear Power Plant. Unit 2 
Sos. C ?cu?a ° submittal Toffs?*; 

genera! coite^:^ oHa'nuar 9videlines for 

79^0?/lo:‘^ Spp /"“**"* Director for Engineer, 8. Projects, 


response to nrc 790102 request, Di scussls d!uHbut on of 
TILLINuHASr, J Indiana t, Michigan Power Co. 79/01/24 


Unit 3 


1 Ipp, 


■lEN.F N 1 n.. 11 , c. 79 / 0 S/ 06 , ,o„. 




v?Sr^n: 

MALGNEV.O.P, Indiana S, Michigan Power Co, 79/02/13 117pp. 

^Reque”! reliH f^of performance ^““1 
FSA« Amend 82, Test deemed urr»^! ^ rejection test of 
surveillance te^Hng hTa ^r stringent 

equipment will perform when -!!“ ■ protection 

DISBROH.r.e, I^d anl t S ch can p"n'’ '’‘r“ J'-stlfied, 
ana s Michigan Power Co. 79/03/16. 3pp. 

7903360551 DOCKET 50-316 n/.....ij .. » 

Draft of Itr forward Ing ^meids'^toDPR-Ta^fc'M/nD*'’ ‘ 

condition relating to facllltu mod e^ f''''ends add 

amend, safety evalGatJon E noUcrof ? Draft 

SCHHENCER.A, OoerakiL d * ! issuance. 

Operating Reactors Branch 1 . 79/02/26, 31 pp, 

7902360U3 DOCKET 50-316 Donald C Cmv m , 

79121 !-,%'^ '"*0 50-31 6/58-3^^ 5oU!:;7B!3ra'’‘"'“' * 

Branch. 79/01/12. 2pp, ' '’‘“S®* Reactor Operations Nuclear Sup 


7902260121 DOCKET 50-316 Donald C Cook Niicloar Pouior Plant, Unit ? 
IE Insp Repts 50-315/78-35 !< S0-316/7B-36 on 701211-13. Mo 
noncompliance noted. Major areas inspec ted : rcqual i f i cation 
training, core power distribution 1 1ml ts. thermal power' 
evaluations $< target aiial flu« difference ca leu lat i one. 

MASSE, R.E., DANIELS. F. T. , LITTLE.W.S. Region 3, Chicago, 

Reactor Operations Nuclear Support Branch, 79/Ol/OG. 4pp. 


79021S0070 DOCKET 50-316 Donald C. Cook Nuclear Power Plant, Unit 2 
Submits guidance re retention of daily survey racards. 
subject of deficiency in IE Insp Rept 50-315/70-11, 

DAVIS. A. D. Region 3, Chicago, Fuel Facility !< Matorials Oafety 

Branch. 79/01/31. 2pp, 


7903120063 DOCKET 50-316 Donald C. Cook Nuclear Power Plant, Unit 2 
Forwards IE Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock S( Sway Arrestors <H88A1‘‘. 

KEPPLER. J. 0. Region 3, Chicago. Office of the Iliroctor, 79/02/03 
*P- 

7902210105 DOCKET 50-316 Donald C, Cook Nuclear Power Plantr Unit 2 
Forwards IE Bulletin 79-01, "Environ Oual i f 1 cat 1 an of Class 
IE Equipment." H/llst of 11 systematic evaluation program 
plants for which no action is required. 

KEPPLER, J.O. Region 3, Chicago. Office of the Director. 79/03/09 
ip- 


7902270324 DOCKET 50-316 Donald 
Forwards IE Info Notice 79-03. 
Limit Switch Lubricant. “ 

KEPPLER. J.O. Region 3, Chicago 
Ip- 


Cook Nuclear Power Plant. Unit 2 
"Llmltorquo Valve Geared 

Office of the Director. 79/03/09. 


7902220025 ^lOCKET 50-316 Donald C. Cook Nuclear Power Plant# Unit S 
Forwards monthly operating rept for Jan 1979, 

SMALLER, D.V, Indiana i Michigan Power Co. 79/02/12, ip. 

^’MontMn^ docket 50-316 Donald C. Cook Nuclear Power Plant. Unit 2 
Monthly operating rept for Jan 1979. > <»»» unis a 

OILLETT, H. T, Indiana 1. Michigan Power Co, 79/02/02. 13pp. 

?onnectr*j!n»‘^““”‘' boIr^indiLtor*'' 

RISCHLINO, J, Indiana 6 Michigan Power Co, 78/10/26, Ip. 


BHALLER.D.V, Indiana I, Michigan Power Co. 79/01/31. 1 ,,. 

ASE.R.S, Indiana k Mlchig.sn Power Co, 79/01/31, tp 


farfi:!d’!?}°‘ re wr^nrset;;!:; 0 ^^;:^' ^ 

ian 1978 091, 0921 from 

by 790313 Followup rept will bo submitted to NRC 

SMALLER. D.V, Indiana t, Michlg.vi Power Co. 79/02/01, Ip. 


9HALLER*D^5'’“ 79-002/03L-0 t. 79-003/03L-0,' 
smaller, D.V. Indiana t, Michigan Power Co 








79/09/05, ip. 


WIZNER.D.O, Indiana t< Michigan Power Co. 79/02/03, Ip, 


UER 79-003/03L-0^on^790106^r'* ''t ^‘’2*' Power Plant, Unit 

T"';l •" 

Indiana S, Michigan Power Co. 79/02/05. 2 pp 
inciona h Michigan Pou«r Co. 79/02/ia, Ip. 


"-M-r.tr;;.:;: 

EILMAN, T. P, Indiana {< Michigan Power Co, 79/09/13, I 


Unit S 



DOCKETED ITEMS 


79022301 IS DOCKET 50~^316 Donald C. Cook Nuclear Pouiar Plants tinit 
t-ER 79'-005/03L-0 on 790117: solid stats protection b 4 js tested 
unsatlBfactori Ig. Caused bg failure of universal loolc card 
A*'214. 

RISCHUNOi J, L. Indiana S< Michigan Pouiot Co. 79/02/ J3, Ip. 


79023301 IS DOCKET 50-316 Don.aId C. Cook Nuclear Poiuer Plant. Unit 2 
DEfl 79— 006/03U— 0 on 790133; Bvc ufater BUpply chock valve to 
AB dlooel, E6W-143, failed to seat. Caused by norioal wear of 
split center disc of carbon steel check valve, c enter 1 ine 
part D-1049S-a6. 

WIZNER.D. 0. Indiana Si Michigan Power Co, ,79/03/13, Ip, 


7902140363 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit I 
Ack receipt of 7B1219 I tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/76-27 Si 
50-310/76-24. 

CARLSON, R. T, Region t, Ph i lad e Iph ia, Reactor Construction 8 i 

Engineering Support Branch. 79/01/17. Ip. 


7902140389 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
Responds to NRC 7BI 129 Itr re violation noted in IE Insp 
Repts 50-317/7B-27 & 50— 3 1 B/7B-24, Corrective actions being 
withheld (ref 10CFR2. 790). 

UUNDVALLi R. T, Baltimore Oas Si Electric Co. 78/12/19 app. 


7902220119 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
Informs that TRADDC Pamphlet 350—30, " Intersorvlce Procedures 
for Instructional Sys Development" referenced in NunEO-0219 
is available In microfiche form from NRC. 

BESAW, W. J, Division of Document Control. 79/01/09. 2 pp. 


7902140395 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
Forwards IE Insp Repts 50-317/78-27 8 . 50-31B/7B-24 on 
761003-05 8 , notice of violation. 

CARLSOK.R T. Region 1, Philadelphia, Reactor Construction & 

Engineering Support Branch. 7B/1 1 / 39 . 3 pp, 


7902210301 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
Forwards Revision 5 to modified amended security plan In 
response to telephoned comments by MJ Ositanls re unresolved 
issues. Enel withheld (rof 10CFR2. 790), 

EVANSiV.R. Baltimore Oas ti Electric Co. 79/02/14. Ip, 


7902140399 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant. Unit I 
Notice of violation from insp on 781003-05 being withheld 
(ref 10CFR2, 790). 

e Region 1 , Philadelphia, Reactor Construction Si Engineering 
Support Branch. 78/11/02. ip. 


7902360319 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
In response to 790213 Itr, states desire to initiate appeal 
process re modified amended security plans. Suggests 790314 
as date for appeal meeting. 

EVANS, V.R, Baltimore Oa s 8 i Electric Co. 79/02/23. Ip. 


7902090217 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit I 
Forwards Form NF-216, Endorsement 33i Form MF-76, Endorsement 
29) 8 i Endorsement 2 to Secondary Financial Protection ED-52, 
E0-53, XD-52 Si XD-53. 

SHOEMAKER, C. L, Baltimore Oas S< Electric Co. 70/02/07. 10pp. 


7902060173 DOCKET 50-317 Calvert Cliffs Nuclear' Power Plant, Unit 1 
Forwards Info required for review of pump J, value Insorvlco 
test program. Info Includes lists of containment Isolation 
valves categorized AE li AC maintained shut during operation. 

Slk oversized drawings end. 

LUNDVALL, A. E. Baltimore Oas Si Electric Co. 79/01/23. 70pp. 


7902060327 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit I 
Requests amend to License OPR— 53 re removal of unnecessary 
safety-related hydraulic snub hers. W/encl drawings. 

LUNDVALL, A. E, Baltimore Oas & Electric Co. 79/01/31, 4pp, 


7902210086 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
Forwards proprietary li nonpropr ictary versions of high 
burnup demonstration program presented to NRC on 761220, 
Proprietary version withheld (ref 10CFR2. 790), W/encI 
affidavit. 

LUNDVALL, A. E. Baltimore Oas b Electric Co. 79/02/07. 7 pp, 


790221006B DOCKET 80-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
Nonpropr letary version of slides depleting Scout -1 high 
burnup demonstration program, 

* Baltimore Oas 8 < Electric Co. 70/12/20. 23pp. 


7902140196 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
Responds to NRC question re assumption of credit for 
charging pump operation during small break UOCA analysis. 

Informs of action taken to onauro safety 8 , meet NRC 
requirements. Wl 1 1 return to stretch power operating limits. 
LUNDVALL, A. E. Daltlmoro Oas b Electric Co. 79/03/12. 3pp. 


7902260364 DOCKET 30-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
Informs of decision to return to stretch power operating 
limit of 2,700 MWt 8 i forwards C-E analysis "Small Break ECCS 
Performance at 2,754 MWt w/o Changing Pump Flow," 

Dsmonstrates conformance w/tOCFR30, 46. 

LUNDVALL. A. E. Baltimore Oas 8 < Electric Co, 79/02/16. 6 pp. 


7902060419 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
Forwards IE Insp Repts 50-317/70-37 ti 30-318/78-33 on 
761 127-1201. No noneomp 1 lanes noted. 

CARLBDNiR. T. Region 1, Philadelphia, Reactor Construction 8 i 
Engineering Support Branch. 78/12/26. 2pp. 


7902060421 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit I 
IE Insp Repts 50-317/78-37 ic 50-318/70-33 on 701 127-1201. No 
noncompl lance noted. Majer areas insp ec ted: safe ty-rel ated 
equipment, fire hazards, 8 , fire protection equipment. 

KOLTAY, P. 8 . I EBNETER.S, D. Region 1, Philadelphia, Reactor 
Construction 8 , Engineering Support Branch. 76/iS/86, 4 pp. 


7902140400 DOCKET 30-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
IE Insp Repts 30-317/78-27 8 , 50-310/78-24 on 701003-05 
None amp liance being withheld «ref lOCFRa. 790). Ha jor areas 
insp ected; sp ec la 1 work controls for fire prevention & 
protection during operation. 

FIHKEL, A. E. , KOLTAY, P.J., EBNETERiS. D. Region 1 , Philadelphia, 

Reactor Construction 8 , Engi'oeorjng Support Branch. 78/11/02. 9pp. 


7902000060 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
Ack receipt of 781229 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-317/70-36 t, 
80-318/78-21. 

SMITH, 0. H. Region 1 , Ph i lad alph 1 a. Fuel Facility 8 < Materials 

Safety Branch, 79/0 1 /S3. 2 pp. 


,vuwuauu/<( ouuKLr 50-317 Calvert Cliffs Nuclear Power Plant, 
Responds to NRC 761212 Hr re violations noted in IE Insa 
Rept 30-317/78-36 8« S0-3iB/7B-2i . Corr e c 1 1 ve actions: 
re instruc t io'n of radiation safety 81 chemistry personnel 8 < 
posting of radioactive matls storage areas. 

LUNDVALL, A. E. Daltlmoro Oas 8 , Electric Co. 7B/12/29. 4 pp 




,yu.;uouu/B UUKKU-T 50-317 Calvert Cliffs Nuclear Powe 






Forwards IE Insp Repts 50-317/78-36 81 50-318/70-21 on 
700913—13 81 notice of violation. 

SMITH, Q.H, Region 1, Philadelphia. Fuel Facility li Materials 

Safety Branch, 78/12/12. 2 pp. 


7902080082 DOCKET 50-317 Colvert Cliffs Nuclear Power Plant, Unit I 
Notice of violation from insp on 780913-15. 

» Region 1 , Philadelphia, Office of the Director. 78/12/07 

3pp. 


/vuafUBUUUV UQCKEr S0-3i7 Calvort Cliffs Nuclear Power Plant, Unit 1 
IE Insp Repts 50-317/78-36 8 , 50-318/70-21 on 700913-15. 

Noncomp 1 1 an c e noted : fal lure to pBrfo.rm surveys in accordance 
W/10CFR20, 201, paragraph 6 j fai lure to control high radiation 
areas 81 failure to post radioactive matis area. 

WHITE. J.n., CLEMONS, P, Region 1. Philadelphia, Office of the 
Dlroetor. CROCKER, H. W, Region 1, Philadelphia, Fuel Facility 81 

Materials Safety Draneh. 78/12/07. I3pp. 


7902130023 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant. Unit I 
Forwards IE Info Notice 79-01 , "Bergen-Patorson Kydraulle 
Shock 8 , Sway Arrestors (HESA)." 

GRIER, B.H. Region 1 , Phi lads iph ia, Office of the Director. 
79/02/02. 2pp. 


79022B04B2 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit 1 
Forwards IE Bulletin 79-01, "Environ Qua 1 1 f ica t ion of Class 
IE Equipment." W/list of 11 systematic e va luation program 
plants for which no action is required. 

ORIER.B.H. Region 1, Ph i ladel ph ia, Office of the Director 
79/02/08. IP. 


7902270392 DOCKET 50-317 Calvort Cliffs Nuclear Power Plant, Unit I 
Forwards month ly operating ropt for Jan 1979. 

MER80N, S. D. Baltimore Oas S, Electric Co. 79/02/15. Ip. 


7902270397 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit i 
Monthly operating rept for Jan 1979, 

MERSDN, 8 . D. Baltimore Gao I, Electric Co. 79/02/15. 17pp. 


7902010266 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit I 
Forwards IE Circular 79-02, "Fa 1 lore of 120 Volt Vital AC 
Power Supp lies. " 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/01/16. 8 pp. 


790213010.3 DOCKET 30-317 Calvert Cliffs Nuclear Power Plant, Unit t 
Forwards LER 78-O56/04T-0. 

RUSSELL, L.B. Baltimore Oas 5, Electric Co. 79/02/06, Ip. 



DOCKETED ITEMS 


790S13010& DOCKET 50-317 Calvert Cliffs Hud ear Power Planti Unit 1 
LEH 70-O56/’O-4 T-0 or 791221 ogster samples shoued AG-llOm at 
81 plus or minus IIX pCl/kg It background location Ag-llOm at 
less than 7 pCi/kg.More sensitive technique has reduced MDL 
value from dO pCi7kg. but new background value is esceoded. 
EHERTB^R.F Daltimoro Gas t< Electric Co. Tf/Ol/Od. 3 pp. 


79O22S0OS11 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant. Unit 1 
UER 77-001/(HX-0 on 770209: d u r i ng normal operation, 
determined that license submittal for operation at 2.700 HWt 
failed to indicate that credit for one charging pump was 
taken in small break LOCA ana 1 gsi s Cause forthcoming. 

CARROLL. J Baltlmarc Gas !< Electric Co. 79702/12. Ip. 

7902260415 DOCKET 50-317 Calvort Cliffs Nuclear Power Plant. Unit 1 
Forwards LER 79-002/03L-0. 

RUSSELL. L D Qalt'imore Gas J< Electric Co 79/02/22. Ip. 

7902260422 DOCKET 50-317 Calvert Cliffs Nuclear Power Plant. Unit 1 
LER 79-002/03L-0 on 79020B:plant computer f a i 1 ed . caus i ng 
loss of control element assembly pulse counting circuit 
indl-cationi fai led again on 790212. Caus ed by problem w/power 
supply connections. 

DAVIS.S. M. . ROMNEV. K M, Baltimore Gas f. Electric Co. 79/02/22 
2pp 


7902060421 DOCKET SO— 310 Calvort Cliffs Nuclear Power Plant. Unit 2 
IE Insp Repts 50-317/7B-37 «< 30-319/78-33 on 781 1 27-1201 . No 
noncompl lance noted. Major areas inspec ted: safety-related 
equ 1 pm eti t. f 1 re haiards. 1. f ire protection equipment. 

KQLTAYiP.S, , EDNETER.S. D. Region 1. Philadelphia. Reactor 

Construction J< Engineering Support Branch. 79/12/26. 4pp. 


7902010266 DOCKET 50-310 Calvert Cliffs Nuclear Power Plant. Unit 2 
Forwards IE Circular 79-02, "Fa 11 ure of 120 Volt Vital AC 
Power Supplies. " 

GRIER, B.H. Region 1, Philadelphia. Office of the Director 
79/01/16. Spp. 


79021 403B3 DOCKET 50-318 Calvert Cliffs Nuclear Power Plant. Unit 2 
Ack receipt of 701219 1 tr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 30-317/70-27 L 
50-318/78-24. 

CARLSON, R. T. Region 1, Philadelphia, Reactor Conatruction 6 

Engineering Support Branch. 79/01/17, Ip, 


79021403B9 DOCKET 50-318 Calvert Cliffs Nuclear Power Plant, Unit 2 
Responds to NRC 701129 Ur re violation noted in IE Insp 
Repts 50-317/78-27 tt 30-31 0/78-24. Correc t Ivo actions being 
withheld (ref 10CFR2. 790). 

LUNDVALL. n. T. Baltimore Gas t. Electric Co. 78/12/19. 2pp, 


7902210201 DOCKET 50-310 Calvert Cliffs Nuclear Power Plant, Un t t 2 
Forwards Revision S to modified amended security plan in 
response to telephoned comments by HJ Oajtanls re unresolved 
issues Enel withheld (ref I0CFR2. 790). 

EVAMS.V.R, Daltlmore Gas 4. Electric Co. 79/02/14 Ip. 

7908260319 DOCKET 50-310 Calvert Cliffs Nuclear Power Plant. Unit 2 
In TG^ponse to states desirG to initiate appeal 

process re modified amended securikg plans, Sugj ests 7^0314 
as date for appeal meeting. 

EVANS. V. a. Daltsmare Oas Electric Co. 79/02/23. tp. 


7902140395 DOCKET 50-310 Calvert Cliffs Nuclear Power Plant. Unit 2 
Forwards IE Insp Repts SO-317/70-27 U 50-318/78-24 on 
701003-05 notice of violatian. 

CARUSOM.R. T. Region I, Philadelphia, Roac tor Construction Ic 
Engineering Support Branch. 70/11/29. 3pp. 


7902140399 DOCKET 50-310 Calvert Cliffs Nuclear Power Plant. Unit 2 
Notice of violation from insp on 701003-05 being withhold 
<ref 10CFR2, 790). 

« Region 1, (»h 1 1 ade Iph t n. Reactor Construction b Engineerino 
Support Branch. 7B/U/02, Ip, 


7902090217 DOCKET 50-310 Calvert Cliffs fJuclear Power Plant, Unit 2 
Forwards Form NF-216, End orsornent 35j Form MF-76, Endor semen t 
29i b Endorserrent 2 to Secondary Financial Protection £0-52, 
Efl-53. XO-52 !. XD-53. 

SHOEMAKER, C. L. Baltimore Oas b Electric Co. 70/02/07. 10pp. 


7902060173 DOCKET 50-310 Calvert Cliffs Nuclear Power Plant, Unit 3 
Forwards info required for review of pump 4, value inservice 
test program. Info includes lists of containment isolation 
valves Categorised AE U AC maintained shut during operation 
Slj oversiied drawings end. 

LUNDVALL. A E. Daltiriore Oas b Electric Co. 79/01/23, 70pp, 


7902120157 DOCKET 30-318 Calvert Cliffs Nuclear Power Plant, Unit 2 
Forwards results of startup testing for Cycle 2. completed 
7901l2.An test results were within acceptable limits, 

LUNDVALL. A. E. Baltimore Oas t, Electric Co 79/02/05. Ip. 

DOCKET 50-318 Calvert Cliffs Nuclear Power Plant. Unit 2 
•Summary of Startup Testing for Cycle 2. " 

* Baltimore Oas 6 Electric Co. 79/02/05. 7pp 


7902140400 DOCKET 50-318 Calvert Cliffs Nuclear Power Plant. Unit 2 
IE Insp Repts 50-317/78-27 j. 50-310/78-24 on 791003-05. 

Noncomp lianco being withheld (ref 10CFR2, 790). Major areas 
inspec t ed : spec lal work controls for fire prevention b 
protection during operation. 

FINKEL.A. E. , KOLTAV, P. J. , EDNETER.S, D, Region 1, Philadelphia, 

Reactor Construction b Engineering Support Branch. 78/11/02. 9pp, 

79020S006D DOCKET 50—318 Calvert Cliffs Nuclear Power Plant, Unit 2 
Ack receipt of 791229 Hr informing Nric of steps taken to 
correct violations noted in IE Insp Rqpts 50-317/79-36 & 

50-310/70-21, 

SMITH, O.H. Region 1, Phlladolphia, Fuel Facility b Materials 

Safety Branch. 79/01/23. Bpp, 


790,,.OB0074 DOCKET 50-310 Calvert Cliffs Nuclear Power Planti Unit 2 
Responds to NRC 791212 1 tr ro violafions noted in IE Insp 
Ropt 30-317/70-36 b 50-3 19/78-21 , CoTfrec t i ve actions: 
re instruc ti on of radiation safety bichomistry personnel b 
pasting of radioactive motls storage areas. 

LUNDVALL. A. E. Baltimore Oas b Electric Co. 78/12/29. 4pp, 


7902140196 DOCKET 50-310 Calvert Cliffs Nuclear Power Plant, Unit 2 
Responds to NRC question re assumption of credit for 
charging pump operation during small break LOCA analysis 
Informs of action taken to ensure safety b meet NRC 
r cqulrernents. til 1 1 return to stretch power operating limits. 
LUNDVALL, A, E. Baltimore Gas b Electric Co 79/02/12. Spp. 


7902260364 DOCKET 50-319 Calvert Cliffs Nuclear Power Plant, Unit 2 
Informs of decision to return to stretch power operating 
limit of 2,700 MMt !, forwards C-E analysis "Small Break ECC3 
Performance at 2,794 MWt w/o Changing Pump Flow. " 

Demonstrates conformattce w/ 10CFR50. 46. 

LUNDVALL. A. E. Baltimore Gas b Electric Co, 79/02/16, 6pp, 


7902050001 DOCKET 50-310 Calvert Cliffs Nuclear Power Plant. Unit 2 
Forwards lE Insp Rept 50-318/78-23 on 700926-29 No 
none omp ] iance noted, 

o' '■ Philadelphia, Reac tor Opera t ions Nuc I ea 
Support Branch, 70/12/10, gpp 


7902G50003 docket 50-319 Calvert Cliffs Nuclear Power Plant, Unit 
IE Insp Rept 50-318/70-23 an 700926-29. No nancorap Hance 
noted Major areas inspec ted: ac ki vj tics associated w/ 
refueling b mod of fuel assembly guide tubes 

UONNSQN.D. F. . FEIL.R. , KEIMIO.R.R. Region ,, Philadelphia. 

Reactor Operations Nuclear Support Branch, 70/10/13. 6pp, 


7902060419 DOCKET 50-318 Calvert Cliffs Nuclear Power Plant, Unit 
50-317/79-37 b 50-318/70-33 on 
7Bl 127- 1201. No none omp I lance noted 

CARLSON, R.T. Region 1. Philadelphia, Reactor Cons true t i on b 
Eisgineering Support Branch 70/12/20 2 pp 


7902000070 DOCKET 50-319 Calvert Cliffs Nuclear Power Plant, Unit 2 
Forwards IE Insp Repts 50-317/70-36 . b 50-310/70-21 on 
780913-15 b notice of violation, 

SMITH, G.H. Region 1, Philadelphia, Fuel Facility b Materials 

Safety Branch. 7B/12/12, 2pp. 


7902080082 DOCKET 50-316 Calvert Cllflt’s Nuclear Power Plant, Unit 2 
Notice of violation from insp on 78)1913-15, 

» Region 1, Philadelphia, Office- of the Director 79/18/07 
3pp. 


7902000009 DOCKET 50-310 Calvort Cliffs Nuclear Power Plant, Unit 2 
IE Insp Repts 50-317/70-36 b 50-318/70-21 on 700913-15. 
Noncompliance noted: Pal lure to perfiorm surveys in accordance 
w/lOCFRaO. 201, paragraph 6, failure t.b control high radiation 
areas b failure to post radioactive' mat 1 a area, 

WHITE, J.R.I CLEMONS, P, Region 1. Philadelphia. Office of the 
Director. CROCKER, H, W. Region 1, Philadelphia, Fuel Facility & 

Materlale Safety Qranch. 70/12/07 I3pp, 


7902130023 DOCKET 50-310 Calvert Cl i Pfs, Nuc 1 ear Power Plant, Unit 2 
Forwards IE Info Notico 79-01, ‘'Bergen-Paterson Hydraulic 
Shock b Sway Arrestors (HSSA). '• 

GRIER, B.H. Region i, Philadelphia, Office of the Director. 
79/02/02. 2pp. 


7902200402 DOCKET 50-318 Calvert CHffi, Nuclear Power Plant, Unit 2 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." W/llst of 11 systematije evaluation program 
plants for which no action is required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/02/00. IP. 


7902270392 DOCKET 50-319 Calvert CliffW Nuclear Power Plant, Unit 2 
Forwards monthly operating rept for Wan 1979, 

MERSQN, S. D. Baltimore Gas b Electrlu Co. 79/02/15 Ip. 



DOCKETED ITEMS 


7902270397 DOCKET 50-31Q Calvert Cliff b Nuclear Power Plant, Un 1 1 2 
Honthlg operating rept for Jan 1979. 

NEFISON, S. D. Baltirtioro Gas S, Electric Co. 79/0S/15. 17pp 


7902010100 DOCKET 30-31B Calvert Cliffs Nuclear Power Plant, Unit 2 
Forwards LER 79-001 /03L-0. 

RUSSELL, L B Baltimore Oas 4, Electric Co. 79/01/24. Ip. 

7902010182 DOCKET SO-310 Calvert Cliffs Nuclear Power Plant, Unit 2 
LER 79-001/O3L-0 on 790 1 06: a < c es » i ve reactor coolant s<j$ 
unidentified leaiiage. Caused by cracked weld on socket weld 
downstream of second Isolation valve. Study planned to 
propose design changes to correct fatigue probl era. 

DAVIS. 8. M,. WATKINS.K. S. Baltimaro Oas «i Electric Co. 79/01/24. 
2PP. 


7902080191 DOCKET 90-310 Calvert Cliffs Nuclear Power Plant, Unit 2 
Foruards LER 79-003/01 T-0. 

RU59ELL,L. D. Baltimore Oas t< Electric Co. 79/02/01. Ip. 


7902000196 DOCKET SO-310 Calvert Cliffs Nuclear Power Plant, Unit 2 
LER 79-003/01T-0 on 790120: during normal operat i on, 22A lower 
seal temp alarm was received & RCS leak rate increased. 

Caused bij cracked weld on 2SA lower seal pressure sensing 
line. Design change is in progress. 

CARROLL. J, K. , WATKINS, S. Baltimore Oas S. Electric Co, 79/02/01. 

app. 


790213010S DOCKET S0-31G Calvert Cliffs Nuclear Power Plant. Unit S 
Forwards LER 70-O36/O4T-O. 

RUSSELL, L.B. Baltimore Gas «< Electric Co. 79/02/06. Ip. 


7902130106 DOCKET 50-310 Calvert Cliffs Nuclear Power Plant, Unit 2 
LER 7S-0S6/O4T-0 on 781221 : oyster samples showed AG-llOrti at 
81 plus or minus It'A pCl/kg U background location Ag-ilOm at 
less than 7 pCi/kp. More sensitive technique has reduced MDL 
value from 40 pCI/kg.but neui background value is exceeded. 

EHERT8, R.F. Baltimore Gas 8. Electric Co. 79/01/04. 3pp. 


7902260296 DOCKET 50—318 Calvert Cliffs Nuclear Power Plant. Unit 2 
Foruiards LER 79-004/03L-0. 

RUSSELL, L.B. Baltimore Oas 6 Electric Co. 79/02/22. Ip. 


7902260301 DOCKET 50-318 Calvert Cliffs Nuclear Power Plant, Unit 2 
LER 79-004/03L-0 on 790127: during routine startup of 
aitklllary feedpump, throttle valve 'would not reset. Caused by 
disengagement of traveling nut thread during operation of 
va Ive. 

0AVI9. 8. N. Baltimore Gas U Electric Co. 79/02/22, 2pp. 

7902260336 DOCKET 80-310 Calvert Cliffs Nuclear Power Plant, Unit 2 
Foriuards LER 79-O0S/O3L-O. 

RUSSELL, L.B. Baltimore Oas l< electric Co. 79/02/22. Ip, 


7902260339 DOCKET 50-318 Calvert Cliffs Nuclear Power Plant, Unit 2 
LER 79-005/03L-0 on 790129: during operation, flowi transmitter 
output was found pegged high & was bypassed. Caused by 
packing leak in transmitter equallilng !< reference leg 
isolation valves. 

CARROLL, J., tilERNlCKI, M. O. Daltlmore Oas «, Electric Co. 79/02/82. 
2pp. 


7902130040 DOCKET 50-320 Three Nile Island Nuclear Station. Unit 3 
Informs of forthcoming hearing on \anding pattern >.t other 
i ssues, w/ t es t imony from interveners Citiiens for Safe 
Environ U Vork Committee for Safe Environ three witnesses 
re aircraft overflights at site. 

DJFLO.M E. . SHARFMAN.J E, Atomic Safety and Licensing Appeal Panel. 
79/02/01. 22pp 


7902130114 DOCKET 50-320 Three Mile Island Nuclear Station, Unit 2 
Forwards Endorsement 36 to NELIA NF-220 
OERETV, H F. General Public Utilities. 79/02/09 Ip. 


7902130133 DOCKET 50-320 Throe Nile Island Nuclear Station, Unit 2 
Forwards NELIA Endorsement 2 for Binder EP-56 ED-65 for 

calendar year 1979. 

OERETY.K.F. OPU Service Corp. 79/02/09. 3pp. 


790226O3BB DOCKET 30-320 Three Mile Island Nuclear Station, Unit 2 
Forwards certified copies of Endorsement 31 to MAEtU policy 
MF— 73 for calendar year 1979 

GERETY.H F. GPU Service Carp 79/02/20 2pp 


7902210117 DOCKET 30-320 Three Mile Island Nuclear Station, Unit 2 
Confirms mgt meeting scheduled for 790209 to discuss NRC 
Insp pragrem at facility. 

DRUNNER.E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/01/24. Ip. 


7902270260 DOCKET 50-320 Three Mile Islaisd Nuclear Station, Unit 2 
Forwards Tech Spec Change Request 20, request ing amend to 
App A of License DPR-73, re Incore detector sys. W/Certi f Icate 
0 f Bv c . 

HERDEIN.J.O. Metropulitan Edison Co, 79/02/21. Spp. 


7902010.202 DOCKET 50-320 Three Mile Island Nuclear Station. Unit 2 
Forwards IE Circular 79-02. "Fai lure of 120 Volt Vital AC 
Power Supp 1 1 03. " 

GRIER, B, H. Region I, Philadelphia, Office of the Director 
79/01/16. Spp, 

7902020240 DOCKET SO-320 Three Mile Island Nuclear Station, Unit 2 
Submits addl change tu inservlce Insp program. Justification 
for c Mange one 1 . 

HERBEIN, J. 0. Metropolitan Edison Co 79/01/25. 6pp. 


7902130009 DOCKET 50-320 Throe Milo Island Nuclear Stntloii, Unit 2 
Forwards IE Info Notice 79-01 . "Bergoii-Pater son Hydraulic 
Shock $< Sway Arresters <HSSA), “ 

GRIER, B.H. Region 1, Philadelphia, Office of the Director 
79/02/02. 2pp. 


7902200470 DOCKET SO-320 Three Mile Island Nuclear Station, Unit 2 
Forwards IE Dulletln 79-01, "Environ Goal 1 f I cat ton of Claes 
IE Equipment. " N/llst of 11 systematic evaluation program 
plants for which no action Is required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/02/00, 8pp, 


7902220060 DOCKET 50-320 Throe Milo Island Nuclear Stotlon. Unit S 
Forwards montlily operating rept for Jan 1979 
HERBEIN, JO, Metropolitan Edison Co, 79/02/09, .Ip. 


7902230061 DOCKET 50-320 Throe Mile Island Nuclear Station, Unit 2 
Informs that TRADOC Pamphlet 350-30, " Interservice Procedures 
for Instructional Sys Development" rcferonced In NUREG-0819 
IB available in microfiche form from NRC. 

BESAW, W. J. DivlBlon of Document Control, 78/11/20, 3pp. 


7902060111 DOCKET 50-320 Three Mile Island Nuclear Btetlon, Unit 2 
Affidavit affiming that supplements attached to testimony of 
JM Vallance were prepared or supervised by S Kaplan h are 
true t< correct. 

KAPLAN, S. Shaw, Pittman, Potts, 4, Trowbridge. 79/01/08. Ip. 


7902060114 DOCKET 50-320 Three Mile Island Nuclear Station, Unit 2 
Applicant's motion to correct JH Vallonce 781211 testimony 
ab page 18.M/encl corrected page ISiaffidavlt of JM Vallance 
affirming mathematical corrections, (, Certificate of Svc. 
TROWBRIDGE, a. F, Shaw, Pittman, Potts, 6 Trowbridge. 79/01/12. 
Spp. 


7902220071 DOCKET 50-320 Three Mile Island Nuclear Station, Unit 2 
Monthly operating rept for Jan 1979. 

LENQEL.R.A Metropolitan Edison Co 79/02/09. 1pp. 


7902010104 DOCKET 50-320 Three Nile Island Nuclear Station, Unit 2 
Forwards LER 7a-071/03L-0. 

HERBEIN, JO. Metropolitan Edison Ca. 79/01/23 Ip, 


790S01010S DOCKET 50-320 Throe Mile Island Nuclear Statinn, Unit 
LER 70-074/03L-0 on 781220: 0 1 Bsel gonerntor DF-X-IR failetl 
to start during surveillance doe to partially clogged fuel 
oit filter Filter replaced, 
e Metropolitan Edison Co 79/01/23. Ip 


7902120114 DOCKET 50-320 Three Milo Island Nuc 1 car, Sta fclon. Unit 2 
Forwards LER 70-06S/99X-0. 

HERBEIN, J.O, Metrupolitan Edison Co 79/01/30 Ip 


7902030321 DOCKET 30-320 Three Milo Island Nuclear Station, Unit 2 
Applicant's response to intervenors' 761227 motion to 
present witnesses on aircraft flight patterns issue. 

Questions relevancy of addl tustlmong ti timeliness of 
motion. Denies charge of info concealment. 

TRDMDRJDOE, 0. F. Shaw, Pittman, Potts, t, Trowbridge. 79/01/10. 
Ilpp. 


7902280464 DOCKET 50-320 Three Mile Island Nuclear Station, Unit 2 
Answers applicants' 790112 motion to correct errors in JM 
Vallanee's testimony) has no abjection to motion. Certi ficate 
of Svc end, 

CHANDLER, L. J. Office of the Executive Legal Director. 79/01/29. 
3pp. 


7902120117 DOCKET 50-320 Three Mile lsl<ind Nuclear Statiiiii, Unit 2 
LER 7S-05S/99X-0 on 781 107; In Mode t,Teductiaii in feedwater 
flaw led to reactor ti'ip 4, subsequent safety injection 
actuation. Feedwater flow reduction during physics testing 
required operation at elevated temp No corrective action 
STAIR, J.R. Metropolitan Edison Co. 79/01/30 3pp. 


7902060233 DOCKET 50—320 Throe Mile Island Nuclear Station, Unit £? 
Fpruards LER 79-006/03L-0. 

HERBEIN, J.G. Metropolitan Edison Co 79/01/31 Ip 
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aTAIB.j n, Metropolitan Edison Co 79/0J/31. ip, 

HERDEIN.J.G Metr opal i tan Ed i son Co. 79/02/01. Ip. 

--r 

ovor^ohl performed, Suo to technician 

9 f correct 

STAIR.J.R Metropolitan Edison Co. 79/02/01. ip 

pfiuaCds LER^79-003/03L-o''^* I & tend NjcJear Station, Unit 2 

HEROEIM, J. e Metropolitan Edison Co. 79/02/02. Ip, 

7902120163 DOCKET 50-320 Three Mile Island .. 

LER 79-003/03L-0 on 7'?01 05: c on trC 1 e J ^'nU ' """" ^ 

tCansirnt°li;;i?re^''*H''ST' ^ 

Crcn^CC.iTod f9se on -D.. phase 

■stair, J.R. Metropolitan Edison Co, 79/02/02 2pp. 

HERBEIN.J.O, Metropolitan Edison Co 79/02/02. Ip 


DOCKETED ITEMS 


Un i t 2 


' 1 ; "Isl'iV""--’---' = 

LENGEL, R. A. Metropolitan Edison Co, 79/02/02. ip 

““ = 

HERBEIN.O. G. Me tr op c 1 i tan Ed i so n Co 79/02/02, Ip, 

^Forwards LEr'^79-ooB/03L-o'^*^ Nuclear Station, Unit 2 

HEfiflEIN,J,e, Metropolitan Edison Co. 79/02/09. ip. 

^ pressure suilches found outside Tech Seec 

STAIR, J.n, Metropolitan Edison Co. 79/02/09 2 pp, 

Confirms 7902M teJcon ^ ep I’p'lt^lain “ th' ^ 

LDOAW I n personnel error, 

LDOAM.J.B, Metropolitan Edison Co, 79/02/15, ip, 

7902260474 DOCKET 50-321 Eds.ln 1, Match Noel ear Plant, Unit 1 

Rco:"proj:d”es,”^‘*^ 

WHITHER, C.F. Georgia Poiuer Co 78/11/16. 35pp 

7902220U9 DOCKET 50-321 Edu.in I. Hatch Nuclear Plant llnir . 

350-30, "Interservice Procedures 
is availabti. roferenced in NUREO-0219 

BFRau i ® '"‘PToficha form from NRC. 

' 0 . nivlsiofi of Document Control, 7'f/01/09. 2 pp 

’'■'Sefir 50 - 32 , Ed^in I. Hatch Nuclear Plant, Unit I 

Ph 3slcl o^orjr > « di/lncr eased 

?o^9‘t:L^Umre;S?p;:^t,‘'"'""'‘"‘“^" receiving 

HHITMER.D, F, Georgia Pouer Co. 79/01/30. ip. 

ISnlFtr- 

DINtTZ, I. Antitrust !< Indemnity Group, 79/01/3!. 3pp. 

‘ 

FIELDER. J. Marsh 4, McLennan, Inc. 79/02/06 2 pp 


7902260340 DOCKET 50-321 Eduin I. Hatch Nuclear Plant. 
Forwards Endorsement 36 to HALEU Policy MF-70. 

DUCK, J.R. Marsh J< McLennan, Inc, 79/02/19 3 pp, 


Unit 1 


7902260362 DOCKET 50-321 Bduln I. Hatch Nuclear Plant. Unit I 
venting procedures J, practices. 

LONG, F J, Region 2, Atlanta, Office of the Director 


75/04/17. 


7902140210 DOCKET 50-321 Edwin I, Hatch Nuclear Plant, Unit 1 

"Mark''l*Contat''* divider tabs for use W/NED0-2188B 

Knn^M Program Lead Definition Rept. •' 

7?XoB Bp^"’' Co., Nuclear Energy Products Div. 

7902010290 DOCKET 50-321 Edwin I m 

a»..„ 7,0.10 ‘ . um. , 

des gn Of Class IE sys capable of prot ec t inrreac tor 
protection sys from poor electrical power. Forwards 

UERRELLl^n'^M ’’'’n®'' proposed mod. 

Operating Reactors Dranch 3. 79/01/17, 20pp, 

7902020347 DOCKET 50-321 Edwin I. Hatch Nuclear Plant Unit f 

Foruards Am^nd 62 to Licons» nPB-is? t, a j « Plantj Unit 1 

wpc-e? i*. . uiconse opR -57 8( Amend 3 to Licensp 

evaluation l-'noUce orfULncT 

IPPOLITO, T, A, Operating Reactors Branch 3, 79/01/22, 2 pp 

l|rp F}";"”"!™!”* 

protection eys pouBr supplies, 

IPPOLITO, T. A. Operating Reactors Dranch 3. 79/01/22. Spg. 

Office of Nuclear Reactor Regulation, 79/01/22. 3 pp. 

Operating Reactors Branch 3. 79/01/22. 2pp. 

IPPOLITO, T. A. Operating Reactors Dranch 3 . 79/01/29. 3pp. 

MANfiV, M. Georgia Power Co. 79/01/31, 2pp, rounp, 

7902220257 DOCKET 50-321 Ediuin I. Hatch Nuclear Plant. Unit 1 
Responds to 790H1 request for review of paper "Vo^t ^ 

Clearing During eimulated LDCA in a Hark I DWR Prossure- 
publlclllaU. P®P®’' be accepted for 

GRIMES, C. Plant Systems Branch, 79/01/31. 2 pp, 

'• ^'‘'blear Plant. Unit 1 

Submits Dec 1970 program activity rovl eu, eompri sed of info 

rb“Tutnrsf\*'’=““"* Topt.w/^nioron «^?^act 

ta - -?ask -"stings held & provides 

xase Dy task activity summary. 

75/S2;05:^ IOpf''"‘ Co., Nuclear Energy Products Div. 

7902140324 DOCKET 50-321 Edwin I, Hatch Nuclear Plant. Unit 1 
coirec^"*?*/ NRC of sJeps ?aken to 

50-366/70-51***°" 50-321/76-42 J< 

Branch"' %9/01/23'‘°?p^' Operation. Nuclear Support 

”Seinn^H® Plant, Unit 1 

Recti 50-321/70 ''l°l*bion noted in IE Insp 

since fnd?v uu!T f Corrective actions; none, 

timrorNRC IniJ, SP^c requirements at 

STAFFA.R.W. Georgia Power Co. 79/01/16. Ip, 



DOCKETED ITEMS 


7902300071 DOCKET 50-"321 Eduiln I. Hatch Nuclear PlaTit^ Unit 1 
Faryarde IE Info Notice 79-OJ) "Dergon-Patorson Hydraulic 
Shock & Sway Arrestors (HBBAl. " 

O'RElLLYi J, P. Region 3« Atlanta> Office of the Director 
79/03/02, 9|)p. 


7902120313 DOCKET 50-321 Eduin I. Hatch Nuclear Plant< Unit 1 
Forward* IE Bulletin 79-0 1 . "Environ Oua J 1 f ica t Ion of Class 
IE Etiuipment. " 

O'REILLYi U. P, Region 2i Atlanta< Office of the Director. 
79/02/03, 2pp. 


7902120225 DOCKET 30-321 Edwin I. Hatch Nuclear Plant, Unit I 
IE Bulletin 79-01 "Environ Qualification of Class IE 
Equipment". 

* Office of Inspection & Enforcement, 79/02/05. 4pp, 


7902210163 DOCKET 50-321 Edwin I. Hatch Nuclear Plant, Unit I 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." W/list of 11 systematic evaluation program 
plants for which no action is required. 

0 'REILLY, J. P. Region 2. Atlanta, Office of the Director, 
79/02/00. 2pp. 


7902280113 DOCKET 50-321 Edwin I. Hatch Nuclear Plant, Unit 1 
Forwards IE Info Notice 79-03, "Limitorque Valve Geared 
Limit Switch Lubricant." 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/02/09. 2PP. 


79021300Q4 DOCKET 30-321 Edwin I. Hatch Nuclear Plant, Unit 1 
Forwards monthly operating ropt for Jan 1979. 

MANf^Y(M. Georgia Power Co. 79/02/07. ip. 


7902130006 DOCKET 30-321 Edwin I. Hatch Nuclear Plant, Unit t 
Monthly operating rept for Jan 1979. 

MILSQN, 8. Oeorgla Power Co. 79/02/09. 11pp. 


7902060183 DOCKET 30-321 Edwin 1, Hatch Nuclear Plant, Unit 1 
Forwards LER 79-046/O1T-1. 

MANRY, M. Georgia Power Co. 79/01/30. Ip. 


7902060109 DOCKET 90-321 Edwin I. Hatch Nuclear Plant, Unit 1 
LER 70-O46/O1T-1 on 700616: w/reactor in startup ti hot 
standby, testing of excess Plow check valve D31-F040A 
revealed unacceptable leakage of 4.2 gph. Cause unknown Trash 
may have been on seat & been lost during valve removal. 
NIX.R.T. Georgia Power Co. 79/01/31, Ip. 

7902060248 DOCKET 30-321 Edwin I. Hatch Nuclear Plant, Unit 1 
Forwards LER 79-002/03L-0. 

HANRV, M. Georgia Power Co. 79/01/30. Ip. 


7902060254 DOCKET SO-321 Edwin I. Hatch Nuclear Plant, Unit 1 
LER-79~002/03L-0 on 7901 11: during normal operation, HPCl 
steam supply valves, E41-F002 Si E41-F003, automat 1 cal ly 
isolated dkie to equipment room high differential temp t< 
cold outside air flowing across inlet air temp elements. 

NIX, R.T. Oeorgla Power Co. 79/01/31. 2pp. 


7902060377 DOCKET 50-321 Eduin I. Hatch Nuclear Plant. Unit 1 
Forwards LER 79-005/03L-0, 

HANRV, M. Georgia Power Co. 79/01/30. IP. 


7902060302 DOCKET 90-321 Edwin I. Hatch Nuclear Plant. Unit I 
LER 79-009/03L-0 on 7901 IB: whi le performing HNP- 1-390-Mi TDR 
031-R616D fatlad to actuate at its setting of 19-s. Two-h 
time limit exceeded w/sys down for repair. Caused by loose 
screw on diaphragm, resulting in component failure. 

NIX.R.T. Georgia Power Co. 79/01/31. Ip, 


7902150313 DOCKET SO-321 Edwin 1. Hatch Nuclear Plant, Unit 1 
Qcram on 790124: due to high pressure in residual heat 
removal sys heat exchanger A & Q, A was vented via torus 
spray valve El 1-F024A. Hater flashed to steam in torus t, 
pressure rose causing vacuum breakers to function. 

MANRY, M, Georgia Power Co. 79/01/30. Ip. 


7902060292 DOCKET 30-321 Edwin I. Hatch Nuclear Plant, Unit 1 
Forwards LER 79-003/03L-0, 

MANRY, M, Oeorgla Power Co, 79/01/31. Ip. 


7902060298 DOCKET 90-321 Edwin I, Hatch Nuclear Plant, Unit 1 
LER 79-003/03L-0 on 790! 14: during normal opertlon, hi-f low 
alarm occurred on stack effluent radiation moni tor. Samp 1 e 
pump was found not running. Restart failed, as did spare pump. 
Caused by fall ure of operating pump carbon valves. 

ROGERS, M.H. Georgia Power Co. 79/01/31. Ip. 


7902060363 DOCKET 30-321 Edwin I. Hatch Nuclear Plant, Unit 1 
Forwards LER 79-004/03L-0. 

MANRY, M. Georgia Power Co, 79/01/31. Ip. 


7902060365 DOCKET 50—321 Edwin I. Hatch Nuclear Plant, Unit 1 
LER 79-004/03L-0 on 7901 1 9: d or i ng performance of procedure 
HNP-1-3302, armature winding of HPCl injecting valve motor 
(E4I-F006) burned when valve was op ening. Hi nor Internal 
disorder probably led to overheat. 

NIX.R.T. Georgia Power Co. 79/01/31, 2pp. 


7902220039 DOCKET 50-321 Edwin I, Hatch Nuclear Plant, Unit 1 
Leak rate test of valve EH-F015A was satisfactorily 
completed on 790130. Forward s results of tnsp of torus areas 
4, related pipe wel d s, hangers h restraints, 4 torus spray 
header surface paint. 

MANRY, H. Georgia Power Co. 79/01/31 . 2pp. 


7902190296 DOCKET 90-321 Edwin 1. Hatch Nuclear Plant, Unit I 
Forwards LER 79-0I2/O3L-0, 

MANRY, M, Georgia Power Co 79/02/07. Ip 


7902150299 DOCKET SO-321 Edwin I, Hatch Nuclear Plant. Unit i 
LER 79-012/03L-0 on 7901 24 ; d ur i n g shu t d own, h i g h pressure of 
200 to 300 psig existed in RHH heat e tchangers. Caused ty 
slow leak past Ell-FOISA valve. 

DAXLEYiH. X, Georgia Power Co. 79/02/07. 2pp. 


7902130386 DOCKET 50-321 Edwin I. Hatch Nuclear Plant. Unit t 
Forwards LER 79-0O5/O3L-1 . 

MANRY, M. Georgia Power Co. 79/02/07, Ip 


7902150330 DOCKET 50-321 Edwin I. Hatch Nuclear Plant, Unit 1 
LER 79-009/O3L-I on 7901 18: TDR 031-R61 6D failed to actuate 
at its i5— s setting. Caused by loose screw holding diaphragm 
in place, allowing air leak. 

NIX, R, T. Georgia Power Co. 79/02/07. t p. 


7902I3D340 DOCKET 50-321 Edwin 1. Hatch. Nuc 1 ear Plant, Unit 1 
Forwards LER 79-OO0/O3L-O, 

MANRYiM. Georgia Power Co. 79/02/07. ip. 


7902150343 DOCKET 50-321 Edwin 1. Hatch Nuclear Plant, Unit i 
LER 79-008/03L— 0 on 790121: reactor max cooling rate exceeded 
due to injection of condensate feedwater into reactor vessel 
during s 1 owdouin. Caused by pressure decreasing below 
condensate booster pump d t scharge p ros sure. 

DAXLEViS, X. Georgia Power Co. 79/02/07. Hpp. 


79O2ISO406 DOCKET SO-321 Edwin 1. Hatch Nuclear Plant, Unit 1 
Forwards LER 79-009/O3L-0, 

MANRY,M. Georgia Power Co, 79/02/07. ip. 


7902190412 DOCKET 50-321 Edwin I. Hatch Nuclear Plant, Unit 1 
LER 79-009/03L-0 on 790120: during normal opera tlon, uihi 1 e 
performing maint on reactor water cleanup pumps, per sonne 1 
unable to sample primary coolant every 4-h. Caused by stopped 
up redundant sample line. 

RDOERB.H, H. Oeorgla Power Co. 79/02/07. Ip. 


7902190307 DOCKET 30-321 Edwin I, Hatch Nuclear Plant. Unit 1 
Forwards LER 79-01 4/03U-0. 

MANRY, M, Georgia Power Co 79/08/00. ip. 


7902190394 DOCKET 50-321 Edwin J. Hatch Nuclear Plant, Unit 1 
LER 79-014/O3L-0 On 790184: secondary containment violation 
surveillance not performed immediately after restoration of 
secondary canta inment, due to misinterpretation of Tech 
Bpecf.Memo subsequently issued to clarify requirements. 
GREENE, T. Georgia Power Co, 79/02/08. Ip. 


7908130366 DOCKET 90-381 Edwin I. Hatch Nuclear Plant, Unit I 
Forwards LER 79-010/03L-0. 

MANRY. M. Georgia Power Co. 79/02/09. Ip. 


7908190371 DOCKET 90-321 Edwin I. Hatch Nuclear Plant. Unit 1 
LER 79-O1O/O3L-0 on 790184: during normal pre-conditional 
ramp, de term! ned that a reactor coolant chemistry sample 
could not be obtained. Caused by both reactor water cleanup 
pumps being Inoperable t< primary sample line clogged. 
BAXLEV.6. X. Georgia Power Co. 79/02/09, 2pp. 


7902190413 DOCKET 90-321 Edwin I. Hatch Nuclear Plant, Unit 1 
Forwards LER 79-02S/03L-0. 

MANRY, M, Oeorgla Power Co, 79/02/09. Ip. 


79021S04I9 DOCKET 90—321 Edwin I. Hatch Nuclear Plant, Unit t 
LER 79-0a2/O3L-0 on 790180: during normal operation t< 
procedure HNP-l-3405i core isolation cooling min flow valve 
(ESi-F006) failed to close automatically at 80 gpm. Caused by 
failure of open limit switch. 

NIX, R.T. Oeorgla Power Co. 79/02/09. 2pp. 


7902150482 DOCKET 30-321 Edwin 1, Hatch Nuclear Plant, Unit , 
Forwards LER 79-006/03L-0. 

MANRY.M, Georgia Power Co, 79/08/09. Ip. 
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pp*r<,t»d .bovt ?•/. fc, ovff 

factor being celCL^lated Caused bg . d«p i2u o 1 1 ons ”f o 

iQu pniiJBT operation ^ I. im i t a 1 1 ons for 

SHEENE,!. Georgia Houei- Co 79/02/00 2pp 


I tu 1 1 tMS 


7902130435 DOCiKET 50-331 eowir 
Forwards LER 79-013/01T-0 
MAMHV, M. Georgia Foyer Co, 79/02/09 


Hatch Nuclear Plant, Unit 


Ip 


range RionitoT ff«-hi trio Caus ed^h*, * r'' ' i termed j a i e 
GREENE, T Georgia Power Co 79/02/09 Opp 


7902150442 DOCKET 50-321 Edwin 
Forwards LEB 79-011/030-0. 

MANRV, N, Georgia Power Co, 79/02/04 


Hatch NiRcSear Plant* Unit 1 


ip 


h;,u„ . 

of reactor bldg w-ei e oecned vinia*!^ ^ shu td own* botii donrs 
Braclet into yhttf, dead holt oro e’?® ^^'o^'l^rg containment 

QHEENEiT Georgia Power Co 79/02/09. Ip 


7902330099 DOCKET 50-321 Edwin I 
Forwards LEB 79-007/03L-0 
MANRV, M, Georgia Power Co. 79/02/14 


Watcli Nuclear Plant, Unit 1 


Ip 


7902230103 DOCKET 50-321 Edwin t u 

LER 79-007/G3L-0 on 790120 ^ Nuclear Plant, Unit 1 

Oiin flow valve (E51-F019) failed isolation cooling 

Caused bg failure of nna,. i close au tome t i cal Ig . 

'* t^Tdue ^:!tcr *" 

NIX.R, T, Georgia Power Co, 79/02/14, a^p 

^^NDtice’that^LPBR'^fa^relocated^^t^R'^’'^'' 

Public t-lbrergfsjiorehaiNV ^ Shoreham-Weding River 

VARCft, S. A, Light Water Reactors Oranch 4. 79/01/23. ip 

dlscoBs LOCA * safetg'reliorval'v#“ooor'‘d*^ O'^nere group to 

flND.«SON.C U CoStai^lo^t''i;::e:rL^^cT“7^/^J?a4. 2pp. 

^"^Reqootts addl^Inf^re'^l ead 

790209 to complete sa f e tu evalua t acceptance criteria bg 

S‘rr application, 

VARGA,a.A, Light water Reactors Dranch 4. 79/01/21,. 9 pp. 

^*’Fo?wa?d? G^topifai^reprNlQS-SdSl'o'rB ^°T'' 

R«pt is provijetf orieha Na:? ; ■' 

poat dgnamic responses for combining multiple 

kenned?,r.p., SrTn.'m /InIlIsn , 

Co.. Nuclear Energg Products Di v 


30pp. 


7902090'a03 DOCKET SO-asm ok-- .. 

Submits atldl info re SEronn^il*,^! 

pending FSAfl figure chaiine^tn it«ms. Forward s draft capg of 
canal slope stabl 1 ity, Addl submitllw l™PFCivemont in Intale 
Items will be made 79022Q re remaining 3ER open 

NaVARBO.J, p. Lone I lien/ i 4 .... 

nj Island Lighting Co 79/02/05 20pp. 

7908230061 DOCKET 50-353 ei. - 

inf arms that TRADDC PampMn 350 -aS'n 

for Instructional Sgs Devotoomflt” iJ" P''"': edures 

sisat;,’!"' 

Division of Document Control. 7S/ii/2o. 3pp. 

7*902050234 DOCKET so-is'^ em. 

Motion for time e« tonsioll‘’int?l’ TOninm'’ 

coSte^^i::: ons?2?ri;?‘‘:r 


''■'".r- "ui'Er, 

HJEFL1NS,R. K Office of the Executive Legal Director, 79/01/03. 
«04 puns,» k "*<i„ y r. e,.,„.w. l,,., „„„„ 

^^pi^^arls SgJcR-OAOT, "IS'erHseslmr^ l°T 

the US NRC" to parties of procee^nrNHC r*®?* *“ 

statement re rept H/o end renT developing pollcg 

H0EFU1NG,R.K. Office of the Executive Legal Director, 79/01/lJ. 

Nfc'^mDeioS°to^com°e?^resSlJi*J^"’ Station 

Suffolk Cou,u/?e'pon^es^ L'uutrrr '=0''^“'®’’ s some 

answers in SER. Interrogator! es‘'l,®2r;!’5,^r6rr9'?7}5‘s 
HOEF:?NG:i.7"'5f;i:r:rUe"l?7*7 -pport^l orde" 

22pp. ® E«®cutlvB Legal Director. 79/01/12. 

^’NR7°^!we?°t7Ifpirf an 1^7781215^'"''®®'' 
hSeIlJ^gT^ 

6pp. Executive Legal Director, 79 / 01 / 12 . 

7902130126 DOCKET 30-322 Shamh. k, . 

Confirms time.plato J, dairto Lk77®'’ 

Carstens. ® deposition of Ron 

CASEY. a. Q, Chlckering 8« Gregory. 79/01/16. Ip. 

provided to Energy ReLarch '‘® 

to MHQ Technical Laoctates Multinfl 7** already sent 
are being provided tiple copies of current matl 

HOEFLINO.R.K. Office of the Executive Legal Director. 79/0I/19. 

'^Countrof'^Buffdk's^reouest*^'™ Station 

respond to nrc motion to comD7l' “ntil 790207 to 

Request due to recent retention of*7Ih f® | '’t^rrogatories, 
review & prepare info Certifirwfo technical consultant to 

u«x,.. sy!,., 

Ngcl,,, Po.,,p station 

County Contentions 

<in !< SOadl-dfi for lack o 

hcard. ^ raising a genuine issue to be 

WHlTTEHQREiF, C. Hunton 6 Wi 1 1 lams. 79/02/05. 4pp. 

”A?pmant'7mod!n'for summUird^" ‘®d • 

HMITTEMDRE. F. C. Hunt on *< Wi 1 1 iams. 79 / 02 / 05 , 16 pp. 

Applleant°7motion'for Nuclear Power Station 

Contention 12a<ii) W/affi^rvit Suffolk County 

VINSON, 0.3, Hunion^'^wrjSrrL*." 

AppUeant '7mofcion''for Nuclear Power Station 

Contentions I7a( i l-( i i > ^M/^fidavi Suffolk County 

WE Kllker t F Ooorbooi- ** qualifications of 

WHITTEMORE, F. C. Kunton l< Williams, 79/02/05. ISpp. 

Po'PPr Station 

Contentions aoli i )- f u > ^w/^f J^aii County 

--nficaticns Of 

HHITTEMORE.F.C, Hunton 1. Williams. 79/02/05, 22 pp. 

Requests add 1 i nan d ^1 Nuclear Power Station 

application *NPo needed for review of 

VARGA, a, A. Light Water Reactors Branch 4 . 79 / 01 / 23 , 


7pp. 


Revision 15 to FSAB. »PP 1 Icatton, consisting of 

WOFFORD, A.W. Long Island Lighting Co. 79/02/02, 2 pp. 



DOCKETED ITEMS 


7902120201 DOCKET 50-3S2 Shoreham Nuclear Power Station 
Amend 31 to license app 1 i ca t ion. consi 8 1 ing of Revision 15 
to FSAR. Contains voluntarg changes to emergcnciv planiFSAR 
Section 13. 3 

* Long leland Lighting Co 79/02/02. 135pp. 

7902210031 DOCKET 50-325 Shoreham Nuclear Power Station 
Lists project reviews for ne>t five ACRS full committee 
meetings. 

CROCKER. L. P. Division of Project Management. 79/02/05 Spp 


7902010247 DOCKET 50-322 Shoreham Nuclear Power Station 
Forwards IE Circular 79-02. "Failure of 120 Volt Vital AC 
Power Supp 1 les. " 

ORIER.n.H, Region 1. Phi ladelph i oi Office of the Director. 
79/01/16. Bpp. 


7902130016 DOCKET 50-322 Shoreham Nuclear Power Station 
Forwards IE Info Notice 79-01. "Bergen-Paterson Hydraulic 
Shock 6 Swag Arrestors (HSSA). " 

ORIER.B. H. Region 1. Philadelphia. Office of the Director. 
79/02/02. 2pp. 


79022Q04B9 DOCKET 50-322 Shoreham Nuclear Power Station 

Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment." H/llat of II systematic evaluation program 
plants for which no action Is required. 

DRIER. B.H. Region 1. Philadelphia. Office of the Diroctor. 
79/02/0B. IP. 


7902260620 DOCKET 50-323 Diablo Cangon Nuclear Power Plant. Unit 2 
Responds to 7B0725 Itr requesting addl info re main stoam 
line break ana Igsi s. Di scusses containment temp u/respect to 
time. sample collection of instrument thermal response to 
containment (< qualification temps for equipment. 

CRANE.P.A, Baltimore Oes & Electric Co. 70/12/10 9pp. 


7902080237 DOCKET 50-323 Diablo Cangon Nuclear Power Plant. Unit 2 
Forwards copies of Amends 75 76 to license application. 

U/encl Certificate of Svc. 

CRANE.P.A. Pacific Oas 6 Electric Co. 79/02/05. 3pp. 


79020B024] DOCKET 50-323 Diablo Cangon Nuclear Power Plant. Unit 2 
Amends 75 b 76 to license appl Icat Ian. Inc 1 udes matl for 
Chapters 4. 4A l< 10 of Kosgrl Seismic Evaluation. 

• Pacific Oas Electric Co. 79/02/03. 12Dpp. 


79020S020B DOCKET 50-323 Diablo Cangon Nuclear Power Plant. Unit 2 
Forwards description of fireproofing for electrical conduits 
based on comparative test resul ts. Qel laves resulting 
configuration meets t< exceeds NC fireproofing requirement. 
Conduit fireproofing is being installed. 

CRANE.P.A. Pacific Gas ti Electric Co. 79/02/02, 4pp. 


7901230010 DOCKET 50-323 Diablo Cangon Nuclear Power Plant. Unit 2 
Forwards NUREG/CR-0400i "Risk Assessment Review Group Rept to 
the US NRC ILeuls Rep t ) . provid ing recommendations for use of 
risk assessment methodologg %t assessment pf NASH-1400. N/o 
end. 

DAVIS. L. D. Office of the Executive Legal Director. 79/01/15. Ip, 


7902060201 DOCKET 50-323 Diablo Cangon Nuclear Power Plant. Unit 2 
Supplements joint interveners 7B1231 request to ABL.AO to 
certify question of issuance of subpoenas to M Trifunac t< 

E Lueo. Requests readmittance of ASLD's exhibit No 5. A-J. 
Certificate of Svc end. 

FLEISCHAKERi D. 8 Center for Law in the Public Interest. 79/01/11. 
lipp. 


79020S0293 DOCKET 50-323 Diablo Cangon Nuclear Power Plant. Unit 2 
Responds to 790105 Itr. Explains that neither 701201 Ifcr nor 
end were received bg NRC, Will respond to them if received. 
COMBBiT.R, Correspondence Records Dranch, 79/01/12, Ip. 


7902000296 DOCKET SO-323 Diablo Cangon Nuclear Power Plant. Unit 2 
Cites statement contained In 790105 Itr from author to 
President as indicative of CA Public Util Commission's 
I nab illty to identify calculations establishing structural 
stab llltg under earth quake conditions. 

CALBOVAS. C, D. Affiliation Unknown. 79/01/05. Ip. 


7902010375 DOCKET 50-323 Diablo Cangon Nuclear Power Plank. Unit 2 
Objects to plant licensing since danger is not worth the 
risk. 

MURRAV. E. Affiliation Unknown. 79/01/15. tp. 


7902010377 DOCKET 30-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Objects to USB of nuclear energy before safe t< adequate 
provision Is made for radwasto di sposal. Asks discontinuation 
of const doe to proximity of an "earthquake fault." 

DACHELS) I. 0. Affiliation Unknown. 79/01/15. tp. 


7902210039 DOCKET 50-323 Diablo Canyon Nuclear Power Pliint. Unit 2 
Responds to 790104 order to show cause 6 request for 
directed certification Requests ASLB find that ir.t cr veno i-s 
have failed tu establish requisite cxceptiono] 
c i r c umstances . Cer t i f i c a t B of Svc l< transcript end 

OEHO, A C Snoll t. Wi Imer, MOFIR I S3EV. J C . CRANE.P.A. Pacific Has 
Electric Co. 79/01/17 13pp 


7902030035 DOCKET 50-323 Diabln Canyon Niidrar Power Ptiint. Unit 2 
NRC motion to waive 10CFR2. 7621c ) ft response to Intervanors 
San Luis Obispo Mothers for Peace 701231 petition for 
directed certification ft euppi dtd 7901 1 1. Cone ludes petition 
should be don i ed Cer t i f i ca t e of Svc encl 

STAENDEROiM.fi. Office of the Executive Legal Director. 79/Ol/lfi. 

22pp . 


7902140402 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit S 
ACRS motion tn file brief amicus curiae I'C subpoena of Oio 
Trifunac & Lueo. Office of General Counsel attornogs who 
participated 1 1 > Interpretation of 10CFH2, 720( h ) will not 
represent ACRS. 

SHIELDS. W. M. Office of the General Couneel 79/01/10 ip 


7902140412 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit 2 
ACRS brief amicus curiae re ASLB ruling denying requested 
subpoenas of ACRS c onsul tan ts. Be I i eves difference in views 
w/c onsul tan t s not an issue t. agrees w/Doard's decision. 

SHIELDS. W.M. Office of the General Counsel, 79/OI/lH. 4pp. 


7902250110 DOCKET SO-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Letter of concern re facility h nucloar industry in 
genera 1 . ur i b ten by individual serving sentence in San Luis 
Obispo County jail for treepasslng on util property on 
780006. Requests NRC atteiitien to dangers of facility. 

VARNER. A, Affiliation Unknown. 79/01/ tO. 2pp. 


79022B0H2 DOCKET 50-323 Diablo Canijon Nuclear Power Plant. Unit 2 
Expresses opposition to granting facility const permit 
RICHMAN. E Affiliation Unknown. 79/01/14, tp. 


79022B0117 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit 3 
Expresses opposition to all nuclear power plants until 
adequate waote disposal sys is f pund , Ef p ar la 1 1 y opposed to 
plants located along earthquake fault lines 
KflDSED.O, Affiliation Unknown, 79/01/17, Ip. 


790S250I23 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit 2 
ExpreisBB opposition to nuclear power for safety reasons 
Requests denial of facility const permit 
FREVER. A,^ Affiliation Unknown, 79/02/02, Ip, 


7902200004 DOCKET 50-323 Dlalilo Canyon Nucloar Rower Plant, l/iilt B 
Intervener Ban Luis Obispo Mothers for Pence respunsc 
Informing of Inability to participate in heartng.ilue to 
(lenlat of qual if icatlon of export witnosscs t< denial of 
access to security plan. Cor tl fi c ate of Svc encl, 

VALENTINE. P. C, . JONES. V, I. Ban Luis Obispo Mothers for I’eace. 
79/01/19. App. 


7902010398 DDCKRT 80-323 Diablo Canyon Nuclaar Power Plant. Unit 2 
Explains that limited appearancds were hold on 701204-03. 

Although no addl oral statements will be heard.uill uolcome 
submittal of written statement. 

DOWERS. E.B. Atomic Safety and Licensing Board Panel. 79/01/22. I| 


7902010403 DOCKET 50-323 Diablo Canyon Nuclear Pauor Plant. Unit 2 
Requests permission to make a limited appearance at hearings 
on 790306, 

BALDWIN. W, A. Friends oP the Earth, 79/01/lCI, ip. 


7902200511 DOCKET 50-323 Diablo Canyon Nuclear Power Plant. Unit •! 
Memorandum (< order granting petition for directed 
cer 1 1 f 1 cat i onp rever les ABLO rulings denying subpoenae for 
Drs Trifunac t. Luco. Inst rue ts Board to Issue subpoenas tt 
remands cause tor further action, 

DUFL0.11, E. Atomic Safety and Uleensing Appeal Panel. 79/01/23. 

lipp. 


7902060065 DOCKET 30-333 Diablo Cangon Nuc 1 eor Power Plant. Unit 2 
Notifies that NRC will net review ALAD-514i death of 
in tervenor B ' s witness rendered moot question of his 
qual t f i cat i ons for access to facility's security plan. 

CHILK.B, J. Office of the Secretary of the Commission 79/01 /2A. 

Ip 


79020S00J 1 DOCKET 30-323 Diablo Canyon Nuclear Power Plant. Unit 2 
Responds to 781122 Itr inquiring who Inspects structural 
steel at facility. NRC has overall responsibility 1. licensee 
has secondary responsibility to insp structure 6 to 
establish a OA program. 

OOSSICK.L.V. Office of the Executive Director for 'Up era t i or i . 
79/01/23. 4fp, 
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".%r;.':rr,-‘!. ;srr;?, - - lr-°:”°“ 

'^“‘Dn *< seismic cenf i I 


cooler po^;; ;:“'-‘"S 


pn»c . i 1 r fan 

OtE will propose sequential 
79/02/15. ip. 


7903010300 DQChET 50-3->*i n,' 

---PlUnce^”:eT " SO-323/78-,B on 
Support Cranth, "7e/"2/a9^%pp”"' ' “ Operations Nuclear 

7902010337 DOCKET S0~33m n u. 

IE Insp Repts 50-275/7B-mn » Nuclear Power Plaiiti Unit s 
nuntompUance not^d. m,® ^ 1206-03 ^ 

test procedures tt evaiuAi.i • ^ . preoperat lonal 

MORRILL. P.U., STERNDE^^D '‘ of test “^^ilts, 

Peratlons Nuclear Support Branch ®7 B/i|;2e" 2p7"”*'°' = 

7902120127 DOCKET SO-^aT n' s. * 

Forurardc IE Inf,, Noffre 79-5? ^^Berr Plant, Unit 2 

ENCE^KEN^ra <hLaj' *’^8*"’ "Pa Canaan Hydraulic 

79/03/02* ip '*^S“>n 5' San Francisco, Office of theDlreetor. 

7902240509 DOCKET SO-no-j n 

EnSinaerlnB Support Branch, 79 %2?05““'ip'’®^‘“’'' ti on t, 

7902360610 DDCKET SO-ns-v ru ■. . 

Engineering Suppor t^uc tl on «, 
7902260613 DOCKET i\ ■ ls 

Support Branch. 7S/10/SI <!'»'’ t-ucti on 6 Engineering 

IE^Insp%epu”o-S7S/7B?i2'’i“sD®m’'®" Net I ear Power Plant, Unit 2 
Noncompliance noted on 7B0e2D-59M ® 

F^anf isco’^' R havnfs,''r‘c^ <= ‘ >'‘0 ‘ t 9 opara 1 1 on. 

IE Equipment. “ W/J 1 st of i, _ Oualifleatlon of Class 

^5ol"Ike^“5 h""' -V - 

79/03/09. Ip, ®' San Francisco, Office of the Director. 

7902270393 DOCKET SO-qom n. u. „ 

Forwards IB mto Notice 59-03, < t 2 

Limit; Siuitch Lubricant. " Limitcrque Valve Geared 

79?03/09,'’’'^p, Son Francisco, Office of the Director. 

^''Ap?ecolJfar79Sufu5^i5adJ?"?n?e"^ U-'l* 2 

ENolLKEN,'n7t.““’ R??ro*n‘'3‘'’s*'’"p"‘*^ Po5el “ “ redundant 
79/02/05. Ip, 3' Francisco, Office of the Director. 

7902320207 DOCKET S0-33n ni^s, 

'^«rbal NRC req5is% ^Sradd^'i^r 2 

litvpllcatlon analysis for contmi I ^ ''® safety 

redundant separation in sol id ?* 1 V 

CTlfceria for Insp of '^tlcal Protection sys J, 

CRANE.P.A, Pacific or,"5^ir5c "?5;s}/?r it- 

Responds t^NRc 731006 lfcr“’i? ViSuti on'5?rd'’r*'' ® 

.:^:godrrn7L- n r' 

90S36005I DOCKET SO-OPT niaui,. r. 

Transcript of 790207 bearino in Nuclear Power Plant, 

dVaJuatiSn of 016^1^ ?au?nmlne 
OOWEBS, E. , NAflTIN. 5. n . n*" 1 

Board Panel. 79/02/07.' i^tomic Safety and Licensing 


Unit 2 


Code, structural dronrs?? Or^h.CA r 

Pp 9100-9265, ^ ** seismic considerations, 

BOWERS, E, , martin, H,E,, DRIQHT.O n as 

Guard Panel, 79/02/09, 169 pp, ' °' Safety and Licensing 


Unit 2 


;-:r555-^r^? 2 

for Instructional Sys S?va?opmentm:i‘"''*“’'''‘" Frocadures 

nBsT'T ‘SiCi: 

• Vision Of Document Control, 79/01/09, 3pp, 

^’Fo?!ar5s E?Sorremen1^3a'’;o'’5E55A T??"’ 

0«AH.N-U,E. Caro,ina"p^5?rT5?g^“'5l'"^^;^5Loi. 2pp. 

Forwards endorIem°ra t?‘'NErrA''Dl ‘r"" ^‘®'^‘rlc Plant, Unit 2 
Binders XB-54 !, XB-^rp^^vm^? HcT EB-SS 6 NAELU 

protection for calenda? year l??^ ^‘renclal 

0F-A»,W,E, Carolina P0«-\‘![;ht CO. 79/02/01. 9pp. 
7902230139 DOCKET SO-mOA n 

Forwards^Endorsement 29 to^^AE^i ^ ^ 

-AHAM,W.E, Carolina Power 6 Light CO. 79/02/15. 2pp, 

:;“;j;"da Mnde^s®rse2B°?rriSer???s^5'’'‘’'‘' = 

-;,:-roD- 2 i 899 

79/OI/OB, Bpp. '“Ctrlc Co. .Nuclear Energy Products Dlv. 

790226038 5 DOCKET 50-'^Od • . 

Do NUC 7S11 ^*®J*ric Flant. Unit 2 

Dose Calculation Manual for Offsite 

‘ontents of manual, ' forwards guidelines for 

79/01/ia‘''5pp.''“‘®*^''* “1''® = *“’' for Engineers t< Projects. 
7902260000 DOCKET SO-'dma n 

Forwards guidance for 9on??ai ?ontenr ®i®n*''‘‘' S 

Calculation Manual . Manual should^t Offsite Dose 

7pp5L??5‘’?‘r' data =o' = ulat£on, t, 

•FPOLITCT.A, operating Reactors Branch 3. 79/01/23. 7pp. 

"fiaSond” Steam Electric Plant, Unit 2 

Clearing During S mu!a??rL5cI ® 

Fressure-SupprLslon Sus » * ««« 

poblleation. ^ fieeo/nmends paper be accepted for 

CRIMES, C., Plant Systems Branch. 79/01/31, 2pp. 

^’Po^ward^ OE‘^tuJifai^reprNE5S‘5i^®‘®*"’ ®'tri c Plant. Unit 2 
Submittal for Brunswick ateam'p?®®! !‘®'^FPl Reload Licensing 

DTLEV.E.E, Carolina Power 6 Light CO, 79/02/02. 2pp. 

"Suppi ReiSfd^l[icensfng'’Bubmittal®f?rB^*®‘'^r‘'' = 

BBu5oEfB'’a. ;;tai 

79020S0195 DOCKET sn-moa n 

Submits Dec 1978 prograrf,''a?tiW tu^^^T Plant. Unit 3 

from selected sections of review, comprised of info 

^ billing status removed List, rep t, u/secti on on contract 

••: .., 

Carolina Power *, Light Co. 79/03/06. 4pp. 


pages end, 
UTLEV, E, E. 


TranBcrl’pt°alp^79020B^hea5jnS°lS*Avi?a^B?i?h"cA‘’'^"’' ® 

Dcartf Panel. 79/02/03. lB7pp. bomlc Safety and Licensing 


"’Stn°h‘a®J ?etd5ed°ui‘’DirSriSe N^rc " 

H0NE,P,N. Carollnr?5:e^‘‘rLJih%‘ 

Notlfiss NRc'^that°defplte‘*r?q5«t^d''d'*'f®^*‘^*^‘' Plant, Unit 3 
submittal of radiological I!!? ‘fL 790313 for 

Specs, earliest 

r^E.E. Carolina Power b Light Co, 79/02/09. Ip. 



7902340170 DOCKET 90-324 Bronguick Staam Electric Plant) Unit 2 
Forward* Amend 19 to DPR-71 (. Amend 43 to DPf?- 63 , saFetu 
svaluAtlort & noticB of is-suancB. 

IPPOUJTOi T. A. Operating Reactor* Branch 3, 79/02/09, 2pp 


DOCKETED ITEMS 
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790213007B DOCKET 50-324 Brunswick Steam Electric Plant. Unit 2 
Monthly operating rept #or Jan 1979. 

WILLlSiE. .Carolina Power S< Light Co 79/02/01. app. 


7902240132 DOCKET 80-324 Brunswick Steam Electric Plant. Unit 2 
Amend 19 to Liconae DPn-71 . Revl see Tech Specs to limit 
annual gaseous release to I0CFH5O design objectives during 
interim period. 

IPPOLlTDi T. A, Operating Reactors Branch 3, 79/02/09, 2tpp. 

79022601B7 DOCKET 90-324 Brunswick Steam El ectri c' Plant i Unit 2 
Amend 43 to License DPfi-42. revl sing Tech Specs to limit 
annual gaseous release to 10CFR90 design objectives durino 
Interim period. 

IPPOLITO. T, A. Operating Reactors Branch 3, 79/02/09. 21pp, 


7902240193 DOCKET 90-324 Brunswick Steam Electric Plant. Unit 2 
SaPetg evaluation supporting Amend 19 to License DPR-71 
4 Amend 43 to License DPR-42. 

* Operating Reactors Branch 3. 79/02/09, 3pp. 


7902260194 DOCKET 90-324 Druneuilck Stoanv Electric Plant. Unit 2 
Notice of Issuance of Amends 19 ti 43 to OPR-71 4 DPR-42. 
respect! velg. 

IPPOLITO. T. A. Operating Reactors Branch 3. 79/02/09, app. 


7902210231 DOCKET 90-324 Brunswick Steam Electric Plant. Unit S 
Requests revision of Tech Specs re administrative matters. 
Attachments u/changes end. 

UTLEY. e.E, Carolina Power 4 Light Co, 79/02/12. lOOpp. 


7902230132 DOCKET 50—324 Brunswick Bteam Electric Plant. Unit 2 
Restates commitment of QA program in light of recent 
issuance of Reg Guide 1.144. Jan 1979. "Aud i ting of QA 
Programs for Nuclear Power Plante. " 

UTLEY. E.E. Carolina Power 4 Light Co. 79/02/14, 2 pp. 


7902240337 DOCKET 90-324 Brunswick Sleari Electric Plant. Unit 2 
Requests revision to Tech Specs to allow implementation of 
permenent mod to euppresslon pool-rreactor bldg vacuum 
breakers. N/enc 1 *4.400 amend fee. 

UTLEY. E. E. Carolina Power 4 Light Co. 79/02/19. 4pp. 

7902270387 DOCKET 90-394 Brunswick Steam Electric Plant. Unit 2 
Forwards proposed Tech Spec revisions re hgtlraullc snubber 
Insp program 4 amend fee. 

UTLEY. E.E. Carolina Power 4 Light Co. 79/02/20, 93pp, 


79011201Q9 DOCKET 90-324 Brunswick ateani Electric Plant. Unit 2 
lE Insp Repi 90-324/78-24 4 50-329/78-26 on 701016-20. 
Noncompliance no ted : fa 1 loro to adhere to omergeneg plan fa 
fire protection pro’pram implementing procedures. 

PEROTTI. 0. J. , HUFHAM. J.H. Region 2. Atlanta. Fuel FaelHtu fa 

Materials Bafety Branch. 78/11/14., I4pp. 


7902280443 DOCKET 90-324 Brunswick Steam Electric Plant. Unit 2 
90-324/78-33 4 90-329/70-39 on 
781218-21. No noncompliance noted. 

Branch! '^■ 79 / 01 /I l.‘“" 2 p;.''‘^''"*^‘ Operation. Nuclear auppor 


7902200449 DOCKET 90-324 Brunswick Bteam Electric Plant. Unit 2 
IE Insp Repts 90-324/70-33 4 90-329/70-39 on 701210-21, No 
noncompliance noted. Major areas inspected; p lant operations, 
claanlinoss controls, review of shutdown planning 4 plant 

RILEY.D, W. . DANCE, H, C. Region 2. Atlanta. Reactor Dperationi 
Nuclear Suppo^rt Branch. 79/Ot/H. app, ^ 


7902200019 DOCKET 90-324 Brunswick Steam Electric Plant, Unit 2 
Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment. " 

4pp ®' Atlanta' Office of the Director. 


Forwards ‘ S t earn E 1 ec tr 1 c Plant. Unit 2 

FURR.D.J. Carolina Power fa Light Co. 79/01/31, tp, 

docket 90-324 Brunswick Steam Electric Plant. Unit 0 
out n~cfn D21-LIS-N017R found 

of^calthr‘i.^’''r actuated at 1.13 inches. Suite h out 

o.ist , r setpoint drift. New Instrument ordered! 

”fo3” LEr''7J-o2;/03L-S''’*“''‘ = 2 

FURR.D.J, Carolina Power !< Light Co. 79/02/07. Ip. 

docket 90-324 Brunswick Steam Electric Plant Unit 3 
ffHR pump d?sd:;ge pres^uri ^ 

Causld running annunciator, 

irnii to cotitatt plunger »tem corrosion. 

TOLLISCN. A. C. Carolina Power fa Light Co. 79/02/07. 2pp 

”?oiward LEr''75.0M/03L-o""*"‘'' ® 

FURR.D.J. Carolina Power fa Light Co, 79/02/08. Ip. 

docket SO-324 Brunswick Staam Electric Plant. Unit 3 
1.ER 79-004/03L-0 on 790110: chart recorder for CAC-AT-i259 
‘E^^urately, since sampir^mp for dru^eU 
P<'0dudng poor flow, due to 

ma I rune 1 1 on . 

TOLLISON. A, C. Carolina Power fa Light Co. 79/02/08. Ip. 

”?« = 

FURR.D.J, Carolina Power fa Light Co. 79/02/13, Ip, 


”LER^79-0Oa/O3L-o'^2,‘!^79Q?ir®“'‘''‘ P>^nt. Unit 2 

UKK 79 0Oa/O3L 0 OTI 790119; generator failed to produce 

Bwifcrh >’9 failure of generator field reset 

Bultch to moke good contdct. 

TOLHSON. A. C. Carolina Power 4 Light Co. 79/08/13, 2pp. 

7702220119 DOCKET 50-389 Brunsuiek Steam Electric Plant. Unit 1 
Informs that TRADOC Pamphlet 350-30* "Interservice Procedures 
for Instructional Bys Development" referenced In NURE0”0219 
is available In microfiche form from NRC. 

BEBAMi H, J. Division of Document Control. 79/01/09. app. 


790200021B DOCKET 90-329 Brunswick Steam Electric Plant. Unit I 
Forwards Endorsement 32 to NELIA Policy NF-3ia. 

GRAHAM. W, E, Carolina Pouior fa Light Co. 79/02/01. 2pp. 


7902080232 DOCKET 90-329 Brunswick Steam Electric Plant. Unit 1 
Forwards Endorsement 2 to NELIA Binders ED-54. ED -93 fa MAELU 
Blnderi XO-34 fa XD-99, provld Ing secondary financial 
protection for calendar year 1979. 

ORAHAM.H, E. Carolina Power fa Light Co. 79/02/01. 9pp. 


7902230135 DOCKET 50-329 Brunswick Steam Electric Plant. Unit i 
Forwards Endorsement 29 to MAELU Policy NF-BO for calendar 
year 1979. 

GRAHAM. M.E. Carolina Power & Light Co, 79/02/19. 2pp. 


7902260309 DOCKET 80-329 Brunswick Bteam Electric Plant. Unit 1 
As followup to NRC 781113 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
general contents of manual. 

79/01/18 9 Director for Engineers fa Projects. 


7902200249 DOCKET 50-324 Brunswick St 
Forwards IE Bulletin 79-01, "Environ 
IE Equipment. ” 

O'REILLY. J. P, Region 2. Atlanta. 
79/02/09. 4pp. 


earn Electric Plant, Unit 2 
Qualification of Class 

Office of the Director. 


7902280052 DOCKET 90-324 Brunswlc|( Steam Electric Plant, Unit 
Forward* IE Info Notice 79-03, "Limi torque Valve Oaared 
Limit Switch Lubricant." 

79/02/09 '^'Spp Atlanta. Office of the Director. 


7902130074 DOCKET 50-384 Drunswiek Bteam Electric Plant. Unit 2 
Forwards monthly operating rept for Jan 1979. • 

FURR.D.J, Carolina Power fa Light Co, 79/02/09. Ip, 


7902030229 DOCKET 50-329 Brunswick Steam Electric Plant. Unit t 
"Info on Reactor Vessel Mail Surveillance Program." 

* General Electric Co, NeDO-34161. 78/11/30. 42pp, 


790214021B DOCKET 90-329 Brunswick Steam Electric Plant, Unit 1 
Forwards binder* fa sets of divider tabs for use ui/NEDD-8iaSB 
"Mark 1 Containment Program Load Definition Rept. " 

BODQN. L. J. General Electric Co. .Nuclear Energy Products Div. 
79/01/00, 8pp. 


7902060002 DOCKET 90-329 Brunswick Bteam Electric Plant. Unit 1 
Forwards Amend 18 to License DPR-71. safety evaluatloti fa 
notice of issuance. 

IPPOLITO, T. A. Operating Reactors Branch 3. 79/01/19. 2pp. 
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test ccentioiis tn -.Til, , ° '’^ special 

:?;ou;r' ■■■"V"‘‘ > °T'" ' 

IPPOLJTO. r. ft Operating rjeactoTs Granch 3 79 /' 01 /l 9 . ipp 

• Office of Nuclear Reactor Regulation. 79/0]/l<?. 3 pp 

790a0i0005 DOCKET 50-325 QrunstoUk Steaa, Electric Plant. Unit 1 
IPROUirO. 7. ft Operating Reattors Dranch 3. 79/01/19. Spp, 

7902260000 DOCKET B0-32D Drunsu,ick S t c art E 1 oc tr i c P I ant . Unit 1 
Foru-ards guidance for general contents of Offsite Ooso 
Calculation Manual Nanua I should include dose calculation, h 
fiiL t ocroSog i 1 dtspersion d^sto. 

IPPOLI TO. 7. A, Dporating Reactors Branch 3. 79/01/23. 7pp, 

’’RefSs t?‘^79Slu'rD0 Electric Plant, Unit t 

Kesponas to 790111 ronuost for roviou of paper "Vojit 

Cloaring During Simulated LDCA in a Mark I BUR 
JuhMclMo7'”'“’‘°" = be accepted for 

OHIMES, C. Plant Sgstoras Branch 79/01/31, app. 

79030001 9SDaCKE7 SO-335 Brunsuick Steam Electric Plant, Unit 1 
fro7s‘l7j P^-nor-am activltg rev i e ui, c omp r i se d of lnf7 

“<= monthly rept.u/section on contract 
®J*bus removed. List# ineetings hold t, provides 
task-bg-tasl activity sumnarg. 

79/§2>05:^' 107"'’'“ Co.. Nuclear Energy Products Div. 

»0-329 Drunsiuick Steam Electric Plant. Unit 1 
Presents rooults of revleu of ultrasonic data of all 

r7rrnl,'7 *■ oiar.inatlons.Oood 

tafff-ond uoHs made «, correlation shous no 

oJeShE S V" th^r^al Sleeve diagram. 

01e.t>HEf J. H, Sondka Labor a tor i ea. 79/02/05. App. 

7902M0ia4 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Beiiucsts revision to Tech Specs to change surveillance 
regulroments For standby gas treatment sys h eaters. Re vised 
pa909 oncl. 

UTLEV.E. E, Carolina Power i Light Cr. 79/02/06, 4pp, 


I CU tlCIVIO 


7902210231 DOCKET 30-325 OrunsDick Steam Electric Plant. Unit 1 
Reguests revision of Tech Specs re administrative matters. 
Attachments uj/changee ^ncl. 

UTLEV.E, e. Carolina Power U Light Co. 79/02/12, lOOpp, 

7902230132 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Restates commitment of Oft program in light of recent 
issuance of Reg Guide 1.144, Jan 1979, "Aud 1 1 ing of Oft 
Programs for Nuclear Power Plants, " 

UTLEV.E. E, Carolina Power {< Light Co, 79/02/14. 2pp. 

7902260337 DOCKET 50-325 Brunswick Steam Electric Plant. Unit I 
Requests revision to Tech Specs to allow implementation of 
permanent mod to suppression pool-reactor bldg vacuum 
breakers, W/enc I *4.400 amend fee. 

UTLEV.E. E. Carolina Power J. Light Co. 79/02/19. 4 pp. 

79022703B7 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Forwards proposed Tech Spec revisions re hydraulic snubber 
insp prograrn 4< amend fee. 

UTLEV.E, E, Carolina Power «< Light Co 79/02/20. 53pp, 

7901120185 DOCKET 50-335 Brunswick Steam Electric Plant. Unit 1 
IE Insp Rspt 50-324/7B-26 &i 50-325/70-26 on 701016-20. 

None omp 1 lane e noted . fa i lure to adhere to emergency plan h 
fire protection program i mp lementing procedures. 

PEROTTI, D. J. . HUFKAM, J.W. Region 2, Atlanta. Fuel Facilitii k 

Materials Safety Dranch, 78/1 1/16. i 4pp. 

79022B0443 DOCKET 50-325 Brunswick Steam Eloetrlc Plant. Unit 1 
Forwards IE Insp Repts 30-324/78-33 k 50-325/70-35 on 
7Q1218-S1 .Nd noncamp 1 ianc e noted, 

Dranch:'' 79/01 /M,^ ‘’" 2 ?;.''““"*^' Nuclear Support 

7902200445 DOCKET 50-325 Drunsuick Steam Electric Plant, Unit 1 
IE Insp Repts 50-324/70-33 k 50-325/78-35 On 701210-21. No 
noncompljanee noted. Major areas inspected ; p lent operations, 
tour"**'’"'** controls, review of shutdown planning ti plant 

RILEV.D.W., DANCE. H.C. Region 2 , Atlanta, Reactor Operations 
Nuclear Support Dranch. 79/01/11. Spp. ^ 

7902280013 DOCKET 50-325 Brunswick' Steam Electric Plant, Unit 1 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment. " 

79%3/Os''^ 6pp 2. Atlanta. Office of the Director, 


7902140101 DOCKET B0-32S BrimsuPick Steam Eloetrlc Plant, Unit 1 
Otil has retained LIS Div of the NUB Corp to assist In non- 
litenslng-reioted i ssues. Requests addition of 
wnup^n'^tj *‘'',^‘»*‘^^bufeion list fur non-proprietary Itrs. 
Carolina Powur «< Light Co. 79/03/0D. Jp. 


79022B0245 DOCKET 50-325 Brunswick Steam Electric Plant. Unit l 
Forwards IE fluUetln 79-01 , "Environ Qualification of Class 
IE Equipment, " 

79 / 02 / 05 ’ Office of the Director. 


OtJCKET 00-325 Brunswick Steam Electric Plant, 
Notifies MRC that despite roquested date of 790213 for 
submlttnl of radiological effluont Tech Sp ocs, oarl i e st 
possible date for submittal is 790312, 

UTLGViE. E. Carolina Power k Light Co, 79/02/09. Ip. 


Unit 1 


/Yu,i,iU0033 DOCKET 50-325 Drunsuick Steam Electric Plant, 


Forward* IE Info Notice 79-03. "Llmitorquo Valve Geared 
Limit Suitch Lubricant. *' 

79%a/09' 2pp Atlanta, Office of the Director 


unit 1 


7902260362 DOCKET 30-325 Orunswlck Steam Electric Plant, 
Summary of BWR venting procodures & practices. 

LONO.F, J, Region 2, Atlantn. Office of the Director, 


Unit 1 
75/04/17 


/vv«a,.uuou UUUKIVI 00-323 Brunswick Steam Elec trie Plant, Uni 
Presents results of rolnapec t ion of recirculation Inlet 
noMle safe-ends. Cone ludes no detectable change exists In 
N2A, N2D. Nao, N2E, N20, NaH, N2d. k NaK, 

UTLEV.E. E. Carolina Power k Light Co. 79/02/21, 4pp. 


7902260170 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Forwards Amend 19 to DPR-7J St Amend 43 to DPR-6a, safetu 
evaluation k notice of issuance 

IPPOLITO, T. A, Operating Reactors Dranch 3. 79/02/09. 2 pn. 


7902130076 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Forwards monthly operating rept for Jan 1979, 

FURR, D, J. Carolina Power h Light Co. 79/02/09, Ip, 


7902260102 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Amend 19 to License DPR-71. Revises Tech Specs to limit 
annual gaseous release to lOCFRSO design objectives during 
Interim period. 

IPPOLITO, T. A. Operating Reactors Branch 3. 79/08/09 . 21pp. 


7902260107 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Amend 43 to License DPR-68, revls ing Tech Specs to limit 
annual g.hseciis release to 10CFR50 design objectives during 
Interim period. 

IPPOLITO, T. A. Operating Reaelors Dranch 3, 79/02/09, aipp. 

7902260193 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Safety evaluation supporting Amend 19 to License DPft-7i 
k Amend 43 tu License DPfl-62. 

» Operating Reactors Branch 3. 79/02/09. 3pp. 


7902130078 DOCKET 50-325 Brunswick Steam 
Monthly operating rept for Jan 1979, 
HILLIS, E, Carolina Power k Light Co. 


Electric Plant, 
79/02/01. Spp, 


Unit i 


7902060210 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
Forwards LER 79-001/03L-0. 

FURR, D, J, Carol ina Power I< Lighb Co. 79/02/02. Ip. 


/vu^uaurfja UPCKET 50-325 Brunswick Steam Electric Plant, 


uni I 1 


----- WVB-afPI riailVf VI 

LER 79-001/03L-0 on 790104; HPCI sys failed response time 
periodic test. Testing to be done again after reactor 
startup, when steam is aval lob 1 e. Event cause 6 corrections to 
bo submitted after satisfactory testing. 

TOLLISON, A, C, Carolina Power h Light Co. 79/08/02, Ip. 


7902260194 DOCKET 50-323 Brunswick Steam Electric Plonk, Unit 1 
Notice of iasuanco of Amends 19 K 43 to DPR~71 6 DPn-62, 
respective ]y. 

IPPDLITO.T. A. Operating Rnackors Branch 3. 79/02/09. 8pp. 



7902060239 DOCKET 50-323 RrunsiDlck Steam Electric Plant, 
Forwards LEO 79-005/03L-0. 

FUHJ1< Q, J. Carolina Power {< Light Co 79/02/02. Ip 
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Steam Electric Plant, Unit 

LER 79-005/03L-0 on 79010<1: lA recirculation pump tripped 
w/reactor at 97X power. 10 pump then reduced to appro. SOX 
speed. Caused bg lA pump motor generator sot low lubrication 
*“ -"‘“‘"9 locknut. New locknuts put in 
TOLL I SON, A. C. Carolina Power !, Light Co. 79/02/02, 2pp 


7902120136 DOCKET 30-325 Brunswick Btoom Electric Plant, 
Forwards LER 79-00A/O3L-O. 

FORRi D, J, Carolina Power $< Light Co, 79/02/05. ip. 


Unit 1 


7902120141 DOCKET 50-325 Brunswick Steam Electric Plant, Unit l 
LER 79-004/03L-0 on 790105: containment a Imos ^ er . 1 d Tl u U In 
tank contained less than Tech Spec 1 imit. Operator misread 
conversion graph, resu 1 ling in higher than actual nitrogen 
to be marked w/spetiflc limit 

TOLLISQNi A. C. Carolina Power !, Light Co. 79/02/05, 2pp. 

^FoJwaiSs fER''7Lo69/o!L-r""‘““' ^ ‘ ‘ ^ t , Unit 1 

FURR, D, J. Carolina Power fc Light Co, 79/02/05. Ip. 

7902120145 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
LEr 70-O69/O3L-1 on 700716: outboard main steamline drain 
Isolation valve 1321-F019 would not operate, Caused bg motor 
brushes not making proper contact w/commutator. 

TOLLlaONi A, C. Carolina Power f< Light Co. 79/02/05. 2pp. 

7902140162 DOCKET 50-323 Brunswick Steam Electric Plant, Unit I 
Forwards LER 79-007/03L-0. 

FURR, B. J. Carolina Power t< Light Co, 79/02/07. Ip. 

7902140163 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 1 
LER 79-007/03L-0 on 790109; dur Ing sgs component test, 
residual heat removal pump "D" would not start. Caused bg 
motor switch being In off position, 

T0LLI80N, A. C, Carolina Power t, Light Cp, 79/02/07, 2pp, 


7902090213 DOCKET 50-337 Senuogah Nuclear Plant, Unit 1 

Forwards revised response to NPC 780623 Itr re loss of flow 
to either residual heat removal pump Operator will monitor 
suction valves t< pump flow After re fue 1 ing , alarm will be 
Instal 1 ed. Response will be in Amend 60 to FSAR 
OILLELANO, J. E. Tennessee Ualleg Authoritg 79/02/05, lOpp 

7902090248 DOCKET 50-327 Sequogah Nuclear Plant, Unit 1 
Notifies that response to NRC 790105 Itr re bolted 

790301 ^*°"* seismic looding will be provided bg 

OILLELAND. J. E. Tennessee Ualleg Authoritg 79/02/05 Ip 

7902120109 DOCKET 50-327 Sequegah Nuclear Plant, Unit 1 
Responds to NRC 780628 request for addl info re residual 
incorporated into Amend 60 

Or FSAR 

OILLELAND, J E. Tennessee Valleg Authoritg 79/02/0S IDpp 

^^Profe't^ DQCKET 50-327 Sequogah Nuclear Plant, Unit 1 
inOsents schedule for responses to 790119 request for addl 

OILLELAND, J. e. Tennessee Uaileg Authoritg 79/02/07, Ip 

docket 50-327 Sequogah Nuclear Plant, Unit 1 

Nestinghouso analyses of total core 
factor as function of core height for normal 

survefusL^ “ ‘ request. No 

QlLLELiliu j f"®' "“ t Ciceedod. 
QILLELANU, J. E Tennessee Valleg Authoritg 79/02/0B, 2pp. 

7902210248 DOCKET SO-327 Sequogah Nuclear Plant, Unit ! 

oosi?Ion drawings re interlock *< 

FCV*63-I features for isolation valves *< 

OlLLELAlin ) P ? "® •'*’ ‘9Strumentation drawings. 

OILLELAND, J. E. Tennessee Valleg Authoritg. 79/02/14. Ip 

7902210296 DOCKET 50-327 Sequogah Nuclear Plant, Unit 1 
OILLELAND, J E. Tonne s so e Va 1 1 eg Au th or i t g 79/03/14. Ip. 


7902130099 DOCKET 30-325 Brunswick Steam Electric Plant, Unit 1 
Forwards LER 79-00D/03L-0, 

FURRi D. J. Carolina Power t< Light Co, 79/02/09, Ip, 


7902130101 DOCKET 50-325 Brunswick Steam Electric Plant, Unit 
LER 79-OO0/O3L-O on 7901 12: unac ceptable levels of pump 
differential sgs ti vibration noted during teat of ID pump 
Cause unknown, 

TOLLlaONi A, C. Carolina Power Ci Light Co. 79/02/09. Ip. 


7902220091 DOCKET 50-325 DronsuieV Steam Electric Plant. 
Forwards LER 79-003/03L-0. 

FURR.B. U. Carolina Power ti Light Co. 79/02/13, Ip, 


7902220093 DOCKET 50-323 Dronswiek Steam Electric Plant, Unit 1 
LER 79-003/03L-0 on 7901 17; stoaml Ine lew pressure Isolation 
instrument actuated below Tech Spec min. Caused bg loose 
clamp block allowing instrument torque shaft to slip, 
TOLLlBONi A. C, Carolina Power << Light Co. 79/02/15, Ip, 


7902270297 DOCKET 50-323 Brunswick Steam Electric Plant, Unit 1 
Forwards LER 79-010/03L-0. 

FURR, D.d, Carolina Power (c Light Co, 79/02/21. Ip, 


50-323 Brunswick Steam Electric Plant, Unit 
LER 79“OiO/03L-0 on 790123: main turbine control valve 
response time test failed to meet Tech Spec response time. 
Caused bg slow actuation time on installed switch. 

TOLUBON. A. C. Carolina Power {, Light Co. 79/02/21, Ip, 


docket 30-327 Sequogah Nuclear Plant, Unit I 
Forwards responses to 70120B Itr Provides list of all Class 
IE safctg-relatcd equipment w/id ent i f 1 ca 1 1 on of basis for 
OILLELAND )°0 '’® ‘ OTO t ed In Amend 60 to FBAR, 

OILLELAND, 0 Tennessee Valleg Authoritg, 79 / 02/14 <jpp 


7902230061 DOCKET 30-327 Sequegah Nuclear Plant, Unit I 

Pamphlet 350-30. “ In t er s er vl c e Procedures 

iro!ailaM^?n“‘ f ed in NUREfl-0219 

microfiche form frorn Nf?C 

BE8AW, H. J, Division of Document Control 78/11/20. 3 pp, 


"Radiological Emorgeneg Plan " Sets forth pol ic ies. p urpos es 
?aii?ro;ic:"el%^:nc:“"®* " ‘-‘ructions for 

795o?/;r';30™'‘-' 


Responds to 780920 request J, forwards 790113 revision to 
Radiological Emergencg Plan" J, draft revisions which will 
II , ''®f°re issuance of operating license For 

unit I. Requests review b informal comments. 

OILLELAND. J. e. Tennesspo Valleg Authority, 79/02/14. Ip, 


7902090242 DOCKET 50-327 Sequogah Nuclear Plant, Unit 1 

tn .‘.ffi®' address changes for distribution of correspondence 
to util rp plant application. 

OILLELAND, J. E. Tennessee Valleg Authoritg, 79/0-2/05, 3pp. 


7902270323 DOCKET 50-325 Brunswick Steam Electric Plant, Unit I 
Forwards LER 79-002/03L-0. 

FURR, D. J. Carolina Power fc Light Co. 79/02/21. Ip. 

7902270342 DOCKET 50-323 Drunswlek Steam Electric Plant, Unit 
LER 79-002/03L-0 on 790123; standbg liquid control relief 
Valve C41-F029 lifted at pressure of iSOO pstg, below Tech 
Spec min. No mechanical reason found. Valve reset. 

TOLLISDN, A. C. Carolina Power t< Light Co, 79/02/21. ip. 


7902090235 DOCKET 50-327 Sequogah Nuclear Plant, Unit i 
Responds to 790111 phone request. Submits preoperatl onal 

procedures ii revised response to question 
UB, 33 In FSAR re effects of sustained high or low grid 
o?ii*c?* coRdlbions on safety-related eloctrlcal equip. 
OILLELAND, J, E. Tennessee Valleg Authority. 79/02/02, 34pp, 


7902200342 DOCKET 30-327 Sequoyah Nuclear Plant, Unit 1 
inpr''''* 701229 request for addl financial 

OILLELAND, J. E. Tennessee Valleg Authority, 79/02/20. 60pp 


7902120204 DOCKET 50-327 Sequoyah Nuclear Plant, Unit 1 
Forwards Endorsement 11 to NELIA Policy NF-a47, 
FIELDER, J. Marsh (i McLennan, Inc. 79/02/06. Opp, 


Forwards draft rovisions to FSAR, sent ii> rottpofiso to 790117 
nncl*** "li ssl 1 05. Over si led drawing 

OILLELAND, J. E. Tennessee Valley Authority. 79/01/25, 6p p 


7902010073 DOCKET 50-327 Sequoyah Nuclear Plant, Unit 1 
Amend 39 to FBAR, 

« Tennessee Valleg Authority. 79/01/26. ISOpp. 


73 



74 


&I20120 DOCKET 50-327 Sequogah NjcUar Plant. Unit t 

59 to PSAB. 

ILLS.L H Tennessee VaUeg Authoritg. 79/02/02 2pp, 

79022J0031 DOCKET 50-327 Soquogah Nuclear Plant, Unit I 
n!eetinS8°^'"‘ ''CBS full committee 

CROCKER, L. P, Olvision of Project Management. 79/02/05. 2pp. 

^^Foruaii! 50-327 Sequogah Nuclear Plant, Unit 1 

70121 N ’’J* S0-327/7a-A2 t, 5O-32B/70-20 on 

MiiBBuv noncompliance noted. 

Support Draneh, ^78/12/2^ ^''^pp.*^' Reactor Construction !< Engineering 

"'“'I*"'- Unit 1 



Construction I, Engineering Suppo?^ “Sra^c^ '“50/l2/l9'‘'’5pp. 

noncompliance noted, I5. No 

Branch: ''•79/0i/I?,'°"2j;. Nuclear Support 

®°“327 Sequogah Nuclear Plant, Unit 1 
notir^ S0-327/7B-43 on 70i213-15,No noniom?! lance 
‘napected: preoperational test program 
r^J^igresl " *' ohservatlon of test ac?r"?u:s 

YEOMANS^ Qi %), » DONAT# T tJ a DANAf jj r dim 

Operations Nuclear Support Drench] ■79/Ol/Jo "lOpp = 

^"^ForuarHs Sequogah Nuclear Plant, Unit 1 

SWi 79'01,"Dergen-Pat«rson Hgdraulic 

9no<l t< 8u/di^ Arrestors <H8SA> " ’ 

?9/02/oa:'’’2pp. the Director, 

7902200134 D°CKET 50-327 Sequogah Nuclear Plant, Unit I 
Llmirs^lJch^L^Srican"..”'®"' '^-‘ve Geared 

59/oI/09:'^ 2PP, the Director, 

^^Forilarlr 50-327 Sequogah Nuclear Plant, Unit 1 

OILUELANO, J, E. Tennessee Valleg Authoritg. 79/02/14, 24pp, 

790220032* DOCKET 50-327 Sequogah Nuclear Plant Unit 1 
Foruiards first Interim re^ on potential e'^eiswriulter 

790U5 Hil”Lbmir^" f®®‘’'^?tBr sgs inltiallg reported 
oil I c-i submit nent rept bg 790313. 

OILLELAND, J. E, Tennessee Valleg Authoritg. 79/02/14. Spp. 

”pfow?f! Nuclear Plant, Unit 1 

Provides interim rept on deficieneg in RHB pump lA natural 
yequency.fieevaluabion of RHB piping sgs analgsls confi^ml 
modllfiL*r fi-oRuency uas iOhi. Three pip ing. supports uerr 
OILLELAND Vr" ^“ffoned.Noiil, loads changed. 

OILLELAND, J.£. Tennessee Valleg Authoritg, 79/02/16. Ip, 

79^00310 DOCKET 50-327 Sequogah Nuclear Plant, Unit 1 

OILLELAND, a. E. Tennessee Valleg Authoritg, 79/02/16, ip, 

50-327 Sequogah Nuclear Plant, Unit 1 

aichir tSltraSdeS r ”‘’‘*"t pump tie rod embedments. Add! 
anchor bolts added to each of three embedments per unit t, 

e ^«nn« of «"">odment, per u^r 

“ Tennessee Valley Authoritg, 79/02/16, Ip 

7902280331 DOCKET 50-327 Sequogah Nuclear Plant, Unit 1 

^rrdMrorriuJifj:;iy-:?dgr* - --- -<■- 

OILLELAND, J.E. Tennessee Valleg Authoritg, 79/02/20. Ip. 

50-3p Sequogah Nuclear Plant, Unit 1 
BiShi concludes nine addl fire dampers ti 

eight addl fire door, are required in control 6 auSutarg 

* Tennessee Valley Authoritg, 79/02/20 2pp. 

DOCKET 50-327 Bequogah Nuclear Plant, Unit 1 
Forwards final rept ra possible unconservative pressurlier 
rellBf 6 safetg line bloiudoun analgsls. Concludes all points 
stresses i^ Power pJ^nrCodi ' 

OILLELAND. J. E. Tennessee Valleg Authoritg, 79/02/22. 2pp. 
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7902090240 DOCKET 50-328 Sequogah Nuclear Plant, Unit 2 
Notifies that response to NBC 790105 Itr re bolted 
790301^^'"'* seismic loading will be provided bg 

OILLELAND, J. E. Tennessee Valleg Authoritg. 79/02/05. Ip. 

7902120109 DOCKET 50-320 Sequogah Nuclear Plant, Unit 2 
flesponds to NfiC 700620 request for addl info re residual 
SrpSAr"'' into Amend 60 

OILLELAND, J, E. Tennessee Valleg Authoritg, 79/02/05, 13pp. 

7902120170 DOCKET 50-328 Sequoyah Nuclear Plant, Unit 2 
Presents schedule for responses to 790119 request for addl 

OILLELAND, J. E. Tennessee Valley Authority, 79/02/07. Ip. 

7902210248 DOCKET 50-320 Sequoyah Nuclear Plant, Unit 2 
Forwards requested oversiieri drawings re Interlock J, 

FCV*63“( design features for isolation valves 6 

en I FI ain* I e "®** amend of instrumentation drawings. 

OILLELAND, J, E, Tennessee Valley Authority. 79/02/14. ip. 

7902210256 DGCKET 50-320 Sequoyah Nuclear Plant, Unit 2 

fluen^f*!*" ^’°‘24 telephone request & submits info on 

after ® '■^actoT vessel 

®ftor ORB full pousr 

OILLELAND, J. E. Tennessee Valley Authority. 79/02/14. Ip. 

7902220060 DOCKET 50-320 Sequoyah Nuclear Plant, Unit 2 
Forwards responses to 781200 Itr, Provides list of all Class 
‘“''identification of basis for 
OILLELAN^ incorporated in Amend 60 to FSAR. 

OILLELAND, J. 0, Tennessee Valley Authority, 79/02/14. Spp, 

7902230061 DOCKET 50-328 Sequoyah Nuclear Plant, Unit 2 

350-30, '‘Interservice Proeodures 
iravefi^ Development" referenced in NUREO-0219 

nmmfw "’i'^^oPi^he form from NBC. 

DESAM, W. J. Division of Document Control. 70/11/20, Spp. 

30-320 Sequoyah Nuclear Plant, Unit 2 
fiadlological Emergency Plan." Sets forth pol ic i es, purposes 

79/of/'l3: 530pp°^"'‘‘' ' Tennessee Valley Authoritg. 

7902220041 DOCKET 50-328 Sequogah Nuclear Plant, Unit 2 

"BadiolooiLl Em!'* ‘■/orwards 790113 revision to 

Radiological Emergency Plan" 6 draft revisions which will 

5nl "rp*!:;: r' U^uance of operatin ? cense for 

o7i t Fi aSn’?r® *' i''P'>rmal comments. 

OILLELAND, J. E, Tennessee Valley Authoritg. 79/02/14. Ip, 

^^Not£co*’ff*’°a!J^^ 50-320 Sequogah Nuclear Plant, Unit 2 
Srj;n°;e“p?a"rap;?r?::i:r correspondence 

OILLELAND, J.E. Tennessee Valley Authority. 79/02/05, 2pp, 

^"^Forwards ®°"320 Sequoyah Nuclear Plant, Unit 2 

Forward, responses to 781229 request for addl financial 

OILLELAND, J. E. Tennessee Valley Authority. 79/02/20. 60pp. 

^^Foiwards FnS^^^ 50-328 Se quoyah Nuclear Plant, Unit 2 
NELIA Policy NF-247. 

FIELDER, J. Harsh *< McLennan, Inc. 79/02/06. 2pp. 

^^Forwaid^ 30-328 Sequoyah Nuclear Plant, Unit 2 

reSuBst%or^dd[*T‘J‘®"® FSAR, sent in response to 790117 
request for addl info re tornado ml ssl 1 es, Oversl led drawing 

OILLELAND, J, E. Tennessee Valley Authority. 79/01/25. 6pp. 

7902010073 DOCKET 50-320 Sequoyah Nuclear Plant, Unit 2 
Amend 59 to FSAR. 

* Tennessee Valleg Authority. 79/01/26. 16Bpp. 

7902120120 DOCKET 50-328 Sequoyah Nuclear Plant, Unit 2 
Forwards affidavit of sve for Amend 59 to FEAR. 

HILLS, L.M. Tennessee Valley Authority. 79/02/02. 2pp. 

7902210031 DOCKET 50-328 Sequoyah Nuclear Plant, Unit 2 
Lists project reviews for next five ACR8 full committee 
meetings. 

CROCKER. L. P. Division of Project Management. 79/02/05. app. 

7902090107 DOCKET 50-320 Sequoyah Nuclear Plant, Unit 2 
Forwards IE Insp Repts 50-327/70-42 6 50-328/70-20 on 
701211-14. No noncompliance noted. 

MURPHV,C,E. Region 2, Atlanta. Reactor Construction t. Engineering 
Support Branch, 78/12/29, 2pp. 
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7902090116 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 
IE Insp Repts 50-327/70-42 & 50-328/78-80 on 701211-14. No 
nonconip 1 iance noted. Major areas Inspec ted: instal latl on of 
• af e t y — r o la t eri niechanical components, reactor vessel internal 
quality records safety-related pipe support sys. 

VAULlSHi E. J. . DRYANT. J. C. Replon 2. Atlanta. Reactor 

Construction U Engineering Support Dranch. 78/12/29, 5 pp 


7902120050 DOCKET 50-320 Sequoyah Nuclear Plant. Unit 2 
Foruards IE Info Notice 79-01 . ''Dergen-Pater son Hydraulic 
Shock l< Suay Arrestors (HSSA>. " 

O'REILLY. J, P. Region 2. Atlanta. Office of the Director 
79/02/02. 2pp, 


7902200134 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 
Foruards IE Info Notice 79-03. "Limitorque Valve Oeared 
Limit Switch Lubricant." 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/02/09. 2PP. 


7908210857 DOCKET 50-326 Sequoyah Nuclear Plant. Unit 2 

Foruards responses to Mails Engineering Dranch questions on 
preserviCB (. inservlce insp dtd 781200, Hill incorporate matl 
into FSAR by Amend 60. 

OILLELAND. d. E. Tennessee Valley Authority. 79/02/14. 24pp, 


7902200326 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 
Forwards first interim ropt on potential excessive uater 
hammer forces in main feedwater sys initially reported 
790115, Will submit next rept by 790313. 

OILLELAND. J. E. Tennessee Valley Authority. 79/02/14, 8pp. 


7902280237 DOCKET 50-388 Sequoyah Nuclear Plant. Unit 2 
Provides interim rept on deficiency in RHR pump lA natural 
frequency. Reevaluation of RHR piping sys analysis confirms 
natural sys frequency was lOhz. Throe piping supports were 
modified h pump support s t if f cned. Nor i le loads changed. 
OILLELAND. d. E. Tennessee Valley Authority. 79/02/16. Ip. 


7902280318 DOCKET 50-328 Sequoyah Nuclear Plant, Unit 2 
Forwards final rept on reactor coolant pump tie rod 
embedments. 

OILLELAND. J. E. Tennessee Valley Authority, 79/02/16, ip. 


7902280321 DOCKET 50-328 Sequoyah Nuclear Plant.. Unit 2 
Final rept on reactor coolant pump tie rod embedment s. Add I 
anchor bolts added to each of three embedments per unit I. 
stiffener plates added to one of embedments per unit. 

» Tennessee Valley Authority. 79/02/16, Ip. 


7902280331 DOCKET 50-328 Sequoyah Nuclear Plant, Unit 2 

Foruards final deficiency rept re fire dampers t< fire doors 
in control t< auxiliary bldgs. 

OILLELAND. d. E. Tennessee Valley Authority. 79/08/20, Ip, 


7902800337 DOCKET 50-328 Sequoyah Nuclear Plant, Unit 8 
Final deficiency rept concludes nine addl fire dampers i< 
eight addl fire doors are required in control t. auxiliary 
bldgs. 

* Tennessee Valley Authority. 79/02/20. 2pp. 


7902280353 DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 
Foruards final rept re possible unconservative pressurlrer 
relief t. safety line bloudoun analysis. Concludes all points 
in lines meet allowable stresses in Power Piping Code. 
OILLELAND, d. E. Tennessee Valley Authority. 79/08/22. 2pp. 


7902050022 DDCKET 50-329 Midland Plant, Unit I 

Summarizes 7S12li appeal meeting re staff position on cold 
shutdown capability per 8RP <NUREO-75/OS7), Revi slon I to 
Section 8. 4, 7. App 1 icant response is insufficient & matter 
remains unresolved. 

HDDD. D. Light Water Reactors Branch 4. 79/01/17. 17pp, 


7902010179 DOCKET 50-329 Midland Plant, Unit 1 

Amend 58 to application for const permits t< operating 
licenses. Discusses terrestrial ecology, electric transmission 
facilities ft avoidance & mitigation archaeological sites on 
Tittabawassee to Kenowa/Thetford transmission line, 
a Consumers Power Co. 79/01/89. 50pp. 


7902130061 DOCKET 50-329 Midland Plant, Unit 1 

Requests add) info by 790221 re floodplain mgt to continue 
review of application for operating license, 

REOAN. W. H, Environmental Project Dranch 2. 79/01/31. 3 pp, 

7902150403 DOCKET 50-389 Midland Plant, Unit 1 

Forwards rept DAH-1485 dtd dune 1979. "Pressure Vessel 
Fluence Analysis for 177 Fuel Assambly Reactors'* supporting 
Util discussion on reactor vessel overpressuri lation at low 
temp. 

HOWELL. 8. H. Consumers Power Co. 79/02/08. ip. 


7902150409 DOCKET SO-329 Midland Plant. Unit t 

"Pressure Vessel Fluence Analysis for 177 Fuel Assembly 
Rose tors. " 

* Consumers Power Co DAW-1485. 70/06/30. 6Bpp. 


7902200064 DOCKET 50-329 Midland Plant. Unit I 

Forwards "Deiaval Test Rept. Delaval Standby Generator" 
Revision I dtd 781120 in response to NRC request for add! 
info. Rept available in Central Files. 

HOWELL. 8. H. Consumers Power Co. 79/08/00. Ip. 


7902200061 DOCKET 50-329 Midland Plant, Unit 1 

Forwards suppl electrical Sr instrumentation control drawings 
& ref tables per Reg Guide 1 . 70, Rcvl sion 2. Replaces previous 
drawings. W/1500 drawings available in Central Files. 

HOWELLrS, H. Consumers Power Co. 79/02/09. ip. 


7902230093 DOCKET 50-389 Midland Plant, Unit 1 
Forwards advance copy of Revision IB tO' FSAR. 
HOWELL, 8, H, Consumers Power Co. 79/02/16. 798pp 


7908010174 DDCKET 50-329 Midland Plant, Unit 1 

Forwards Amend 50 to application for const permit !< 
operating licenses. 

HOWELL, 9. H. Consumers Power Co, 79/01/89, 2pp. 


7902060190 DOCKET 50-329 Midland Plant, Unit 1 

Forwards affidavit confirming distribution of Amend 58 
(Revision 5 to Environ Rept) to application for const 
permits C, licenses. 

DAOUD, L. Consumers Power Co. 79/02/02, 4pp. 


7902140102 DOCKET 50-329 Midland Plant. Unit 1 

Responds te 7Q10I1 request for addl info for review of 
environ rept t, forwards Rept 1966, "Archaeological l< 
Historical Investigations of Floodplan Area, Midland, HI. " dtd 
Jan 1 979. prepared by Commonwealth Assoc i atos. Inc. 

HOWELL. 8. H. Consumers Power Co, 79/02/00. Ip 


7902140107 DOCKET 50-329 Midland Plant, Unit 1 

Rept 1966: "Archaeological !. Historical Investigations of 
Floodplain Area. Mid land, Ml. " 

F 1 TTINO. J. E, , LARSEN. C.E.. KERN.J. R. Consumers Power Co. 1966. 
79/01/31, 69pp, 


7902230061 DOCKET 00-389 Midland Plant, Unit 1 

Informs that TRADOC Pamphlet 350-30. " In t erservice Procedures 
for Instructional Sys Development" referenced In NUREG-0219 
is available in microfiche form from NRC, 

DEBAW, W. J. Division of Document Control. 70/11/20. 3pp 


7901820206 DDCKET 50-389 Midland Plant. Unit 1 

Forwards NUREO/CR-400, "Risk Assessment Review Group Rept to 
the US NRC" for parties of the proceed ing. NRC developing 
policy statement re rept. 

OLHSTEAD, H. J. Office of the Executive Legal Director, 79/01/10 
Ip. 


7902230084 DOCKET 50-329 Midland Plant. Un 1 1 1 

Environ Rept <3 volsl {, FSAR (24 volsl will be sent In (WK 
Marshall, if desired. 

OIBBB.M.E, Isham, Lincoln i, Beale, 79/01/10, Ip. 


7902220203 DOCKET 50-329 Midland Plant. Unit 1 
Notification of appearance by PM Murphy, atty, on behalf of 
Consumers Power Co. 

MURPHY, P.M, Isham. Lincoln I, Beale. 79/01/31. Ip. 

7902220205 DOCKET 50-329 Midland Plant, Unit 1 

Notification of appearance by JE Clpriano, atty. on behalf of 
Consumers Power Co, 

CIPRIAND. J. E, Isham. Lincoln 6 Deale. 79/02/02. Ip. 

7902820209 DOCKET 50-329 Midland Plant. Unit 1 

Notification of appearance by L Daoud, atty, on behalf of 
Consumers Power Ce. Certi f Icate of Sve end. 

DAOUD, L. Consumers Power Co, 79/01/23. 3pp, 

7902280243 DOCKET 50-329 Midland Plant, Unit 1 

Terminates special proceeding u/prejudice t, withdraws all 
charges. Approves it orders Implementation of terms one 
through eight of 700321 motion St stipulation, 

CHILK, S. J. Office of the Secretary of the Commission, 79/08/02. 


7902820282 DOCKET 50-329 Midland Plant, Unit 1 

Consumer Power Co's motion for extension of time until 
790330 to submit info re disclosure due to recent retention 
of counsel. Certificate of Bve end. 

CHARNOFF. 0. , REYNOLDS, H, D. Shaw, Pittman, Potts, 1< Trowbridge. 
7 t/ 02/0!5. 3pp. 
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7702220240 DOCKET 50-327 Midland Plant, Unit 1 

Natificatdon of appearances hv 0 Charnoff t, WD Reynolds on 
behalf of Consumers Pouer Co Certificate of Svc end. 

CHARNOFF, G, , REYNOLDS, W D. Shaui, Pittman, Potts, D Troubridge. 
79/02/05 2pp 


7902230090 DOCKET 30-329 Midland Plant, Unit 1 

Responds to NRC 701226 Itr re deviations noted In IE Inop 
Repts 30-329/70-16 & 50-330/78- 1 6. Corn ec t i ve at 1 ona: p Ip Ing 
fabricator t< supplier are being consulted re V-notch chnrpy 
test spec imon. Use of A8ME Code will be evaluated. 

HOWELL, 6. H, Consumers Power Co. 79/01/27. 4pp. 


7902220219 DOCKET 50-329 Midland Plant, Unit 1 

Order granting eilension of time to Consumers Power Co tc all 
parties until 790330 to provide info re disclosure issue. 

MILLER, n E Ato.mic Safety and Licensing Board Panel. 79/02/09. Ip. 


7902010033 DOCKET 50-329 Midland Plant, Unit 1 

Forwards Amend 37 to app 1 lea t ion, FSAR Revision 17, which 
suppls portion of Revision 17 submitted 7901 iQ. Provides addl 
info U ref drawings. 

HOWELL, S H Consu.ners Power Co. 79/01/23. 2pp. 


7902010056 DOCKET 50-329 Midland Plant, Unit I 

A.meno 57 to ap p 1 1 ca t ion. FSAR Revision 17, submitted in 
support of const permits l< license app 1 ica t i ons. Incl udes 
addl info & minor changes. 

» Consumers Power Co, 79/01/25. 700pp. 


7902060240 DOCKET 50-329 Midland Plant, Unit 1 

Forwards Certificate of Svc for Amend 57 (Revision 17 to 
FSAR) to application for const permits. 

BACON, U. L Consumers Power Co. 79/02/01. 2pp. 


7902230002 DOCKET 50-329 Midland Plant, Unit 1 

Forwards advanced copy responses to NRC 790110 Itr 
reguesting addl info. Mill respond to remaining questions l< 
positions by 790220. Contains new D revised FSAR pages marled 
as Revision 10. 

HOWELL, B. H. Consumers Power Co. 79/02/02. 150PP. 


7902210031 DOCKET 50-329 Midland Plant, Unit 1 
Lists project reviews for neit five ACRS full committee 
nettings. 

CROCKER. L.P. Division of Project Management. 79/02/05. 2pp. 


7902260014 DOCKET 50-329 Midland Plant, Unit 1 

Forwards IE Insp Repts 50-329/70-16 t, 50-330/78-16 on 
781113-16 6 notice of deviation. 

KEISHMAN, R. F. Region 3, Chicago, Reactor Construction 6 
Engineering Support Branch. 70/12/26. 2pp. 


7902210200 DOCKET 50-329 Midland Plant, Unit I 

Forwards IE Dullstin 79-01, ‘'Environ Qualification of Class 
IE Equipment." W/list of 11 systematic evaluation program 
plants far which no action is required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/02/09, 
Ip- 


7902270332 DOCKET 30-329 Midland Plant, Unit t 

Forwards IE Info Notice 79-03, "Limltorquo Valve Geared 
Limit Switch Lubricant. ” 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/02/09. 
Ip- 


7902020245 DOCKET 50-329 Midland Plant, Unit 1 

Porwards Bechtel nonconformance repts, Bechtel QA findings, 
Bechtel QA requests, mgt corrective action repts, DfcW 
nonconformance repts ?< Consumers Power Co nonconformance 
repts written or closed during Dec 1970. 

HOWELL, S.H, Consumers Power Co. 79/01/25. 280pp, 


7902010360 DOCKET 50-329 Midland Plant, Unit I 

Ack receipt of interim rept dtd 790112 on small break 
analysis. 

HEISHMAN, R. F. Region 3, Chicago, Reactor Construction S, 
Engineering Support Branch, 79/01/22. Ip. 


7902050074 DOCKET 50-329 Midland Plant, Unit i 

Final rept re Class IE station battery reportable design 
deficiency. Deficiency corrected by release of approved 
design change adding isolation bars to battery racks. 
HOWELL, S, H. Consumers Power Co. 79/01/31, tp. 


7902050219 DOCKET 50-329 Midland Plant, Unit 1 

Interim rept on reactor bldg spray piping support w/locol 
pipe stresses at point of anchor attachment exceeding code. 
Finds six anchors for each unit have stresses approx 654 over 
code al lowables. Next rept will be 790323. 

HOWELL, S.H. Consumers Power Co. 79/02/01. 2pp. 


7902260016 DOCKET 50-329 Midland Plant, Unit 1 
Notice of deviation from insp on 701113-16 
HEISHMAN. fi.F Region 3, Chicago, Reactor Construction & 

Engineering Support Branch. 76/12/15, Ip, 


7902200552 DOCKET 50-329 Midland Plant, Unit I 

Ack receipt of interim rept dtd 790117 re component 
qualification test documentation re-review. 

HEISHMAN, R. F. Region 3, Chicago, Reactor Construction fc 
Engineering Support Branch, 79/02/02. Ip. 


7902260020 DOCKET 50-329 Midland Plant, Unit I 

IE Insp Repts 50-329/70-16 t 50-330/78-16 on 781113-16. 
NoneompliancB noted: deviation re safely-related piping sus. 
LEEiE^H., DANIELSON, D. H. Regions, Chicago, Office of the 
Director. 76/12/15. 5pp. 

7902280220 DOCKET 50-329 Midland Plant, Unit I 

Forwards IE Insp Repts 30-329/70-10 6 50-330/70-10 on 
781130-1201. No noncompliance noted. 

HEISHMAN, R. F_ Region 3, Chicago, Reactor Construction {> 
Engineering Support Branch, 79/01/12. 2 pp. 

7902200224 DOCKET 50-329 Midland Plant, Unit I 

IE Imp Repts 50-329/70-10 J, 50-330/70-10 on 701130-1201 No 
noncompliance noted. Major areas inspected: qual ity records 
review for electrical cables 6 components 

Sar’^an ; BAHRETr.P. A., SPESSARD, R. L. Region 3, Chicago 
Reactor Construction (> Engineering Support Branch. 79/01/00 


7902120106 DOCKET 50-329 Midland Plant, Unit I 

79-01. "Dergen-Paterson Hydraulic 
Bfiocfc 4f Swav ArrBsfeorB fHSSA). 

KEPPLER, J.O. Region 3. Chicago, Office of the Director. 

7902260092 DOCKET 30-329 Midland Plant. Unit I 

'“"^ersation re 790207 meeting at site. Will 
status of const insp program, status & results of 

personml*: 3 ">9* «- supervisLy 

Emimerlna%, ‘='>‘«® 90 , Reactor Construction t 

Engineering Support Branch, 79/02/03, Ip, 


4pp. 


79/02/02, 


7902200561 DOCKET 50-329 Midlanii Plant, Unit I 

Ack receipt of interim rept dtd 790115 re electrical 
penetration assembly. 

HEISHMAN, R. F. Region 3, Chicago. Reactor Construction (< 
Engineering Support Branch. 79/02/02. Ip, 

7902050022 DOCKET 50-330 Midland Plant, Unit 2 

Bummariies 781211 appeal meeting re staff position on cold 
shutdown capability per 8RP (NUREO-75/007) , Revision 1 to 
Section 5. 4, 7, Applicant response is insufficient *, matter 
remains unresolved. 

HOOD, D. Light Water Reactors Branch 4. 79/01/17, 17pp. 

7902010179 DOCKET 50-330 Midland Plant, Unit 2 
Amend 50 to application for const permits t< operating 

ecology, electric transmission 
mitigation archaeological sites on 
Tlttabewassee to Kenowa/Thetford transmission line 
• Consumers Power Co, 79/01/29, 50pp. 

7902130061 DOCKET 50-330 Midland Plant, Unit 2 

‘"J floodplain mgt to continue 

BFolu u i application for operating license. 

KfetfAN.w. H. Environmental Project Branch 2, 79/01/31. 3 pp. 

7902150403 DOCKET 50-330 Midland Plant, Unit 2 
Forwards rept BAW-14B5 dtd June 1978, "Pressure Vessel 

Assembly Reactors" supporting 
temp 9®**'’'* Teactor vessel overpressor I ta t ion a t low 

HOWELL, S. H. Consumers Power Co. 79/02/00. Ip, 


7902^0006 DOCKET 50-329 Midland Plant, Unit I 
Ack receipt of 790127 Ur informing NRC of steps taken to 
50-330/70-1 ”*'*** 50-329/78-16 t< 

^ISHHAN.R, F. Region 3, Chicago. Reactor Construction 
Engineering Support Brench. 79/0S/06. ip. 


7902150409 DOCKET 50-330 Midland Plant, Unit 2 
Reactors*"'^***** Fluence Analysis for 177 Fuel Assembly 
K Consumers Power Co, DAM-14BS. 78/06/30, 6Bpp. 


rnuAanq rian;;j unit S 

RevTsIan a ^ Standby Generator" 
info ‘I! »'®9P0RS0 to NRC request for addl 

InPo.Rept available in Central File®. 

HQHELLf B. H. Consumers Power Co. 79/02/00. Ip. 
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7902800061 DOCKET 90-330 Midland Plant, Unit 2 

Forwardt tuppl oloctTical tc Instrumentation control drawlnas 
t( tables per Reg Oulde 1. 70, Revi i ion 8. Replaces previous 
drawings. M/1900 drawings available in Central Piles. 

HOWELfc., B. H. Consumers Power Co, 79/02/09. Ip, 


7902010053 DOCKET 50-330 Midland Plant. Unit 2 

Forwards Amend 57 to appl Icat ion, F8AR Revision 17. which 
suppls portion of Revision 17 submitted 7901 18. Provides addl 
info t( ref drawings. 

HDHELL, 9.H. Consumers Power Co. 79/01/29. 8pp. 


7902230093 DOCKET 90-330 Midland Plant, Unit 2 
Forwards advance copg of Revision IB to FSAR. 
HOWELL, 9. H. Consumers Power Co. 79/02/16, 790pp. 


7902010174 DOCKET 90-330 Midland Plant, Unit 2 

Forwards Amend 50 to application for const permit 1< 
operating licenses. 

HOWELL, a, H. Consumers Power Co. 79/01/29, 2pp. 


7902060198 DOCKET 90-330 Midland Plant, Unit 2 

Forwards affidavit confirming distribution of Amend 58 
(Revision S to Environ Reptl to application for const 
permits b licenses. 

DAOUD, L. Consumers Power Co. 79/02/02. 4pp. 


79021401B2 DOCKET 50-330 Midland Plant, Unit 2 

Responds to 7B1011 reRuest for addl info for review of 
environ rapt b forwards Rept 1966, ''Archaeological b 
Historical Investigations of Floodplan Area, Mid land, HI, ” dtd 
Jan 1979, prepared bg Commonwealth Assoc ia tea, Inc. 

HOWELL, S, H. Consumers Power Co. 79/02/00,’ Ip. 


7902140187 DOCKET 90-330 Midland Plant. Unit 2 

Rept 1966: "Archaeological b Historical Investigations of 
Floodplain Area, Mid land, MI. " 

FITTINO, J. E. , LARBEN, C.E. , KERN, J. R. Consumers Power Co, 1966. 
79/01/31. 69pp. 


7902230061 DOCKET 90-330 Midland Plant, Unit 2 

Informs that TRADOC Pamphlet 350-30, "Interservl'ce Procedures 
for Instructional 8gs Development" referenced In NUREO-0219 
is available In microfiche form from NRC. 

BESAW, W. J. Division of Document Control. 70/11/20. 3pp, 


7901220286 DOCKET 50-330 Midland Plant, Unit 2 

Forwards NUREO/cn-400, "Risk Assessment Review Group Rept to 
the US NRC" for parties of the proceeding. NRC developing 
policg statement re rept. 

OLMSTBAD, W. J. Office of the Eieeutlve Legal Director. 79/01/10, 
Ip, 


7902010056 DOCKET 50-330 Midland Plant, Unit 2 

Amend 57 to app 1 ieatlon, FSAR Revision 17, submi tted in 
support of const permits b license applications. Includes 
addl info b minor changes. 

» Consumers Power Co, 79/01/25. 700pp, 


7902060240 DOCKET 50-330 Midland Plant. Unit 2 

Forwards Certificate of 8ve for Amend 57 (Revision 17 to 
FBAR) to application for const permits, 

BACON, J. L. Consumers Power Co. 79/02/01, 2pp. 


7902230082 DOCKET 90-330 Midland Plant, Unit 2 

Forwards advanced copg responses to NRC 79O'110 Itr 
requesting addl info, Will respond to remaining questiona b 
positions bg 790220. Contains new b revised FSAR pages marked 
as Revision ID. 

HOWELL, B. H, Consumers Power Co. 79/02/02. 190PP. 


7902210031 DOCKET 90-330 Midland Plant, Unit 2 

Lists project reviews for next five ACRS full committee 
meetings. 

CROCKER, L, P. Division of Project Management. 79/02/05. 2pp. 


7902260014 DOCKET 50-330 Midland Plant, Unit 2 

Forwards IE Insp Repts 50-329/78-16 b 90-330/78-16 on 
701113-16 b notice of deviation. 

HEISHMAN. R. F, Region 3. Chicago. Reactor Construction b 
Engineering Support Branch. 70/12/26, 2pp. 


7902260016 DOCKET 50-330 Midland Plant, Unit 2 
Notice of deviation from insp on 701113-16. 

HEISHMAN. R, F. Region 3. Chicago. Reactor Construction b 

Engineering Support Branch. 78/12/19. ip. 


7902260020 DOCKET 50-330 Midland Plant. Unit 2 

IE Insp Repts 50-329/70-16 b 50-330/78-16 on 781113-16, 
Noncomplianco noted: deviation re safetg-re lated piping sgs. 
LEE.E. W. . DANIELSON. D, H. Region 3. Chicago, Office of the 
Director, 7S/i2/l9. 9pp. 


7902230004 DOCKET 50-330 Midland Plant, Unit 2 

Environ Rept (3 vole) b PEAR (24 vole) will be sent to WK 
Marihall, if desired. 

GIBBS, M.E. Isham, Lincoln b Deale. 79/01/10. Ip. 


7902280220 DOCKET 90-330 Midland Plant. Unit 2 

Forwards IE Insp Repts 50-329/70-18 b SO-33O/7B-10 on 
701 130-1201 . No noncompl lance noted. 

HEISHMAN, R. F. Region 3. Chicago, Reactor Construction b 
Engineering Support Branch. 79/01/12. 2pp. 


7902220203 DOCKET 90-330 Midland Plant, Unit 2 

Notification of appearance bg PM Hurphg, attg, on behalf of 
Consumers Power Co. 

MURPHY,P.M. Isham, Lincoln b Deale. 79/01/31. Ip. 


7902220205 DOCKET 90-330 Midland Plant, Unit 2 

Notification of appearance bg JE Clpriono, attg, on behalf of 
Consumers Power Co. 

CIPRIANO, J. E. Isham, Lincoln b Beale. 79/02/02. Ip. 


7902220209 DOCKET 50-330 Midland Plant, Unit 2 

Notification of appoarance bg L Daoud, attg, on behalf of 
Consumers Power Co. Certificate of Svc encl. 

DAOUD, L. Consumers Powor Co. 79/01/23. 3pp. 


79022B0243 DOCKET 50-330 Midland Plant, Unit 2 

Terminates special proceeding w/prejudlce b withdraws all 
charges, Approves b orders implementation of terms one 
through eight of 7S0321 motion b stipulation. 

CKILK, 8. J. Office of the Secretarg of the Commission. 79/02/02. 

6pp. 


7902220222 DOCKET 50-330 Midland Plant, Unit 2 

Consumer Power Co's motion for extension of time until 
790330 to submit info re disclosure due to recent retention 
of counsel. Certificate of Svc encl. 

CHARNOFFiO., REYNOLDS, W. B. Shaw, Pittman, Potts, b Trowbridge. 
79/02/05. 3pp. 


7902220240 DOCKET 90-330 Midland Plant, Unit 2 

Notification of appearances bg 0 Charnoff b WO Regnolds on 
behalf of Consumers Power Co. Certificate of Bvc encl. 
CHARNDFF,0., REYNOLDS, W. D. Shaw, Pittman, Potts, b Trowbridge. 
79/02/08. 8pp. 


, uuur.c( ou-uju midland Plant, Unit h: 

IE Imp Repts 5O-329/7B-10 b 80-330/78-lB on 7811 30-1201, No 
nontompHance noted. Major areas inspec ted : qoal itu records 
■review for electrical cables components. 

MAXWELL-O.F., BARRETT, P. A., SPESSARD, R, L, Regions, Chicago, 
Reactor Construction b Engineering Support Branch, 79/01/03, 4pp. 


uuLnei oo-aso Midland Plant, Unit 2 
Forwards IE Info Notice 79-01, "Dergen-Paterson Hgdraulle 
Shock k Suay Arreitars <HSSA). 

KEPPLEftfJ. 0. Region 3/ Chlcagor Office of the Director 
Ip, 


79/02/0^. 




..ew.wMM I aviivf WI<4V 48 

confirms phone conversation ro 790207 meeting at site. Will 
discuss status of const insp program, status b reeults of 
overview program" b changes in Region 3 mgt b supervisor, j 
personnel, ' ' 

HEISHMAN, R. F, Region 3, Chicago. Reactor Construction b 
Engineering Support Branch. 79/02/09. Ip. 


7902230086 DOCKET 90-330 Midland Plant, Unit 2 

Ack receipt of 790127 Itr Informing NRC of steps taken to 
SO*'330/7B*r6*^*'"'* Repts 50-329/78-16 b 

HEISHMAN, R. F. Region 3, Chicago, Reactor Construction b 
Engineering Support Branch. 79/02/06. ip. 




Responds to NRC 701226 itr re deviations noted in IE Insp 
Repts 50-329/78-16 b 50-330/70-16. Corrective ac ions: p I p Ing 
fabricator b supplier are being consulted re V-notch eharnu 
test specimen. Use of A8ME Code will be evaluated. 

HOWELL, B, H. Consumers Power Co. 79/01/27, 4pp. 


7902220219 DOCKET 50-330 Midland Plant, Unit 2 

Order granting extension of time to Consumers Power Co b all 
parties until 790330 to provide info re disclosure issue. 

MILLER, M.E. Atomic Bafetg and Licensing Board Panel. 79/02/09. Ip. 


7902210200 DOCKET 50-330 Midland Plant, Unit 8 

Forwards IE Bulletin 79-01, "Environ Oual if ieatlon of Class 
IE Equipment. " W/list of ll sgstematic evaluation program 
plants for which no action is required, 

KBPPLER.d. 0, Region 3, Chicago, Office of the Director. 79/02/0*’ 
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7902270332 DOCKET 30-330 Midland Plant, Unit 2 

FoTuardi IE Info Notice 79-03, "L iiti torque Valve Oeared 
Limit Switch Lubricant." 

KEPPLEfl, J. 0. Region 3. Chicago, Office of the Director. 79/02/09, 
ip 


79O227O3S0 DOCKET 30-331 Duane Arnold Energg Center 
Forwards 790222 "Duane Arnold Energg Ctr Recirculation 
Inlet Safe-End Repair Program SuppI," augmenting repts of 
7B0731 «< 7B12O0. 

LIU, L. Iowa Electric Light l< Power Co. 79/02/22. Ip. 


7902020243 DOCKET 50-330 Midland Plant. Unit 2 

Forwards Qechtel nonconformance repts, Bechtel QA findings, 
Bechtel OA requests, mgt corrective action repts, B&U 
nonconformance repts L Consumers Power Co nonconformance 
repts written or closed during Dec 1976. 

HOWELL, 8. H. Consumers Power Co. 79/01/25. 220pp. 


7902010360 DOCKET SO-330 Midland Plant, Unit 2 

Act receipt of interim rept dtd 790112 on small break 
anolgsls. 

HEISHMAH, R. F. Region 3, Chicago, Reactor Construction ti 

Engineering Support Branch. 79/01/22, Ip. 


7902050074 DOCKET 50-330 Midland Plant, Unit 2 

Final rept re Class IE station batterg reportable design 
def lelencg. Def ic iencg corrected bg release of approved 
design change adding Isolation bars to batterg racks. 
HOWELL. 8. H. Consumers Power Co. 79/01/31. Ip. 


7902270372 DOCKET 50-331 Duane Arnold Enorgg Center 
"Recirculation Inlet 'Safe-End Repair Program Suppl. '• 
Discusses accep tab 1 1 Itg of recirculation safe-end welds 
2 ti 6, procedure for recoverg of one lead plug, loose parts 
analgsis b crack growth. 

* Iowa Electric Light & Power Co. 79/02/22. 112pp. 


79022B0300 DOCKET 50-331 Duane Arnold Energg Center 

Requests eitenslon of required completion date for operator- 
training $< written exams to 790301, Includes Class II review 
action fee. 

TUTHILLiS. J. Iowa Electric Light Sc Power Co. 79/02/23, Ip, 


7902010303 DOCKET 50-331 Duane Arnold Energg Center 

Forwards Insp Rept 30-331/70-29 on 781121-22 S< notice of 
violation. 

DAVIS. A. D. Region 3, Chicago, Fuel Facilitg S< Materials safetu 
Branch. 70/12/20. 2pp. 


7902050219 DOCKET 50-330 Midland Plant, Unit 3 

Interim rept on reactor bldg sprag piping support u/local 
pipe stresses at point of anchor attachment exceeding cods. 
Finds six anchors for each unit have stresses approx 6'i over 
code a t lowables. Nei t rept will be 790323. 

HOWELL<S. H. Consumers Power Co. 79/02/01. 2pp. 


7902230552 DOCKET 50-330 Midland Plant, Unit 2 

Acl receipt of interim rept dtd 790117 re component 
qualification test documentation re-review. 

HEISHMAH, R. F. Region 3. Chicago, Reactor Construction fc 
Engineering Support Branch. 79/02/02. Ip. 


79022 B0561 DOCKET 50-330 Midland Plant, Unit 2 

Atk receipt of interim rept dtd 790115 re electrical 
penetration assembig. 

HEIBHHAN, R, F. Region 3, Chicago, Reactor Construction I, 
Engineering Support Branch. 79/02/02, Ip. 

7902220119 DOCKET 50-331 Duane Arnold Energg Center 

Informs that TRADOC Pamphlet 330-30, "Interservice Procedures 
for Instructional Sgs Development" referenced in NUflEO-0219 
Is available In microfiche form from NfiC. 

BESAH.H. J, Division of Document Control, 79/01/09. 2pp. 


7902020166 DOCKET 50-331 Duane Arnold Energg Center 

Informs NRC that const «< checkout of hardware mods committed 
to In modified amended securitg plan will not be completed 
on 790223, Forwards proposed compensatorg measures. Details 
withheld Iref 10CFR2, 790). 

LIEtL. Iowa Electric Light t, Ppwer Co. 79/01/19. Ip. 


7902060201 DOCKET 50-331 Duane Arnold Energg Center 

Informs of second delag In submittal of fire haiard analgsis 
due to need for revisions. Present schedule will have no 
effect on completion of mod listed In Table 3. 1 of license 
amend SER. 

LlUiL, Iowa Electric Light t> Power Co. 79/01/30. Ip. 


7902000239 DOCKET 50-331 Duane Arnold Energg Center 
Submits copies of plant security project schedule. 

LIU,L. Iowa Electric Light & Power Co. 79/02/01, 7pp. 


7902210220 DOCKET 50—331 Duane Arnold Energg Center 

Forwards Endorsement 39 to Policy NF-214 1. Endorsement 32 to 
Policy MF-72. Endorsements represent advance premium, std 
premium reserve premium endorsement for 1979. 

LOUENSTEIN, R. Lowens te 1 n, Newman, Rei s, Ax e Irad ti Toll. 79/02/15 
3pp. 


79022803B5 DOCKET 50-331 Duane Arnold Energg Center 

As followup to NRC 701115 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
general contents of manual. 

Assistant Director for Engineers 4, Projects. 

79/01/10, 5pp. 


7902010310 DOCKET 50-331 Duano Arnold Energg Center 
Notice of violation from insp on 701121-22. 

a Region 3, Chicago, Fuel Facility t. Materials Safetu aranch. 
78/12/26. Ip. 


7902010313 DOCKET SO-331 Duane Arnold Energg Center 

IE Insp Rept 50-331/70-29 on 701 121-22. Noncomp 1 lance noted: 
testing of some effluent monitoring age not done at required 
frequeneg tc failure to analyie liquid effluant eample prior 
to folvois. 

MILLER, 0. E. , FISHER, H.L. Region 3, Chicago, Fuel Facilitg (< 
Materials Sefetg Branch. 70/12/26. 7pp. 

7902260093 DOCKET 50-331 Duane Arnold Energg Center 
Forwards IE Insp Rept 50-331/78-34 on 701210. 

KEPPLERiJ. 0. Region 3, Chicago, Office of the Director. 79/01/lS, 
2pp. 


7902260097 DOCKET 50-331 Duane Arnold Energg Center 

IE Insp Rept 50-331/78-34 on 701210. No noncomp 1 lance noted. 
Major areas inspected : weld Ing' deficiencies. 

KEPPLER, J. 0, . HEI9HMAN, R, F. , FOSTER, J.E. Region 3. Chicago. 
Office of the Director, 79/01/12, 9pp, 


7902120009 DOCKET 50-331 Duane Arnold Energg Center 
Forwards IE Info Notice 79-01 , "Dergen-Paterson Hgdraulic 
Shock L Swag Arrestors IHSSA). 

KEPPLERtJ. 0. Region 3, Chicago, Office of the Director. 79/02/02, 

ip. 


7902210207 DOCKET 50-331 Duane Arnold Energg Center 

Forwards IE Dulletln 79-01, "Environ Qualification of Class 
IE Equipment." H/llst of 11 systematic evaluation program 
plants for which no octlon is required. 

KEPPLER,J. 0. Region 3, Chicago, Office of the Director. 77/02/09. 
Ip- 


7902270350 DOCKET 50-331 Duane Arnold Energg Center 

Forwards IE Info Notice 79-03, "Limltorque Valve fleered 
Limit Switch Lubricant." 

KEPPLEfi.J. 0. Region 3, Chicago, Office of the Director. 79/02/09. 
ip- 


7902220099 DOCKET 50-331 Duane Arnold Energg Center 
Forwards monthly operating rept for Jan 1979. 

HAMMOND, E.L. Iowa Elactrlc Light 6 Power Co. 79/02/lS. Ip. 


7902220101 DOCKET 50-331 Duane Arnold Energy Center 
Monthly operating rept for Jan 1979. 

VAN8ICKEL.J. Iowa Electric Light $, Power Co. 79/02/14. Spp. 

7902020239' DOCKET 50-331 Duane Arnold Energg Canter 
Forwards LER 70-O36/O3L-O. 

HAMMOND, E. L, Iowa Electric Light & Power Co, 79/01/26. Ip. 


7902220257 DOCKET 50-331 Duane Arnold Energy Center 
Responds to 790111 request for review of paper "Vent 
Clearing During Simulated LOCA in a Mark I BUR 
Pressure-Suppression Sys, " Recommends paper be accepted for 
pub 1 icat 1 on. 

0RIME8,C. Plant Systems Branch, 79/01/31. 2pp. 


7902060195 DOCKET 50-331 Duane Arnold Energy Center 

Submits Dee 1970 program activity review, comprised of info 
monthly rept, w/section on contrai 
6 billing status removed. Lists meetings held & provides 
task-by-task activity summary. 

79 / 02 / 05 '^' 10 *^'’*’ Electric Co., Nuclear Energy Products Di 


DOCKET 50-331 Duane Arnold Energg Center 
LER 7S-036/03L-0 on 701227: core loading was conducted with 
standby diesel generator 10-21 inoperable w/p tilting 
redundant generator 10-31. Caused bg misunderstanding of Tech 
Spec requirements, 

VAN SICKEL, J. losia Electric Light ti Power Co, 79/01/26. Ip. 


DOCKET 50-331 Duan# Arnold Energij Ctnter 
Forwards final version of "Metell urgical Investigation of 
ip Reactor Vessel Noiile Safe-End." Photographs l< 
supporting documentation end. 

LlUiL. Iowa Electric Light & Power Co. 79/01/30. ip. 
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790at80tA4 DOCKET SO-331 Duane Arnold Energg Center 

“Motel lursieel Invoeti jati on of Cracking In Reactor Vessel 
Noitle Bafo-End. “ 

BUROHARDi H. C. ) QURSLEj A. J. loua Electric Light t> Pouer Co. 
8WRI0a~93B9--00'l, 7S/12/S6. 129pp. 


'’90226Q93f> DOCKET 90-332 Barnuell Reprocessing Plant 

Forwards IE Info Notice 79-02, '"Attempted Extortion - Lou 
Enriched U- “ 

0 'REILLY, J. P. Region 2, Atlanta. OPfiee of the Director. 
7^/02/02. Ip. 


7902820119 DOCKET 90-333 James A. FitxPatriek Nuclear Power Plant 
Informs that TRADOC Pamphlet 350-30, ” Intcrservice Procedures 
for Instructional 8ys Development'' referenced in NUREO-O2i9 
is available In microfiche form from NRC. 

BEBAM, M. J. Division of Document Control. 79/01/09. 2pp. 


7902120203 DOCKET 90-333 James A. FitiPatrlck Nuclear Power Plant 
Transmits schedules it scope of Phase 2 uiork for questions 
PF-S, -1 1. -19, -20, -28, -23, -27i -32 Ic -36 re fire protection 
program. 

EARLY, P. J. Pouer Authority State of Neu York. 79/02/OS. 6pp. 


7902210197 DOCKET 50-333 James A. FitiPatrlck Nuclear Power Plant 
Forwerds Rtvlsion 9 to facllltg securitg plan. Enel withheld 
(ref 10CFR8. 790). 

BERRY, 0. T. Power Authority State of New York. 79/08/14. Ip. 


79028702S1 DOCKET 90-333 James A. FitiPatrlck Nuclear Power Plant 
Requests deletion of Item 2 of implementation schedule 
submitted on 790214. Item was erroneously submitted, 

MALTESE, H. J. Power Authority State of New York. 79/02/20. Ip. 


7902260343 DOCKET 90-333 James A. FitiPatrlck Nuclear Power Plant 
Forwards licinseis responses re DMR purging b venting. 

BRUNNER, E.J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch, 76/09/12. 3pp. 

7902140218 DOCKET 90-333 James A. FitiPatrlck Nuclear Power Plant 
Foruardt binders I, sett of divider tabs for use ui/NE0D-21Q8Q 
•'Mark 1 Containment Program Load Definition Rept. " 

SOBONiL. J. Oaneral Electric Co. .Nycloar Energy Products Oiv. 
79/Ol/OB, 8pp. 


7902280389 DOCKET 90-333 James A. FitiPatrlck Nuclear Power Plant 
As followup to NRC 731119 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
general contents of manual. 

ORIMES.B. K. Assistant Director for Engineers 8< Projects. 
79/01/18. 9pp. 


7902220297 DOCKET 90-333 James A. FitiPatrlck Nuclear Power Plant 
Responds to 790111 request for revieui of paper “Vent 
Clearing During Simulated LOCA in a Mark I QNR 
Fresiure-Suppres sion Bye." Recommends paper be accepted for 
publ Icatlon. 

ORIMES.C. Plant Systems Branch. 79/01/31. 2pp. 


7902000199 DOCKET 90-333 James A, FitiPatrlck Nuclear Pnwer Plant 
Bubmlts Dec 1973 program activity review, corapri sed of info 
from selected sections of monthly rap t, w/sectlon on contract 
& billing status removed. Lists meetings held it provides 
task-by-tash activity summary. 

80DON,L.0. Oaneral Electric Co. , Nuclear Energy Products Dlv. 
79/02/09. 10pp. 


7902090290 DOCKET 80-333 James A. FitiPatrlck Nuclear Power Plant 
Forwards application for amend to license re proposed Tech 
Spec changes, revising reqtiirementt for radiation dose rate 
monitoring device In high radiation area. Class III filing 
fee of 44,000 forwarded under protest. 

EARLY. P.J. Power Authority State of New York. 79/02/07. Ip. 


7902090293 DOCKET 90-333 James A. FitiPatrlck Nuclear Power Plant 
Application for amend to License DPR-99. W/encl proposed 
changes to Tech Specs re requirements for radiation dose 
rate monitoring device in high radiation area it supporting 
Info. 

EARLY. P.J, Power Authority State of New York. 79/02/07. 6pp, 


7902140279 DOCKET 90-333 James A. FitiPatrlck Nuclear Power Plant 
Ack receipt of 781119 Itr requesting that util submit 
license amend application to incorporate requirements of 
10CFR90 App I into Tech Specs within 90 day s. Requires addl 
tinciulll respond by 790416. 

EARLY. P.J. Power Authority State of New York. 79/08/03, Ip. 


7902010271 DOCKET 50-333 James A. FitiPatrlck Nuclear Power Plant 
Forwards IE Circular 79-02. "Failure of 120 Volt Vital AC 
Power Supplies, '' 

ORIER, O.H. Region 1, Philadelphia, Office of the Director. 
79/01/16. Bpp. 


79020500B6 DOCKET 50-333 Jamas A. FitiPatrick Nuclear Power Plant 
Ack receipt of 790105 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept S0-333/7Q-24. 

ORIER. D. H. Region 1. Philadelphia. Office of the Director. 
79/01/17, Ip. 


7902090089 DOCKET 90-333 James A. FitiPatrick Nuclear Power Plant 
Responds to NRC 790109 Itr re Violation noted in IE Insp 
Rept 90-333/78-24. Corrective ac t i ons: c 1 ean up crew 
instructed not to remove signs i> ropes in decontamination 
area. 

LEONARD, J.D. Pouier Authority State of New '/ork. 79/01/09. 3pp. 


7902050093 DOCKET 90-333 James A. FitiPatrick Nuclear Power Plant 
Forwards IE Insp Rept 90-333/70-24 on 781113-17 & notice of 
viol a tion. 

BRUNNER, E.J. Region 1, Philadelphia. Reactor Operations Nucleai 

Support Branch, 78/12/07. 2pp. 


7902050099 DOCKET 90-333 James A. FitiPatrick Nuclear Power Plant 
Notice of violatlnn from insp on 781113-17. 

» Region 1, Philadelphia, Office of the Director 78/12/06. 
ip. 


7902030097 DOCKET 50-333 James A. FitiPatrlck Nuclear Power Plant 
IE Insp Rept 90-333/70-24 on 701 1 1 3-17. None amp 1 iance noted- 
failure to control access to contaminated area. 

STETKA. T. F. . KALMAN, 0., MCCAOE, E. C. Region 1, Philadelphia. 

Reactor Operations Nuclear Support Branch. 70/12/06. t3pp. 


7902270209 DOCKET 50-333 James A, FitiPatrlck Nuclear Power Plant 
In response to 731120 Itr. items A & E of TE Insp Rept 
50-333/70-17 will be considorcif licensee identified items. 

SMITH. 0. H. Region 1, Philadelphia, Fuel Facility 1, Materials 

Safety Branch. 79/01/29. 2pp. 


7902270217 DOCKET 90-333 James A. FitiPatrick Nuclear Power Plant 
Detailed explanation of d isagreomen t with Insp Rept 
90-333/78-17 stating that items A. E t< F should not be 
Included In notice of violation App A. 

LEONARD, J.D. Power Authority State of Now Vork, 70/11/20. 7pp. 


7902270226 DOCKET 50-333 James A, FitiPatrlck Nuclear Power Plant 
Forwards IE Insp Rept 50-333/70-17 on 780911-15 & notice of 
vt ol ntten. 

SMITH, G. 11. Region I. Philadelphia, Fuel Facility C, Materials 

Safety Branch. 70/10/30. 2pp. 


7902270289 DOCKET 50-333 James A. FitiPatrlck Nuclear Power Plant 
Notice of violation from insp on 700911-15. 

a Region 1, Philadelphia, Fuel Facility Hotorials Safety 
Drancli. 70/10/26, 3p p. 


7902270202 DOCKET 90-333 Jemos A, FitiPatrlck Nucloar Power Plant 
IE Insp Rept 90-333/78-17 on 70091 1-1 9 None ompl iancos noted: 
plant radiological protection proc odures, al arm points h 
d 1 schargo con trol s, fai 1 ure to ealibr gamma rad monitor, 
failure td record discharDS temp, ET0 discharge Unit excess. 
SHANBAKY.M. M. , STOUR, J. P . Region I. Philadelphia, Fuel 

Facility it Materials Bafoty Drnnch. 73/10/26. Hpp. 


7902260084 DOCKET 90-333 Jamas A, FitiPatrick Nuelonr Power Plant 
Rosponds to IE Dullcttn 70— 14, "Deter 1 ora 1 1 on of Duna-N 
Components In ABCO Solenoids. " Mfg or packaging date of 
components In use thought to be 1969, Per 1 odic replacement 
schedule should be available In Mar 1979. 

LEONARD, J. D, Power Authority State of New York. 79/01/26 . 2pp, 


7902130007 DOCKET 90-333 James A. FitiPatrlck Nuclear Pouer Plant 
Forwards IE Info Notice 79-01 , "Derg en-Pater son Hydraulic 
Shock b. Sway Arrestors (KSBAI. '" 

GRIER, R. H. Region 1, Philadelphia, Dffkce of the Diroctor. 
79/02/02. 2pp. 


79022B0474 DOCKET 50-333 James A FitiPatrlck Nucloar Power Plant 
Forwards IE Qullotin 79-01, ''Environ Qua 1 1 f I cat Ion of Class 
IE Equipment. '' Vf/llst of 11 systomatlc evaluation program 
plants for which no action Is required. 

ORIER, 0. H. Region 1, Philadelphia, Office of the Director. 
79/02/08, 8pp. 


7908130096 DOCKET 90-333 James A, FitiPatrick Nucloar Power Plant 
Forwards monthly operating rept for Jan 1979. 

LEONARD, J. D. Power Authority Btotc of New Vork. 79/02/08. Ip. 


7902130098 DOCKET 90-333 James A. FitiPatrick Nuclear Power Plant 
Monthly operating rept for Jsn 1979. 

ZUFELTi E. Power Authority State of New York, 79/01/31. 7pp. 


7902060224 DOCKET 50-333 James A. FitiPatrick Nucloar Power Plant 
Forwards LER 79-001/03I.-0. 

LEONARD, J. D. Power Authority State of New York. 79/01 /.3l. Ip. 
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790206022S DOCKET 50-333 James A, FitiPatrick Nuclear Pomer Plant 
LER 79-001/03L-0 on 7901 05: f ai 1 ure to perform core 
performance surveillance on 731210 & 701223. Currently 
devolopinj surveillance test checkoff list, to ensure that 
test is not overlooked again. 

CHILDS. H V, Pouier Authority State of New York 79/01/31, 2pp. 

79020603li DOCKET 50-333 James A. FitiPatrick Nuclear Power Plant 
Forwards LER 79-002/03L-0. 

LEONARD, J.D Power Authority State of New York, 79/01/31 Ip. 

79020*0321 DOCKET 50-333 James A. FitiPatrick Nuclear Power Plant 
LER 79-002/03L— 0 on 79010B: flow biased portion of average 
power range monitor “B" inoperab 1 e. Caused by operational 
amplifier fai lore. Circui t board replaced 

CHILDS. H.V. Power Authority Stale of New York, 79/01/31. 2pp. 

7902130113 DOCKET 50-333 James A. FitiPatrick Nuclear Power Plant 
Forwards LER 79-003/03L-0, 

LEONARD, J.D Power Authority State of New York, 79/02/09, Ip. 

790213011* DOCKET 50-333 James A. FitiPatrick Nuclear Power Plant 
LER 79-003/03L-0 on 7901 t 5: during malnsteam flow, 
surveillance procedure instrument 02-DPIS-llAD found set at 
HO psid.2 psid above Tech Spec mai due to drift in 
differential pressure switch. 

CHILDS, H V. Power Authority State of New York. 79/02/09, 2pp. 


790206020B DOCKET 50-334 Deaver Jail eg Pouier Station, Unit 1 
Forwards draft revisions to amended physical Sdcurity plan. 
Plan withheld (ref !0CFR2. 790). 

MARQUARDT, W, H, Duquesne Light Co. 79/02/02. 2pp, 

7902260299 DOCKET 50-334 Deaver Valley Power Station, Unit 1 
Forwards modified amende^J security plan. Submittal updates 
plan submitted on 770523. Plan withheld (ref 10CFR2. 790). 
DUNN, C, N, Duquesne Light Co. 79/02/21, Ip. 


7902260456 DOCKET 50-334 Deaver Valley Power Station, Unit 1 
In response to 701201 Itr, forwards suppl implementation 
schedule for fire protection commitments re equipment 
instal lation. 

DUNN, C, N. Duquesne Light Co. 79/02/21. 3pp. 


79020S0262 DOCKET 50-334 Deaver Valley Power Station. Unit 1 
Forwards Endorsement 2 to ANI Binder ED-50 Si tIAELU Binder 
XD-58 which sets forth premium for 1979 re secondary 
financial protection. 

HARNETT. J.E. Conover S< Associates, Inc. Insurance. 79/01/23. 3pp. 


7902080265 DOCKET 50-334 Deaver Valley Power Station, Unit 1 
Forwards Endorsement 30 to ANI Policy NF-226 Si Endorsement 
25 to HAEUU Policy MF“S7i both for calendar year 1979. 

BARNETT. J.E. Conover & Associates. Inc, Insurance. 79/01/23. 3pp, 


7902220012 DOCKET 50-333 James A. FitiPatrick Nuclear Power Plant 
Forwards LER 79-004/03L-0, 

LEONARD, J, D, Power Authority State of New York. 79/02/13. Ip. 

7902220015 DOCKET 50-333 James A. FitiPatrick Nuclear Power Plant 
LER 79-004/03L-0 on 7901 19: while performing Operations 
Surveillance Test F-St-76D, water leak noted on post 
indicator valve 76-FPS-30 S. discovered water leaking from 
lubrication line. Caused by shovel cut during snow removal. 
CHILDS, H.V. Power Authority State of New York, 79/02/13. 2pp. 

7902220031 DOCKET 50-333 James A FitiPatrick Nuclear Power Plant 
Forwards LER 79-005/04L-0 


LEONARD, J D. Power Authority State of New York. 79/02/14. 


Ip- 


50-333 James A. FitiPatrick Nuclear Power Plant 
LER 79-005/04L-0 on 790124, apparent eicessive solution 
release from makeup water treatment waste neutrallier tanks 
to circulating water discharge tunnel noted. Calculations 
show Tech Specs not eiceeded. 

CHILDS. H.V. Power Authority Slate of New York, 79/02/14, 3pp. 

7902230035 DOCKET 50-333 James A. FitiPatrick Nuclear Power Plant 
Forwards LER 79-006/03L-0. 

LEONARD, J.D, Power Authority Stale of New York. 79/02/16, Ip. 

7902230083 DOCKET 50-333 James A. FitiPatrick Nuclear Power Plant 
LER 79-006/03L~0 on 790 124 , ground fault on 125 volts DC 
station battery A noted Caused by bellows failure Ipretaure 
twitch circuit) on safety relief valve. 

CHILDS. H. V. Power Authority State of New York, 79/02/16. 4pp. 

7902230136 DOCKET 50-333 James A FitiPatrick Nuclear Power Plant 
Forwards LER 79-007/03L-0, 

LEONARD. J.D, Power Authority Slate of New York. 79/02/16, ip, 

50-333 James A. FitiPatrick Nuclear Power Plant 
on 790125: jet pomp operability surveillance 
had not been conducted on 790123-24 as required. Procedures 
subsftquflntli^ revised. 

CHILDS, g.v, Power Authority State of New York. 79/02/16, 2pp, 

7902260391 DOCKET 50-333 James A FitiPatrick Nuclear Power Plant 
Forwards LER 79-003/03L-0. cuwer rianx 

LE40NARD, J, D. Power Authority State of New York. 79/02/20. Ip. 

7902260394 DOCKET 50-333 James A. FitiPatrick Nuclear Power Plant 
LER 79-00a/03L-0 on 790125 core performance surveillance 
not done on 790)20-22, Operations surveillance test for daily 
checks was being developed to include check-off of 
;;®R‘'lTements, Caused by operator error, 

CHILDS. H. V. Power Authority State of New York, 79/02/20. 2pp. 

7902220119 DOCKCT 50-334 Deaver Valley Power Station, Unit 1 

P«"Phlet 350-30, "Interservic# Procedures 
for Instructional Sys Development" referenced in NUREe-0219 
microfiche form from NSC. 

DESAH. W. J. Division of Document Control. 79/01/09, 2 pp. 

Station, Unit I 

fnr Tevisions to amended physical security plan 

Revisions included introduction, 
oP J ettives, Organ i lal i on restructuring, emp loyee 
screening program change. W/o end, * e s 

MARQUARDT. M, M. Duquesne Light Co, 79/01/26. Ip, 


7902260385 DOCKET 50-334 Deaver Valley Power Station. Unit 1 
As followup to NRC 701115 request for submittal of Offsite 
Dose Calculation Manual for approval , forwards guidelinas for 
general contents of manual. 

ORIMES, D.K, Assistant Director for Engineers S. Projects. 
79/01/10. 5pp. 

7902050066 DOCKET 50-334 Deaver Valley Power Station. Unit 1 
Agrees generally u/780717 util analysis of potential 
consequences of oil pipeline fai lure. Analysi s is sufficient 
only for Deaver Valley (, is conditional upon the pioelina 
loca t ion, conf igura t ion Si operation not changing. 

SCHWSNCER.A. Operating Reactors Branch i, 79/01/19. 3pp. 

7902050070 DOCKET 50-334 Deaver Valley Power Btation. Unit t 
Safety evaluation supporting reevaluation of petroleum 
product pipeline across site. 

» Office of Nuclear Reactor Regulation. 79/01/19. 7 pp. 

7902140166 DOCKET 50-334 Beaver Valley Power Station. Unit 1 
Bummarlies 790123 meeting held to discuss containment liner 
weld channels at facility. NRC requested util formally 
document info presented oral ly. Supp'or ting documentation 
tnc 1 . 

HIOOINOTON. D. Operating Reactors Branch 1, 79/01/29. 25pp. 

7902130195 DOCKET 50-334 Deaver Vallajy Power Station. Unit 1 

tb proposed Tech Spec change to allowable 
nuNM ? core radli^’l peaking factor iFiij). 

DUNN, C. N, Duquesne Light Co. 79/02/00. 5pp, 

7902140131 docket 50-334 Deaver Valte.y Power, Station. Unit 1 
Responds to NRC 701120 itp re conta'inment Urging during 
normal operation. Reviewed design of safety actuation signals 
other u*’ signal dt^'ei not inhibit 

nnw^r ki® i ^ subatmosph e'r 1 c coT^ditlone, 

DUNN.C.N, Duquesne Light Co. 79/02/08, 2pp. 

7902220057 DOCKET 50-334 Beaver Valley Power Btation. Unit i 
As result of 790125-26 meeting, core, boring' program is 

analysis HI n «a"'Pl»is for Jiiquefac tion 

’^ability improvement if 
nnwMr complete ac t i vi 1 1 es ty 790430. 

DUNN.C.N. Duquesne Light Co. 79/02/12, 2pp, 

7902010237 DOCKET 50-334 Deaver VaUey Power Btation. Unit 1 
Po^rsJpMlel""*"" Vital AC 

7?/0m6”'.Bpp'’®®‘“" Offl'c. of the Director. 

7902130026 DOCKET 50-334 Deaver Valley PoweH Btation. Unit I 

ShocrL%'.^ 79-01. "D.rgen-Paterson Hyd;au?lc 

Shock U Sway Arrestors (HSSA). " 

79)o2)02''’ 2 pp”"®‘°" Offl'c* of the Director. 

7902230405 DOCKET 50-334 Beaver Valleu Powari Bfcation urn k , 
Forwards IE Bulletin 79-01. "Envli:^ oSat if l':? on' of cJal, 

danSr^rwhlch^io*' It “ RYaluS?lorprog?ir’ 

no.co Which no action is required. 

W02>oa' Philadelphia, Office of the Director. 

7902120061 DOCKET 50-334 Deaver Valley PoweM Station, Unit 1 
nMkiM*^'^?. '"""hhlg operating rept for Jan 1979. 

DUNN.C.N, Duquesne Light Co. 79/02/07. Ip, 
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7908120062 DOCHET 50-334 Beavep Valley Power Station, Unit 1 
Monthly operating rept for Jan 1979, 

WITKOWBKV. F. P. Dugueene Light Co. 79/08/05, 6pp. 


79020608B2 DOCKET 50-334 Beaver Valley Power Station, Unit i 
Forward » LER 7B-066/03L-0. 

MERLINS, J. A. Duqueene Light Co. 79/01/30. 2pp. 


790B0602B5 DOCKET 50-334 Beaver Valley Power Station, Unit 1 
LER 78-066/03L-0 on 781230; nol ther containment eump pump 
would operate, due to mlsadjusted impeller U bad bearing^. "A" 
pump readjusted li '‘B” pump relaced. Pumps returned to normal 
SVC. 

WERLINO. J. A. Duquesne Light Co. 79/01/30. ip. 


7908090319 DOCKET 50-334 Beaver Valley Power Station, Unit 1 
Forwards LER 79-002/03L-0 fc 79-003/03L-0, 

MERLINS, J.A. Duquesne Light Co. 79/02/02. 2pp. 

7902090324 DOCKET 50-334 Beaver Valley Power Station, Unit 1 
LER 79-002/03L-0 on 790103; reae tor trip «< safety injection 
occurred. During recovery, 1C charging pump had low discharge 
pressure due to faulty rotating element In pump. 

MERLINS, J. A. Duquesne Light Co. 79/02/02. Ip. 


7902090331 DOCKET 50-334 Beaver Valley Power Station, Unit 1 
LER 79-003/03L-0 on 790102; Increasing containment air 
partial pressure observed, IB containment vacuum pump motor 
running, but pump not turning due to seized rotor on pump. 
MERLINS, J. A. Duquesne Light Co. 79/02/02. ip. 


7902210259 DOCKET 50-334 Beaver Valley Power Station, Unit 1 
Forwards LER 77-10S/031-1. 

UERLINO.J.A. Duquesne Light Co. 79/02/13. 2pp. 


7902210261 DOCKET 50-334 Beaver Valley Power Station, Unit 1 
'LER 77-103/03L-1 on 77101 1 ; during 18-month sorvaillance 
testing, 13 hydraulic snubbers appeared to have suspect 
lockup ti bleed rate valves. All snubbers have been rebuilt b 
tested to new generic values. 

MERLINS, J. A. Duquesne Light Co. 79/02/13. 2pp, 


7902260346 DOCKET 50-334 Beaver Valley Power Station, Unit I 
Forwards LER 79-006/03L-0. 

MERLINS, J. A. Duquesne Light Co. 79/02/20. 2pp, 


7902260349 DOCKET 50-334 Beaver Valley Power Station, Unit i 
LER 79-006/03L-0 on 790120; vital bus Inverter 3 failed 
resulting In loss of voltage on bus. Caused reactor to trip 
on false Indication of 1C reactor coolant pump breaker 
opening. Fai lure caused by faulty components in inverter. 
MERLINS, J. A. Duquesne Light Co. 79/02/20. Ip. 


7902280119 DOCKET 50-335 St, Lucie Plant, Unit 1 

Informs that TRADOC Pamphlet 350-30, •' Interservica Procedures 
for Instructional Sys Development" referenced in NUREO-0219 
is available in microfiche form from NRC. 

BESAM, M. J. Division of Document Control. 79/01/09. 2pp. 


7902010152 DOCKET 50-335 St, Lucie Plant, Unit 1 

Requests 60-day eztension to respond to NRC 781229 Itr. Ltr 
requested comments b implementation schedule for staff 
poslttons generated as result of 7B120B fire protection site 
visit. 

UHRIO, R. E. Florida Power b Light Co. 79/01/26, Ip. 


7902260313 DOCKET 50-335 St, Lucie Plant, Unit 1 

Forwards changes to Revision 0 to security plan dated 
7B1O10 in response to NRC 790126 ltr. Enel withheld 
(ref 10CFR2. 790), 

UHRIO, R.E. Florida Power b Light Co. 79/02/20. Ip. 


7902060252 DOCKET 50-335 St. Lucie Plant, Unit t 

Forwards Endorsement 2 to Policies )(0-25i XD-26 b XD-S9. 
FIELDER, J, Marsh b McLennan, Inc, 79/02/02. 5pp. 


7902120173 DOCKET 60-335 St. Lucie Plant, Unit 1 
Forwards Endorsement 29 to NELIA Policy NF-227. 
FIELDER, J. Marsh b McLennan, Ine. 79/08/06, 2pp. 


7902210174 DOCKET 50-335 St. Lucie Plant, Unit 1 

Forwards remittance of *13,634.63 Indemnity fee for License 
DPR-67 for period 79021 1-S00210. 

UHRIO, R.E. Florida Power b Light Co. 79/02/12. 2pp. 


7902230162 DOCKET 50-335 St. Lucie Plant, Unit I 

Forwards Endorsement 83 to MAELU Policy MF-BB. Amends 
Condition 4 to reflect new pool capacity. 

DUCKiJ. R. Marsh b McLennan, Ine. 79/02/16. 2pp. 


7902260454 DOCKET 50-335 St Lucie Plant, Unit 1 

Forwards Endorsement 30 to ANI Policy hJF-227. Endorsement 
amends 1979. advance premium to reflect a refueling shutdown 
DUCK, J. R. Marsh b McLennan, Inc. 79/02/19. 2pp. 


7902060025 DOCKET 50-335 St Lucie Plant, Unit 1 

Forwards Amend 29 to License DPft-67<EIA b notice of 
i ft suanc e/noQa 1 1 ve declaration. 

REIDrR, H. Operating Reactors Branch 4, 79/01/24. 3pp. 


7902060029 DOCKET 50-335 St. Lucie Plant, Unit 1 

Amend 29 to License DPR-67 changes App B administrative 
controls of Tech Specs to delete certain environ monitoring 
requirements b authoriie a 2 F increase in temp of condenser 
cooling water. 

REID,fi,H, Operating Reactors Branch 4. 79/01/24. 29pp. 


7902060032 DOCKET 50-335 Bt, Lucie Plant, Unit I 

EIA supporting Amend 29 to License DPfi-67. Dlseusse s 
requested organizational changes, data cul lec tion, monitor ing 
requirements b temp change limit for condenser cooling 
water. No EIB required. 

* Office of Nuclear Reactor Regulation, 79/01/24. 6pp. 


7902060036 DOCKET 50-335 St. Lucie Plant, Unit t 

Notice of issuance of Amend 29 to License DPR-67 b negative 
declaration for EIS. 

RElDiR.M. Operating Reactors Branch 4. 79/01/24. 3pp. 

7908000244 DOCKET 50-335 St. Lucie Plant, Unit 1 

Supports proposed eztension of Pri ce— Anderson provisions re 
indemnification of spent nuclear fuel, regard 1 ess of whore 
fuel Is stored. 

UHRIO, R.E. Florida Power b Light Co. 79/01/29, Ip, 


7902090336 DOCKET 50-335 St. Lucie Plant, Unit 1 

Suppl to 790105 ltr. Informs of intent to justify unlimited 
purging of containment during operati on. Eva luation to be 
completed 790601. Number b duration of purges will bo 
minimized. No interim limit on purging established. 
UHR10,R.E, Florida Power b Light Co. 79/02/01. Ip. 


7902120193 DOCKET 50-335 St. Lucie Plant, Unit I 

Submits info re steam generator cleaning process solvent 
formulation. Info withheld (ref 10CFR2. 790), Affidavit end. 
UHRIO, R.E, Florida Power b Light Co. 79/02/05. 5pp. 


7902200029 DOCKET 50-335 Bt, Lucie Plant, Unit 1 

Responds to 790123 ltr b forwards *2,800 payment for 700905 
b OB amend requests. 

UHRIO, R.E. Florida Power b Light Co. 79/02/07. 2pp. 


7902150385 DOCKET 50-335 8t. Lucie Plant, Unit 1 

Forwards request to amend App A of License DPR-67, In 
response to Condition 0 of End I to license. Util b St Lucie 
Facility Review Group have found no unresolvod safety issues 
in end safety evaluation. M/o amend request. 

UHRIO, R.E, Florida Power b Light Co, 79/02/09. 4pp. 


7902870305 DOCKET 50-335 St, Lucie Plant, Unit 1 

Requests amend to App A of License DPR-67 re engineered 
safety features response time on containment isolation 
function. Proposed amend b safety evaluation end 
UHRIO, R.E. Florida Power b Light Co. 79/02/81. 5pp. 


7908260106 DOCKET 50-335 9t. Lucie Plant, Unit 1 

Forwards IE Info Notice 79-01, "Bcrgerz-Palerson Hydraulic 
Shock b Sway Arrestors (HSSA)." 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/02/02. 5pp. 


7902120221 DOCKET S0-33S 8t. Lucie Plant, Unit 1 

Forwards IE Bulletin 79-01, "Environ Oual if I cat inn of Class 
IE Equipment. " 

0 'REILLY, J. P. Region 2, Atlanta, OPfice of the Director. 
79/02/05. 2pp. 


7902810156 DOCKET 50-335 St. Lucie Plant, Unit 1 

Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." U/list of 11 systematic evaluation program 
plants for which no action is required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
79/02/0B, 2pp, 


7902280105 DOCKET 50-335 St, Lucie Plant, Unit 1 

Forwards IE Info Notice 79-03, "Liml torque Valve Oeared 
Limit Switch Lubricant. " 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/02/09. 2PP. 


7902010164 DOCKET 50-335 St. Lucie Plant, Unit 1 
Forwards RO 335-D-7S-09 on 781227, 

UHRIO, R.E. Florida Power I, Light Co, 79/01/18, tp 



DOCKETED ITEMS 


79020J0169 DOCKET 50-335 St, Lucie PUntp Onit I 

RQ 335-D-7B-09 on 781227; condenser temp rise in eccess of 
24 p. Cause described jn previous R0-335-7B-03. 04, 07 J< 09. 
Awaiting licensing action on request to allow condenser temp 
limit to be increased to 265 F. 

* Florida Power ti Light Co 79/01/lB 2pp. 


790201019B DOCKET 50-335 St, Lucie Plant, Unit I 
Forwards SO 335-13-79-01 on 790105. 

OHRIO. R.E Florida Power ti Light Co. 79/01/19 Ip, 


7902010163 DOCKET 50-335 St. Lucie Plant, Unit 1 

RO 335-D-79-01 on 790105: thermograph was displaced from 
monitoring location. Buog support broke during storm. Ouog was 
replaced 6 thermographs were installed. 

• Carolina Power t, Light Co. 79/01/19. 2pp. 

79D2070087 DOCKET 50-336 Millstone Nuclear Power Station, Unit 2 
Forwards NSC position re deficiency in modified amended 
security plans to provide opportunity for util to 
incorporate suggested add i tion. Reviews appeal process. 

Details withheld iref 10CFR2. 7901 

ZIEMANN, 0. L, Operating Reactors Draneh 2. 79/01/25. Ip, 


7902280455 DOCKET SO-336 Millstone Nuclear Power Station, Unit 2 
Requests addl info re financing of refueling outage bldg 
const. U/encl questionnaire 

ZIEMANN, D.L. Operating Reactors Branch 2, 79/01/22, 4pp, 


7902130092 DOCKET 50-336 Millstone Nuclear Power Station, Unit 2 
Forwards Endorsement 52 for Policy MF-52i effective 790101, 
SEGEB.R M. Northeast Utilities 79/02/06. 3pp. 


7902260294 DOCKET 50-336 Millstone Nuclear Power Station, Unit 2 
Proposes amend to License DRR-65. Proposed changes include 
core performance characteristics (< safety analyses re 
operation at 2,700 MHt, 

C0UNS1L,W.0. Northeast Uti 1 i ties. 79/02/12, 400pp. 


7902210234 DOCKET 50-336 Millstone Nuclear Power Station. Unit 2> 
Informs that requested submittal date of 790213 for 
radiological effluent Tech Specs cannot be achieved due to 
several specified reasons. Tech Specs will be ready 790309 
for Unit I U 790323 for Unit 2. 

CQUNStL.U. 0. Northeast Utilities. 79/02/13. 2pp. 


7902140367 DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 
Forwards IE Insp Repts 50-245/79-37 «< 50-336/78-34 on 
791204-08. No noncompliance noted. 

CARLSONiR.T. Region 1, Philadelphia. Reactor Construction (. 

Engineering Support Branch. 79/12/29. 2pp. 


7902I4037B DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 
IE Insp Repts 50-245/79-37 8. 50-336/70-34 on 781204-00. No 
noneumpl lance noted. Major areas insp: spent fuel rack mod 
including procurement, receipt, installation, testing (. 
procedural controls. 

FA8ANQ. A. N. I FEIL, R. A. , EDNETER.9. D. Region 1, Philadelphia, 

Reactor Construction t< Engineering Support Branch. 7B/12/92. 9pp, 


7902010270 DOCKET 50-336 Millstone Nuclear Power Station. Unit S 
Forwards IE Circular 79-02, "Fal lure of 120 Volt Vital AC 
Power Supp lies. " 

GRIER. B.H. Region 1, Philadelphia. Office of the Director. 
79/01/16. Bpp. 


7902130167 DOCKET SO-336 Millstone Nuclear Power Station. Unit 2 
Forwards certified copies of Endorsement 57 to Polity NF-173 
re premium amend of Condition 4 for 1979, 

SEGER, R.M, Northeast Utilities 79/02/06. 2pp, 


7902200067 DOCKET SO-336 Millstone Nuclear Power Station. Unit 2 
Forwards Endorsement 2 to NELIA Binder E0-i5. eD-16, XB-1 S l< 
lCO-16 for calendar year 1979, extending binder protection 
through 1979. 

SEGER, n.M. Northeast Utilities, 79/02/09. 9pp, 


7902210031 DOCKET SO-336 Millstone Nuclear Power Station. Unit 3 
Vists project reviews for next five ACRS full committee 
meetings. 

CROCKER L, P. Division of Project Management, 79/02/05. 2pp. 


7902260343 DOCKET 50-336 Millstone Nuclear Power Station, Unit 2 
Forwards licensees responses re BUR purging U venting. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch, 76/05/12. 3pp. 


79021 2020B DOCKET 50-336 Millstone Nuclear Power Station, Unit 3 
Responds to 780419 Itr. Forwards evaluation program including 
planned insps of control element assembly guide tubes in 
order to assess performances of sleeved guide tubes. 

COUNSIL, 14. G. Northeast Utilities, 79/01/24. 3pp. 


7902IB0189 DOCKET 50-336 Millstone Nuclear Power Station, Unit 2 
Forwards proposed revisions to Environ Tech Specs submitted 
790203 8< 791020, Requests portions not affected by proposed 
radiological effluent changes be reviewed separately. 

CDUNS1L,W. 0, Northeast Utilities 79/02/02. 6PP. 


7902140215 DOCKET 50-336 Millstone Nuclear Power Station, Unit 2 
Responds to NRC verbal request for addl info on proposed 
mod: to Tech Specs re ECCS performance calculations for 
charging pump flow. No plant mod is necessary & there is no 
change in valve motion or operability requirements. 

COUNSIL.W. G Northeast Utilities, 79/02/06 2pp. 


79081 S03S5 DOCKET 50-336 Millstone Nuclear Power Station, Unit 2 
Ack receipt of 781222 Itr re NRC position on fee 
requirements for amends to application proposing changes to 
ETS 1. Safety Tech Specs. Action has been deferred by NRC so 
previous fee payment is inappropriate. 

COUNSIL.W. G. Northeast Utilities 79/02/06. ip. 


7902150356 DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 
Ack receipt of 780203 Itr re proposed minor changes to 
ETS. Action to be deferred on request because implementation 
of App i Tech Specs will cover items proposed. 

ZIEMANN. D.L Operating Reactors Branch 2. 78/12/05. Ip 


7902150359 DOCKET 50-336 Millstone Nuclear Power Station, Unit 
Forwards App 1 model Tech Specs intended to provide guidance 
re equipment i> administrative requirements specs. Requests 
submittal of license amend application reflecting applicable 
specs. W/o enc 1. 

GRIMES, U.K Assistant Director for Engineors 5. Projects. 
70/07/1 l ip 


7902080064 DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 
Ack receipt of 701222 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-245/78-29 «, 
50-336/70-24. 

BRUNNER, E, J. Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch, 79/01/24. Ip. 


7902080067 DOCKET 50-336 Millstone Nuclear Power Station, Unit 2 
Responds to NRC 781023 Itr re violations noted in IE Insp 
Repts 50-245/78-29 U 50-336/78-24. Corr ee t Ive actions; ltd 
precaution entered in all ays procedures when equipment 
responds to an accident signal. 

COUNSIL.W. 0, Northeast Nuclear Energy Co. (Northeast Utilitiosl. 
78/12/22. 2pp. 


7902060294 DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 
Forwards page accidentally omitted from recent submittal on 
inservlcB insp program. 

CQUNSIL, W, 0. Northeast Utilities, 79/01/31. 2pp. 


7902130022 DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 
Forwards IE Info Nnticn 79-01 . “Dergen-Pater son Hydraulic 
Shock ii Sway Arrestors (HSSA)." 

DRIER, B.H. Region 1. Philadelphia, Office of the Director. 
79/02/02, 2pp. 


7902280477 DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." W/list of 11 systematic evaluation program 
plants for which no action is required, 

GRIER. B.H. Region 1, Philadelphia, Office of the Director. 
79/02/09. 2p p . 


7902220096 DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 
Forwards monthly operating ropt for Jan 1979. 

OPEKAi J, F. Northeast Utilities. 79/02/13. ip. 


7902220087 DOCKET 50-336 Millstone Nuclear Power Station, Unit 2 
Monthly operating rept for Jan 1979,W/encl refueling info 
request. 

HDHLETT, e, H, Northeast Utilities. 79/02/05. 1 Ipp. 

7902230147 DOCKET 50-336 Hi 11 stone Nuclear Power Station. Unit 2 
Monthly operating rept for Jan 1979, 

HDWLETT.G.H, Northeast Utilities. 79/02/05. 5pp. 

7902260281 DOCKET 50-336 Millstone Nuclear Power Station, Unit 2 
Forwards LER 7B-016/iP. 

FERLAND.E, J. Northeast Nuclear Energy Co. (Northeast Utilitiee). 
76/07/36. 3pp. 


7902050195 DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 
Forwards LER 7Q-034/03L-0. 

OPEKA. J, F. Northeast Utilities, 79/01/26. ip. 


7902050199 DOCKET 50-336 Millstone Nuclear Power Station. 
LER 7e-034/03L-0 on 761 227 : dur 1 ng -surve i 11 anc e. sve water 
Isolation valve 2-SW-3. 2A failed to close. Caused by 
actuating air flow being blocked. 

MCCANN, W, J, Northeast Utilities, 79/01/25. Ip. 


Unit 2 



DOCKETED ITEMS 


^8?4 DOCKET 90-336 Mill»fcone Nucie-ar Power Station. Unit S 
«rd« LEB 79-001/03L-0, 

Morth»a»t Utllitle*. 79/03/03, ip. 

.^60396 DOCKET 90-336 Millstone Mud ear Power Station. Unit 3 
ft 79-001/031,-0 on 790105: during normal op erat i on. f ail ure 
Invarter 4 interrupted 120V vital AC power to Channel D 
*ponente. Inverter malfunction caused bg failure of several 
paeltors (Cl) Bi osc 1 1 la tor board (SCl-PU-l 163) . 

TESi R. 14. Northeast Utilities. 79/03/02. Ip. 


.0138 DOCKET 50-336 Millstone Nuclear Power Station. Unit 3 
,3rds LER 79-002/03L-0. 

0. F- Northeast Utilities. 79/03/08. Ip, 


**30130 DOCKET 80-336 MiUstons Nutloar Power Station. Unit 2 
79 ’*.o 02 / 03 L -0 on 7901 16: fo Hawing return to suh-c r 1 1 1 ce 1 
todltionsi invostiaations showed faultg position indication 
le* control olament assemblv 63, Indleating about 6 steps 
oh. Caused bg position indication unit drift. 
ijTEBj H. M. Northaast Utllltlos. 79/oa/OB. Ip. 


,0102 DOCKET 50-33B North Anna Power Station. Unit 1 
,iP in opposition .bo Intervention of Citiiens Energy Forum 
.-fcomac Alliance re proposed spent fuel storage pool 
,ntlon. Urges haste in denying Intervention. W/Cortlflcate 
a. VC. 

elN.M.H.r CHRIBTMAN. J. N. , HINACA.J.M. Honton 4< Williams. 
>1/17. 34pp. 

20148 DOCKET 80-330 North Anna Power Station. Unit 1 
■receipt of Coalltton 790114 Itr which has been forwarded 
'Omneel for both parties. 

SNi-J. North Anne EnvlrDninentel Coalition. 79/01/17. ip. 

;JO230 DOCKET 50-330 North Anna Power Station. Unit I 
■ponee by util to HRC 790109 evaluation at pumphouse 
Stlement. Asts for me* aliawabl# average svc' water 
element of .33 feet & revision of Tech Bpee 4.7.13.1. 

♦ Ifleabe of Svc end. 

I8TMAN. J. N. Hunt on t Will lame. 79/01/19, Spp. 


7902080317 DOCKET 50-338 North Anna Power Station, Unit 
Endorsements 3 to Binders E3-27 U ED-28, w/changes in 
liability for VA Electric h Power Co. 

GERAS. T. NucIbbt Energy Liability Insurance Association, 79/01/12 
ip- 


7902200025 DOCKET 30-338 North Anna Power Station,, Unit 1 
Endorsement for calendar gear 1979 for NELIA Policy NF-1&6. 
• Virginia Electric 1< Power Co. 79/01/20. Ip. 


7902260461 DOCKET 50-338 North Anna Power Station, Unit 1 
Endorsement S3 to NELIA Policy NF-240 for calendar year 
1979, 

• Nuclear Energy Liability Insurance Association, 79/01/20. Ip. 


7903080100 DOCKET 90-338 North Anna Power Station, Unit J 
Forwards Endorsement 13 to MAELU Policy MF-96. 

KELLEY, P.L. Johnson 6 Higgins Insurance, 79/01/31, 2pp 


7903070082 DOCKET 50-338 North Anna Power Station, Unit 1 
Confirms 790133 phone conversation. Requests security badge 
for AH Johnson to allow him access to protected area. 

KENNAitl.D. Region 2, Atlanta. Safeguards Qrandh. 79/01/34. Ip. 

7902090291 DOCKET S0-33S North Anna Power Station, Unit 1 
Forwards safety evaluation relating to 700501 request for 
authorl lat Ion to increase storage capacity of spent fuel 
storage pool. N/o enc 1 

PARRjO. D. Light Hater Reactors Dranch 3. 79/01/31. Ip- 


7902270240 DOCKET SO-330 North Anna Power Station. Unit t 
Forwards substitute page for heat load comparison table 
originally submitted 780801 . Correc ts typographical error, 
BTALLINOSi C. M. Virginia Electr ic 6 Power Co 79/02/20. 2pp. 


7903080130 DOCKET 30-33B North Anna Power Station. Unit 1 
Forwards IE Insp Rept 50-338/70-44 on 781306-00. No 
noncomp 1 1 ante noted. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
70/12/27. 2pp. 


8SQ1S4 DOCKET 50-330 North Anna' "Pouier Stotiei*. Unit I 
wiard* aAND77“l927 "Tramp or t of Radionuclides in Urban 
iron*! Working Draft Aeeesement. " W/o end. 

DBENfli S. C. Office of the Eieeutive Legal Director, 79/01/28. 


'BO094 DOCKET 30-330 North Anna Power Btatlon, Unit I 
aPTeae 701219 denial of intervention, finding sufficient 
■reei In the proceeding in pati ttoners ' geographical 
Mlmlty to & recreational activity In the vicinity of 
tlity. 

LO, M. E. Atomic Safety and Lleenslng Appeal Panel. 79/01/26. 


7902080143 DOCKET 80-338 North Anna Power Station. Unit 1 
IE Insp Rapt 50-330/78-44 on 701206-00. No none ompl lance 
noted. Major areas inspected: data collected on settlements of 
svc water pump house h licensee action re settlement 
surveys. 

LENAHAN, J, J. , DRVANT. J, C. Region 2. Atlanta. Reactor Construction 

I< Engineering Support Branch, 78/12/27. 9pp. 


7903260117 DOCKET 30-330 North Anna Power Station. Unit 1 
Forwards IE Insp Repts 50—330/70—40 6 50-339/78—35 on 
761106-1200. No noncompttance noted. 

LOMO, F. J, Region 2. Atlanta, Reactor Dperatlons Nuclear Support 

Dranch. 7B/18/29. 2pp. 


a0196 DOCKET 80-330 North Anna Power Station, Unit 1 
hae reviewed util response to NRC evaluation of 
.phousa settlement. Agraas that proposed Tech Spec 4.7. 
Inapproprlatti would require retroactive monitoring of 
und water flow rates. H/ettd change. 

.KBON, D. T. , Office of the Eseeutlve Legel Director. 


3. 1 

79/01/29. 


7902260122 DOCKET 80-338 North Anna Power Btatlon. Unit I 
IE Insp Repts 50-330/70-40 & 50-839/76-35 on 701 106-1200. No 
noncompUance noted. Major areas Inspec ted: LERs. spent fuel 
pit embedments, settlement of Class 1 structures, 
preop eratl one I testing t. sya comparison to F8AR drawings. 

KIDD, M. 0. . LEMI8.R. C. Region 2. Atlanta, Reactor Operations 

Nuclear Support Dranch. 70/12/30. Hpp 


170445 DOCKET 80-336 North Anna Power Stetlon. Unit 1 
.Meets ABLAB not to increase allowable eettlement. to hold 
■ ring. I< to investigate license revocation because util 
:ttheld haiardoue info. 

kliPBDN, F. C, Affiliation Unknown. 79/01/31. 3pp. 


7902260120 DOCKET 90-330 North Anna Power Station, Unit 1 
Forwards IE Insp Rept 90-330/78-43 on 781312-15. No 
nancompllance noted. 

BUTHERLAND, J. T. Region 3. Atlanta, Fuel Feclllty Materials 

Bflfoty Branch. 79/01/03, 3fp, 


kS27Q492 DOCKET 90-330 North Anna Power Station, Unit 1 
frge« NRC not to Increase allowable eettlement, to hold 
■•aringik to Inveetlgote possible tlcenee revoeotlon because 
•til withheld hacardous info. 

tTCHiB. AfflllatloTi Unknown. 79/02/01. 2pp. 

ka276470 DOCKET 90-330 North Anna Power Btatlon, Unit 1 
Irget NfiC not to increato allowable settlement, to hold 
• obllc hear.lngtb to Investtpate revocation of license 
••cauea util withheld haiardous info. 

ItUNDHALM, J. Affiliation Untnouin. 79/01/31. 2pp. 


>00213 DOCKET 80-338 North Anna Power Btatlon, Unit 1 
*arsament 39 to Policy MF-57ru/changes in liability for 
Electric fc Power Co. 

>A8,T. Nuclear Energy Llatility Ineuranee Aseoclitlon. 


70/12/14, 


)q0206 docket 80-330 North Anna Power Btatlon, Unit i 
• orsement 51 to NELIA Policy NF-10«;'>Ws'n»'»d Condition 4 
bodily injury or property damage .|^lKiranee costs for VA 
betrlc k Power Co. 3 ’’M-v; . 

^OC8,C.R. Nuclear Energy Liabtl Ity ' rnsorane e Aieociation. 
•*01/03. Ip. 


7908300131 DOCKET 50-338 North Anna Power Station. Unit 1 
IE Insp Rept 90-330/76-43 on 781213-15, No noncompl lance 
noted. Major areas Inspect ed ; qual if ieet ions L training of 
health physics personnel h licensee audits of radiation 
protection program. 

JENKINS. 0. R. < OJB0DN.A. F. Region 2, Atlanta, Fuel Facility k 

Materials Safety Dranch. 79/01/02, 5pp. 


7902820162 DOCKET 90-330 North Anna Power Station. Unit I 
Forwardi IE Insp Rept 80-330/70-42 on 701211-19 k notice of 
violation. 

LONG, F. J. Region 2, Atlanta, Reactor Operations Nuclear Support 

Dranch. 79/01/09. 2p. 


7902220169 DOCKET 50-339 North Anna Power Station, Unit 1 
Notice of violation from Insp on 7B1211-19. 

LONG, F. J. Region 2, Atlanta, Reactor Operations Nuclear 

Support Dranch. 79/01 /09. ip. 



DOCKETED ITEMS 


7902220167 DOCKET 50-33B NUTth Anna Power Station) Unit 1 
IE Insp ftept S0-33B/78-42 on 701 2i 1 - 1 5 None omp 1 1 anc a noted- 
turbine generator autoitiatic stop oil functional test not 
performed prior to reactor startup on 701025. *. 23 temporarg 
procedural changes not reviewed. 

e Region 2, Atlanta, Reactor Operations Nuclear Support Drancn, 

79/01/05 7pp 


7902010342 DOCKET 50-330 North Anna Power Station. Unit I 
Responds to 700914 app 1 ica t ion. uti I 7B0B22 Itr. !< 760903 
affidavit. Withholds Barton transmitter qualification tost 
rasults from disclosure (ref 10CFR2. 790). 

PARR. D D, Light Water Reactors Branch 3 79/01/22. 4pp. 


7902200020 DOCKET 50-330 North Anna Power Station. Unit 1 
Ack receipt of 790116 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50”33S/7S'^33. 

SUTHERLAND. J. T. Region 2. Atlanta. Fuel Facilitg 1< Materials 

Eafetg Branch. 79/01/26. Ip. 


7902150369 DOCKET 50-330 North Anna Power Station. Unit 1 
Forwards LER 79-005/01T-0 t< 79-008/01T-0. 

STALLINGS. C, H. Virginia Electric J< Power Co. 79/02/12. 


7902190372 DOCKET 50-330 North Anna Power Station. Unit 1 
LER 79-005/01T-0 on 790129: muff 1 ers for emergency 
generators not selsmlcally supported nor missile protected 


as required bg FSAR, Caused bg const error. 




7902150374 DOCKET 50-338 North Anna Power Station. Unit 1 

LgR 7g-00B/0iT-O on 790129: design flow of 37 gpm to charging 
pump coolers could not bo mot. Caused bg 2 inch corbon **•»* 
piping 8< charging pump skid piping being too large to allow 
adequate flow. 










7902190397 DOCKET 50-330 North Anna Power Station. Unit 1 
Forwards LER 79-006/03L-0, 

STALLINGS. C. M. Virginia Electric 8< Power Co. 79/02/12. ip. 


7902200031 DOCKET 50-33B North Anna Power Station. Unit 1 
Responds to NRC 790105 Itr re violations noted in IE Insp 
Rept 50-338/7S-33, Correc tive act ions: deta i 1 ed procedures 
manual covering nonrad i ological environ surveillance now in 
preparation. 

STALLINGS. C. M. Virginia Electric l< Power Co. 79/01/16, ip 

7902230139 DOCKET 50-338 North Anna Power Station, Unit 1 
Forwards IE Info Notice 79-01. “Qergen-Paterson Hgdraulic 
Shock li Swag Arrestors (HSSA), " 

O-REILLY, J, P. Region 2. Atlanta, Office of the Director. 
79/02/02. 5pp 

790-2120216 DOCKET 50-330 North Anna Power Station, Unit I 
Forwards IE Dulletin 79-01. "Environ Qualification of Class 
IE Equipment. " 

□ 'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/02/05. 2pp. 

7902210160 DOCKET 50-338 North Anna Power Station. Unit 1 
Forwards IE Dulletin 79-01, "Environ Qualification of Class 
IE Equipment." W/list of 11 sgstematlc evaluation program 
plants for which no action is required. 

O'REILLY. J.P Region 2. Atlanta, Office of the Director. 
79/02/00. 2pp. 


7902280163 DOCKET 50-338 North Anna Power Station, Unit 1 
Forwards IE info Notice 79-03. "Limltorque Valve Geared 
Limit Switch Lubricant." 

O'REILLV.J-P Region 2. Atlanta. Office of the Director, 
79/02/09. 2pp. 


7902150400 DOCKET 50-330 North Anna Power Station. Unit 1 
LEfl 79-006/03L-0 on 7901 1 1 : damag ed wiper seal found on 
hydraulic suppressor l-FW-HSS-233. Caused by poppet valves 
which control lock up rate being improperly set. Suppressor 
replaced w/operoble spare suppressor. No danger to public. . 
CARTWRIGHT. H. R. Virginia Electric t< Power Co. 79/02/05. 2pp. 


7902220002 DOCKET 50-330 North Anna Power 9tatlon. Unit I 
Forwards LERS 7B-0B0/03X-1. 70-1O7/O3X-1 «< 78-OOl/OlX-l. 
STALLINGS. C. M. Virginia Electric ti Power Co. 79/02/15. Ip. 


7902220005 DOCKET 50-330 North Anna Power Station, Unit 1 
LEU 7B-oao/03X-l on 70OBI9: unidentified reactor coolant 
leak of 1,93 gpm detected & repaired, but deviation rapt »< 

LER were not submitted, 

CARTWRIGHT, W. R. Virginia Electric 4. Power Co. 79/02/14. app. 


7902220006 DOCKET 50-333 North Anna Power Station. Unit 1 
LER 7a-107/03X-l on 781005: during steady state 1007. power 
operation, found that containment atmosphere particulate fc 
gas monitoring sgs were inoperable. Caused by repair of pump 
1-RM-159-D. 

CARTWRIGHT, W. R. Virginia Electric & Power Co, 79/02/14. app 


7902220009 DOCKET 50-338 North Anna Power Station. Unit t 
LER 79-OOl/OlX-l on 790103: potential nonconsorvat i am noted 
In calculations performed in monitoring a*lal power 
distribution FJ<2). Caused by omission of sys *< procedures 
used to monitor FJ(2). 

CARTWRIGHT. W. R. Virginia Electric & Power Co. 79/02/14. 2pp 


7902200045 DOCKET 50-330 Nor-th Anna Power Station. Unit 1 
Forwards monthly operating rept for Jan 1979, 

STALLINGS, C. t1 Virginia Electric t. Power Co, 79/02/13, ip. 

7902200046 DOCKET 50-330 North Anna Power Station. Unit I 
Monthly operating rept for Jan 1979, 

WOODS. D, C. Virginia Electric f. Power Co. 79/02/09. 5pp. 

7902020170 DOCKET 30-338 North Anna Power Station. Unit I 
Forwards LER 79-002/03L-0 4i 79-003/03L-0. 

STALLINGS. C, H. Virginia Electric ti Power Co. 79/01/30. Ip. 


7902020104 DOCKET 50-330 North Anna Power Station. Unit I 
LER 79-002/03L-0 on 790101 : during normal operation, pump 
l_Dt.)-p-(59A tripped on overload. Containment particulate 
sample flow was lost, rendering inoperable 1 reactor coolant 
leak detection sgs. due to deficient Federal 1206LLT bearing. 
CARTWRIGHT. W, R. Virginia Electric !< Power Co. 79/01/29, 2pp, 


7902020187 DOCKET 50-338 North Anna Power Station, Unit 1 
LER 79-003/03L-0 on 790 1 02: duri ng periodic test, noted that 
containment isolation valve TV-BV-102-1 would not shut 
fully. Cause undetermined. 

CARTWRIGHT. W. R. Virginia Electric t< Power Co. 79/01/29. 2pp. 


7902060305 DOCKET 50-338 North Anna Power Station, Unit 1 
Forwards LERs 79-004/03L-0 i< 79-007/03L-0. 

aTALLlNOS. C. M, Virginia Electric L Power Co. 79/02/02. Ip. 


7902060309 DOCKET SO-33fl North Anna Power Station. Unit I 
LER 79-004/03U-0 on 790100; during l-PT-36-l<A) found that 
steam generator 3 Hi Hi level test panel was faulty, 
preventing tost of this channel. Caused by faulty universal 
logic card on test panel. 

CARTWRIGHT. W. R. Virginia Electric 8. Power Co, 79/02/01. 2pp. 


7902060313 DOCKET 50-338 North Anna Power Station. Unit 1 

LER 79-007/03L-0 on 701 1 16: during normal operation, fire door 
S54-5 between Unit 1 emergency switchgear room 6. cable vault 
was sprwng & would not make a tight seat. evidently due to 
attempt to free It while stuck. 

CARTWRIGHT, W. R. Virginia Electric b Power Co, 79/02/01. 2pp. 


7902260351 DOCKET 50-330 North Anna Power Station. Unit t 
Forwards LER 79-017/01T-0. 

STALLINGS, C, M. Virginia Electric b Power Co. 79/02/21. ip. 


7902260355 DOCKET 50-338 North Anna Power atatlon, Unit 1 
LER 79-017/OIT-0 on 790212: during ailal power distribution 
monitoring sys failure on 790206, FQ survey computer program 
could not monitor axial power distribution. Caused by 
Incorrect power inputs from process computer. 

CARTWRIGHT, W, R. Virginia Electric b Power Co. 79/02/20. 2pp. 


7902260447 DOCKET 50-333 North Anna Power Station, Unit 1 
Forwards LERs 79-010/03L-0 b 79-012/03L-0. 

STALLINGS, C. M. Virginia Electric b Power Co. 79/02/21. Ip, 


7902260453 DOCKET 50-330 North Anna Power Station, Unit 1 
LER 79-010/03L-0 on 790127: during calibr of containment 
particulate monitor RMSIS9 In Mode 1. instrument read low 
for known radiation level. Caused by detector high voltage 
setting being set too low. 

CARTWRIGHT, W. R. Virginia Electric b Power Co. 79/02/20. 2pp. 


7902260460 DOCKET 50-338 North Anna Power Station, Unit 1 
LER 79-0I2/O3L-0 on 790127: unidentified primary coolant 
leakage greater than 5 gpm noted. Caused by blown packing 
on residual heat removal isolation valve MOV— 1700 b 
packing leak on pressuriier spray valve PCV-i4SSA. 

CARTWRIGHT. W, R. Virginia Electric b Power Co. 79/02/20, 2pp. 


7902270398 DOCKET 50-338 North Anna Power Station, Unit 1 
Forwards LER 79-01 1/03L-0. 

STALLINGS, C. M, Virginia Electric b Power Co. 79/02/22. Ip. 


7902270403 DOCKET 50-330 North Anna Power Station, Unit 1 
LER 79-011/03L-0 on 790126: fire door S854-9 was 
nonfunctional. Caused by removal of latch from door by person 
or persons unknown. 

CARTWRIGHT, W, R. Virginia Electric b Power Co, 79/02/22. 2PP. 



DOCKETED ITEMS 


7902070092 DOCKET 50-339 North Anna Power StatiOAi Unit 2 
conflrwi 790123 phone conversation Requests secoritg badge 
»or AH Johnson to allow him access to protected area. 

KENNAiW. a. Region 2i Atlantai Safeguards Branch, 79/01/24, Ip. 

7902090291 DOCKET 50-339 North Anna Power Station. Unit 2 
poruardt safetg evaluation relating to 780501 request for 
aothorliatlon to increase storage capacity of spent fuel 
storage pool. M/o encl. 

PARRi 0. D. Light Hater Reactors Branch 3, 79/01/31, Ip. 


7902230222 DOCKET 50-339 North Anna Power Station. Unit 3 
Requests renewal of license SNM-1001 ti extension of 
expiration date to 791201 or conversion of CPPR— 73 to 
operating license. whichever is eerlier. Info supplied 
w/771003 application is still applicable, 

6TALLIN0g. C. M, Virginia Electric & Power Co. 79/01/31, Ip, 


7902130103 DOCKET 80-339 North Anna Power Station. Unit 2 
Discusses modified startup physics testing program. Forwards 
lists of tests to be performed. tests that were performed 
during Unit 1 startup, tests deleted for Unit 2. t< relevant 
F8AB Chapter 14 sections. 

BTAULINOS. C. M. Virginia Electric fc Power Co, 79/02/05. 10pp. 


7902230182 DOCKET 50-339 North Anna Power Station, Unit 2 
DocomsntS t< suppls original Info given to AH Dromoricl re 
qual i f Ication tests on reactor vessel bolting tnatl.All 
bolting matl met ASHE code requirements. 

DROWN. e.C. Virginia Electric ti Power Co. 79/02/20, 3pp, 


7902270248 DOCKET 50-339 North Anna Power Station, Unit 2 
Porwardi eubstltute page for heat load comparison table 
originally submitted 780501. Corrects typographical error, 
BTALL1N08, C. M. Virginia Electric t< Power Co. 79/02/22. 2pp. 


7902060102 DOCKET 50-339 North Anna Power Station. Unit 2 

Brief in opposition to intervention of Citlrqns Energy Forum 
k Potomac Alliance re proposed spent fuel storage pool 
axpanslon. Urges haste in denying intervention. W/Certificate 
of 8vc. 

MAUPIN.H.H,. CHRTBTHAN, J. N. . RINACA.J.M. Hunton »< Hllliams. 
79/01/17. 34pp. 


7902120143 DOCKET 30-339 North Anna Power Station. Unit 2 
Ack receipt of Coalition 790114 Itr which has been forwarded 
to counsel for both parties. 

ALLEN. J. North Anna Environmental Coalition, 79/01/17. ip, 

7902130230 DOCKET 50-339 North Anna Power Station, Unit 2 
Responee by util to NRC 790109 evaluation at pumphouse 
sattlamint. Asks for max allowable average svc water 
settlement of . 33 feet k revision of Tech Spec 4. 7. 13. I, 
Certificate of Svc encl. 

CHRISTMAN, J. N. Hunton Hi 1 1 lams. 79/01/19. 3pp. 


79021S0124 DOCKET 50-339 North Anna Power Station, Unit 2 
Forwards BAND77-1927 "Transport of Radionuclides in Urban 
Environs; Horklng Draft Assessment." H/o end. 

ODLDBEfiO, 9. C. Office of the Executive Legal Director. 79/01/25. 
2pp. 


79020B0094 DOCKET 50-339 North Anna Power Station, Unit 2 
Reverses 781219 denial of intervention, finding sufficient 
interest in the proceeding in petitioners' geographical 
proximity to & recreational activity in the vicinity of 
facility. 

DUFLO, H. E. Atomic Safety and Licensing Appeal Panel. 79/01/26. 
6pp. 


7902220156 DOCKET 30-339 North Anna Power Station, Unit 2 
NRC has reviewed util response to NRC evaluation of 
pumphouse settlement. Agrees that proposed Tech Spec 4.7.13.1 
it inappropriate) would require retroactive monitoring of 
ground water flow rates. H/encl change. 

BWAN90N, D. T. Office of the Executive Legal Director. 79/01/29. 
3pp. 


7902270452 DOCKET SO-339 North Anna Power Station, Unit 2 
Urgis NRC not to increase allowable settlement, to hold 
hearing, 4i to investigate passible license revocation because 
util Withheld hatardous info. 

RICH, B. Affiliation Unknown. 79/02/01. 2pp. 


7902270470 DOCKET 30-339 North Anna Power Station, Unit 2 
Urges NRC not to increase allowable settlement, to hold 
public hearing,!, to invastigate revocation of license 
because util withheld hazardous info. 

8UNDHALH, J. Affiliation Unknown. 79/01/31. 2pp. 

7902080213 DOCKET SO-339 North Anna Power Station, Unit 2 
Endorsement 39 to Policy MF“37> w/changes in liability for 
VA Elactrlc t, Power Co. 

0ERA6, T. Nuclear Energy Liability Insurance Association. 7fl/12/14 

Ip. 


7902080206 DOCKET 50-339 North Anna Power Station, Unit 2 
Endorsement SI to form part of NELIA Policy NF-IB6. , w/amend 
of Condition 4 re bodily injury or property domogo insurance 
costs for VA Electric h Power Co. 

SARDES, C. B Nuclear Energy Liability Insurance Association. 
79/Ol/Oi. Ip. 


7902090217 DOCKET 30-339 North Anna Power Station. Unit 2 
Endorsements 2 to form part of Binders ED“27 I, ED— 2B.U,/ 
changes in liability for VA Electric t< Power Co. 

OERAS. T. Nuclear Energy Liability Insurance Association. 79/01/12. 
IP- 


7902200025 DOCKET 50-339 North Anna Power Station, Unit 2 
Endorsement for calendar year 1979 for NELIA Policy NF-106, 
* Virginia Electric U Power Co. 79/01/20. Ip. 


7902260461 DOCKET 50-339 North Anna Power Station, Unit S 
Endorsement 22 to NELIA Policy NF-240 for calendar year 
1979, 

« Nuclear Energy Liability Insurance Association. 79/01/20. Ip. 


7902080160 DOCKET 50-339 North Anna Power Station, Unit 2 
Forwards Endorsement 15 to HAELU Policy MF-96. 

KELLEViP.L. Johnson & Higgins Insurance. 79/01/31. Spp. 


7902260117 DOCKET 50-339 North Anna Power Station. Unit 2 
Forwards IE Insp Repts 50-338/78-40 I, 50-339/79-35 on 
781 106-1208. No none pmp 1 i one 0 noted. 

LONG, F. J. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 70/12/29, 2pp, 


7902260122 DOCKET 30-339 North Anna Power Station. Unit 2 
IE Ins’p Repts 50-33B/7B-40 l< 50-339/78-35 on 78 1 1 06-1208. No 
noncomp 1 lance noted. Major areas inspec ted: LERe, sp ont fuel 
pit embedments, settlement of Class 1 structures, 
prooperational testing h sys comparison to FSAR drawings 
KIDD. M. 8. . LEHlSi R. C. Region 2. Atlanta. Reactor Operations 

NucleaV Support Branch, 70/12/28 llpp 

7902200119 DOCKET 50-339 North Anna Power Station, Unit 2 
Forwards 16 Insp Ropt 50-339/78-36 on 7B1211-14,No 
noncompl iance noted. 

KURPHY, C. E. Region 2. Atlanta, Reactor Construction ti Engineering 

Support Branch. 79/01/03. 2pp. 


7902280122 DOCKET 30-339 North Anna Power Station, Unit 8 
IE Insp Rapt 50-339/70-36 on 781211-14, No none omp 1 ianco 
noted. Major areas inspected: licensee action on rovieuing 
engineering repts, tOCFRSO. 35(c) items & OA program 
documentation. 

MCFARLAND. C. R, , HERDTiA.R. Region 3, Atlanta. Reactor 
Construction S< Engineering Support Rranch. 79/01/02. 6pp. 


7902200111 DOCKET SO-339 North Anna Power Station, Unit 2 
Forwards IE Insp Rept 50-339/70-37 on 701220-21. No 
none omp 1 iance noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction t, Engineering 

Support Branch. 79/01/00. 2pp. 


7902200114 DOCKET 30-339 North Anna Power Station. Unit 2 
IE Insp Rept 30-339/70-37 on 781220-21. No noncomp 1 ianco 
nated.lMa jor areas Inspec ted: remote control Insp tool colibr 
procedures, insp program t, related records. 

ECONOHOS.N., CONLON.T.E. Region 2, Atlanta, Reactor 
Construction t< Engineering Support Branch. 79/01/05. 3pp 


7902010342 DOCKET 50-339 North Anno Power Station, Unit 2 
Responds to 700014 appl ication, uti I 700322 Itr, k 76C903 
affidavit. Hithholds Barton transmitter qual 1 f i co t i or) test 
results from disclosure (ref 10CFR2. 790). 

PARR, 0. D. Light Hoter Reactors Branch 3. 79/01/22. 4pp 


7902050152 DOCKET 30-339 North Anna Power Station, Unit 2 
Porwardi requests for ozcoptions to inservicc testing 
requirements for pumps k valves. 

STALLINOSi C. M. Virginia Electric t< Power Co. 79/01/31, 31pp. 


7902230139 DOCKET 50-339 North Anna Power Station, Unit 2 
Forwards IE Info Notice 79-01, "Dorgon-Patorsan Hyiiraulie 
Shock Si. Sway Arrestors (HSSA). " 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director, 
79/02/02. 5pp. 


7902200529 DOCKET 50-339 North Anno Power Station, Unit 2 
Forwards IE Bulletin 79-01, "Environ Qual i flcat i on of Class 
IE Equipment." H/list of 11 systematic evaluation program 
plants for which no action is required. 

0 'RE ILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/02/00, 2pp. 



DOCKETED ITEMS 


7902260163 DOCKET 50-339 North Anna Power Stationi Unit 2 
Forujarijs IE Info Notice 79-03. "L imi torque Ualve Oeared 
Limit Stall tcit Lubricant, ” 

□ 'RE ILLV« J. P. Reglor. 2. Atlanta. Office of the Director 
79/02/09, 2pp. 


79020B0241 DOCKET 50-339 North Anna Power Station. Unit 2 
In coflipllance u/lOCFRSO. 35Ei foruiards rept "Description of 
Neutron SuppL Shield." describing collar/saddle shield S< 
radiation analgsis perfo-rired to determine adequacg of suppl 
shield. 

0RWDN.8. C. Virginia Electric t< Power Co. 79/01/31. 2pp, 


7902020242 DOCKET 50-339 North Anna Power Station. Unit 2 
"Description of Neutron Suppl Shield." Describes collar/ 
saddle shield t> radiation analgsis performed to determine 
adequacy of suppl shield & comprehensive reevaluation of 
pressure vessel support sgs. 

» Virginia Electric & Power Co, 79/01/31. e9pp, 


790S06D17S DOCKET SD-339 North Anna Power Station, Unit 2 
In response to 7Q1220 ItT.will install welded caps on 
outside containment ends of all 29 spare containment pipe 
p enetratlons . 

DROW.Ni 3, C. Virginia Electric j< Power Co. 79/02/01. Ip. 


7902090354 DOCKET 50-339 North Anna Power Station. Unit 2 
Submits interim rept re notification that axial power 
distribution monitoring sgs provided bg Nestlnghouse does 
not account for in-core moveable detector background signal 
when determlng axial flux shape. Foresees potential problem. 
DROWN. 3. C, Virginia Electric t< Power Co. 79/02/05. Ip. 

7902120202 DOCKET 50-339 North Anna Power Statiom Unit 2 
Provides info re lack of seismic supports t< missile 
protection for emergencg diesel generator mufflers, per 
iOCFBSO. SS(e) 

BRDHN.S. C. Virginia Electric t< Power Co. 79/02/05. 2pp. 


790212D133 DOCKET 50—339 North Anna Power Station. Unit 2 
Engineering evaluation re weld burn l< splatter on interior 
surfaces of high drnsltg spent fuel racks is complete, 
Oetermlned that weld splatter sufficient to p'otentlallg tear 
or deform fuel assemblg grid straps does exist. 

BROWN, S.C. Virginia Electric tc Power Co, 79/02/07, Ip. 


7902120149 DOCKET 30-339 North Anna Power Station. Unit 2 
Provides addl info on 790100 J< 790112 rep ts. D1 scusses tests 
of sild SVC water piping revealing fouling of several 
sections due to inadequate e leaning. Wi 1 1 clean it restore 
piping & coolers. Considers this final rept. 

BROWN, a. C. Virginia Electric ii Power Co. 79/02/07. Ip. 


7902120154 DOCKET 50-339 North Anna Power Station, Unit 2 
Submits addl Info 7B092S rept re deficiencies of embedded 
restraint assemblies of upper supports of steam generators. 
Incorporates changes re nods of assumptions concerning 
distribution of loads In upper support sgs. 

BRDWNi 9. C. Virginia Electric t< Power Co. 79/02/07. 2pp. 


7902130122 DOCKET 60-339 North Anna Power Station, Unit 2 
Discusses need for mechanical properties test or replacement 
of hex head bolts for high densitg spent fuel storage racks. 
Dolts replaced & properly documented. 

DROWNiS. C. Virginia Electric it Power Co. 79/02/09. Ip. 


7902270374 DOCKET 50-339 North Anna Power Station, Unit 2 
Provides addl info pertinent to NRC evaluation of suppl 
neutron shield. Info does not change conclusion in App 5A of 
FSAR, submitted 790131. 

DROWN. S.C. Virginia Eloctrtc & Power Co. 79/02/22. Ip. 


7902140104 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
Requests addl info bg 790226 re method of analysis for 
turbine transient. Info not included In App lOA to FSAR filed 
In Amend 19 on 790116. 

STOLZ.J. F. Light Water Roactors Branch 1. 79/01/29. 29pp, 


7902140006 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
SummariJBS 790116 plant visit to observe *i discuss safety 
features. Areas vl si ted: control room, reactor bldg refueling 
floor, torus, drguBll under reactor vessel, turb Ine bldg floor 
t< cooling tower. 

KINTNER.U. U, Light Water Reactors Branch 1, 79/01/29, 3pp, 


7902090195 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
Submits Dec 1978 program activity review, comprised of info 
from selected sections of monthly rept, u/seetlon on contract 
«< billing status removed. Li sts meetings held t, provides 
task-bg-task activity summary. 

SQDDNiL.J. Oeneral Electric Co. .Nuclear Energy Products Dlv. 
79/02/05. lOpp. 


7902220054 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
Forwards Natl Pollution Discharge Elimination Sys permit MI 
0037028 covering discharges during plant operation, h permit 
MI 0039365 authorizing discharge of water from matl dredged 
from Lake Erie t, placed In disposal basin, 

JENS.W, Detroit Edison Co. 79/02/09. 25pp, 


7902260306 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
Lists key paints omitted from NRC 790104 meeting notes: 
meetings will be held on specific technical matters, NRC is 
attempting to maintain schedule, schedule is based on late 
start date & June 1900 fuel load. 

JENS.W, H, Detroit Edison Co, 79/02/16. 2pp. 


7902210194 DOCKET 50-341 Enrico Forml Atomic Power Plant, Unit 2 
Forwards more legible copies of Figures 3-2, 3-4, S-4, 9-5 b 
5-6 for security plan submitted In Jan 1979. Enel withheld 
<ref 10CFR2. 7901, 

JENS.H.H. Detroit Edison Co. 79/02/01. Ip. 


7902050047 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
Informs of 790125 meeting to refine contentions. Urges 
recipient to contact NRC to establish acceptable date. 

MCOURREN.H. J. Office of the Executive Legal Director. 79/01/17. 
ip. 


7902140200 DOCKET 50-341 Enrico Perml Atomic Power Plant, Unit 2 
Notifies NRC that unique containment' design info was 
submitted as part of FSAR Section 3.8, Amend 12, as welt as a 
generic Mark I Owners group rept <NEDO-21B0B "Conteinment 
Program Load Definition, Dec 1978">. 

JENSiW.H. Detroit Edison Co. 79/02/09, Ip, 


7902140218 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
Forwards binders b sets of divider tabs for use W/NED0-21BB8 
"Mark I Containment Program Load Definition Rept. " 

8000N, L. J, Oeneral Electric Co. .Nuclear Energy Products Div. 
79/01/00, app. 


7902130125 DOCKET 50-339 North Anna Power Station, Unit 2 
Followup to 790110 interim rept. Discusses cause of failure, 
corrective actions completed, b scheduled repairs re breaks 
in SVC taiater reservoir spray header piping. 

DROWN, S.C, Virginia Electric b Power Co. 79/02/09. 2pp. 


7902210249 DOCKET 50-339 North Anna Power Station, Unit 2 
Deficiency in axial power distribution monitoring sys 
resolved by Westlnghouse lowering Input values. 

BROUN. 8. C. Virginia Electric b Power Co. 79/02/16, Ip, 

7902230159 DOCKET 50-339 North Anna Power Station, Unit 2 
Informs NRC of steps taken to correct deficiency In 
calculating axial flux shape Fj (2). Corrective actlons:new 
procedure will require operator to review flux traces used 
by axial power distribution monitoring sys. 

DROWN. S. C. Virginia Electric b Power Co. 79/02/16. Ip. 


7902230179 DOCKET 50-339 North Anna Power Station, Unit 2 
Informs NRC of stops taken to correct error In calculation 
of LOCA peaking factor shape limits. Corrective action: 
implementation of administrative procedure to lower input 
values by 1.53! to accomodate nonconservatism. 

BROUN, S.C. Virginia Electric b Power Co. 79/02/16. Ip. 


7902220257 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
Responds to 790111 request for rsview of paper "Vent 
Clearing During Simulated LOCA in a Mark 1 BWR 
Prtseure-Buppression Sys. " Recommsnds paper be accepted for 
publication. 

ORIHES.C. Plant Systems Branch. 79/01/31. 2pp. 

7902220239 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
Forwards IE Insp Rept 50-341/70-lB on 781113-17 b notice of 
violation. 

HEI8KMAN, R. F. Region 3, Chicago, Reactor Construction b 

Engineering Support Branch. 79/01/03. 2pp. 


7902220241 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
Notice of violation from insp on 781113-17. 

» Region 3, Chicago, Office of the Director. 79/01/03. 2pp. 


7902220248 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
IE Insp Rept 50-341/78-18 on 781 1 13-17. Noncompl lance noted: 
failure to control special processes b document test 
results, failure to properly store b protect equlpmanti 
failure to assure minimum inspector qualifications. 

ERB,C.M. , NAIDU, K. R. , HAYES, D. W. Region 3, Chicago, Office of 
the Director. 79/01/03, 24pp. 


7902860107 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 2 
Forwards IE Insp Rspt S0-341/7B-20 on 781212-14. No 
noncompliance noted. 

HEI8HHAN, R. F. Region 3, Chicago, Reactor Construction b 

Englnosring Support Branch. 79/01/12. 2pp. 
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7908860110 DOCKET 50-341 Enrico Fermi Atomic Poiuer Plant. Unit 8 
le Iixep Rept 50-341/76-80 on 7B131S-14. No noncomp I lanca 
noted. Major areas Inepeeted: reactor coolant pressure 
boundary piping ueldlngi safety-related piping 6 welding. 

LEEjE. W. . DANIEUSONi 0. H. Region 3< Chicago. Reactor 

Constroction 6 Engineering Support Branch. 79/Ol/OQ. 5pp, 


7908800195 DOCKET 50-341 Enrico Fermi Atomic Poiuer Plant, Unit 2 
Forwards IE Insp Rept 50-341/7B-19 on 701127-30. No 
noncompHance noted. 

IRISHMAN, R. F. Region 3, Chicago, Reactor Construction S< 

Engineering Support Branch. 79/01/16. 3pp. 


7908860800 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 8 
IE Insp Rept 50-341/70-19 on 701127-30. No noncompHance 
noted. Major areas inspected: elec tri c cable terminations, 
personnel treinlng, contractor QA/QC program, review of 
document records t< actions of previous items. 

HUOHESiJ., BARRETT, P. A. , 0PE69ARD, R. C. Region 3, Chicago, 

Reactor Construction fc Engineering Support Branch. 79/01/09. 7pp. 


7902180102 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 8 
Forwards IE Info Notice 79-01, "Bergen-Patereon Hydraulic 
Bhoek h Sway Arrestors IHSSA). 

KEPPLERi J. 9. Region 3, Chicago, Office of the Director. 79/08/08. 
Ip. 


79.08210210 DOCKET 50-341 Enrleo Fermi Atomic Power Plant. Unit 8 
Forwards IE Bulletin 79-01, ''Environ Qualification of Class 
IE Equipment. " H/llit of 11 systematic evaluation program 
plants for which no action is required. 

KEPPLERi J.O. Region 3, Chicago, Office of the Director. 79/02/09. 
ip, 


7902270340 DOCKET 50-341 Enrleo Fermi Atomic Power Plant. Unit 2 
Forwards IE Info Notice 79-03, "Llml torque Valve Oeered 
Limit Switch Lubricant. " 

KEPPLEHiJ.O. Region 3, Chicago. Office of the Director. 79/02/09. 
Ip. 


7902200387 DOCKET 50-341 Enrico Fermi Atomic Power Plant, Unit 3 
Forwards 790815 Interim status deficiency rept EF2-440B0, 
"Torus Shell Indication at Ring Beam Attachment Held 
Enlargement," for 30-day perl od. D1 scusses weld repair 
determined by magnetic particle or liquid penetrant. 

FAHRhERiU. J. ' Datrolt Edison Co. 79/08/21. 3pp. 


7908280119 DOCKET 90-344 Trojan Nuelaar Plant, Unit 1 

Informs that TRADOC Pamphlet 350-30, "Intereervlee Procedures 
for Inetructional Bye Development" referenced in NUREO-0819 
Is available in microfiche form from NRC. 

BEOAH, W. J. Division of Document Control, 79/01/09. 2pp. 


7902260405 DOCKET 50-344 Trojan Nuelaar Plant, Unit 1 
Rev 3 to security plan for facility. Plan withheld 
Ipsf lOCFRB. 790). 

* Portland Oeneral Elaetrle Co. P0E-1017. 79/01/31. Ip. 


7902360175 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

"Fire Protection In Operating Nuclear Power Stations." Pages 
(21-34 only. 

HERMAN, L.P. I TDWNLEY, d. P. . HALL, R, E, Brookhaven National Laboratory. 
BY-76-C-02-0016. BNL-NUREO-23721. 77/12/31. 5pp. 


7908260169 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
Forwards POH-1018, Amend 7, "Fire Protection Review," Dec 
1977. Util will replace sprinkler sys in cable spreading room 
w/vMter deluge sys. Addl fire suppression not justified. 
OOODHIN, C. Portland Oeneral Electric Co. 70/01/16. Ip. 


7908260195 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
POE-1018, Amand 7, "Fire Protection Review," Plan commits 
util to replace sprinkler sys in cable spreading room 
w/water deluge sys. 

LIPPINCOTT.B. H. Portland Oeneral Electric Co. POE-1012. 
77/12/31. 22pp. 


7902090304 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Raquaet by Columbia Environ Council for stay of 7B18S6 ABLO 
partial Initial decis ion, permitting interim operation of 
unit. Supporting documentation, affidavits & Certificate of 
SVC and. 

SCOTT, E, Columbia Environmental Council, 79/01/05. 4Bpp. 


7902020384 DOCKET 50-344 Trojan Nuclear Plant, Unit I 
Oanlei NRC motion to strike application of Intervenor 
Coalition for Safe Power for a stay, pending appeal of 
701821 A6LD partial initial decision. Orants NRC alternative 
motion for waiver of page limitation. 

DUFLQ, M. E. Atomic Bafaty and Licensing Appsal Panel. 79/Ol/lS. Ip. 


7902140010 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Forwarde proposed schedule for Phase 2 Trojan control bldg 

pracaadlng. 

AXEUtAPiH. Lowenstein, Newman, Reis, Axeirad i< Toll. 79/01/16. Spp. 


7902180069 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

NRC answer opposing request for stay by Coalition for Safe 
Power pending latter's eppaa 1 . Cone ludes intervenor fails to 
show that 10CFR2. 780( e) favors stay pending appeal of 701221 
A6LD partial initial dec 1 s ion. W/Cer t i f icate of Svc. 

GRAY, J, R. Office of the Eiecutlve Legal Director. 79/01/19, 17pp. 


7902880085 DOCKET 50-344 Trojan Nuclear Plant, Unit I 

Answer In opposition to petition for stay filed by Coalition 
for Safe Power. Urges that issues be resolved In favor of 
interim operation t< that intervenor has not made showing of 
danger. Certificate of Svc end. 

8OCOL0F8KY, J. H. , REDDEN. J. A. Oregon. State of. 79/01/19. 4pp. 


7908280075 DOCKET 50-344 Trojan Nuclear Plant. Unit I 
Answer of licensee to 790105 Columbia Environ Council 
request for stay order. Urges denial of request because CEC 's 
failure to appeal decision precludes it from seeking a stay 
under iOCFRa, 700. 

JOHNSON, R.H. Portland General Electric Co. AXELROD, M, 
Lowenstein, Neuman, Reis, Aielrad U Toll. 79/01/19. tOpp. 


7908880080 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Motion to strike certain attachments to Columbia Environ 
Council request for stay order. Urges Board to strike 
Attachments 1 t, 3 to 790105 request, sine e they eiceed 10- 
page llmita tion. W/Certi f icate of Svc. 

JOHNSON, R. W, Portland Oeneral Electric Co. AXELROD, M. 
Lowensteln, Newman, Relsi Aselrad 4, Toll. 79/01/19. 4pp. 


7902150151 DOCKET 50-344 Trojan Nuclear Plant., Unit 1 
Intervenor Coalition for Safe Power's answer to util's 
motion to strike documents urging denial of motion. Document 
at issue is exhibit, not pleading, A8LAB is not required to 
decide upon adml sslon. Cert if teste of Svc end. 

ROSALIE, E. Coalition for 8af# Power. 79/01/33. Spp. 


7908060001 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
Oral arguments on appeals of 6M Garrett t. State of OR 
from ABLB 701005 initial decision will be heard 790815 in 
Portland, OR. Brants 40 minutes for sach argument, raqusstt 
notification of names of counsel by 790807. 

DUFLOiM. E. Atomic Safety and Licensing Appeal Panel. 79/01/29. 
Spp. 


7903860837 DOCKET 50-344 Trojan Nuclear Plant. Unit 1 

NRC does not intend to file formal response to licensee's 
790119 motion. 

ULMAN.M. D. Office of the Executive Legal Director, 79/01/86. Ip. 


7908810016 DOCKET 50-344 Trojan Nuclear Plant, Unit I 
Opposes txceptloni of intervenor State of OR dtd 781113. 

Argues that A8LD 701005 daclslon athoriiing increases of 
storage capacity of spent fuel pool was correct. Certificate 
of Svc end. 

BRAY, J. R. Office of the Executive Legal D'ireCtor. 79/01/29. 49pp. 


7908260118 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Consolidated intarvenors request Portland OE to raspond to 
interrogatories within 14 days of svc. 

BELLiN. Affiliation Unknown. 79/01/29. Spp. 


7902030067 DOCKET 50-344 Trojan Nuelaar Plant. Unit 1 

Denies interveners' motions for a stay of off ectivenese of 
A8LB 701881 partial initial decision on interim aperatlon, 
since movants have not provided sufficient justification for 
granting requestad stay relief. 

DUFLO, M. E. Atomic Safety and Licensing Appeal Panel. 79/01/30. 
lOpp. 


7902060059 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
Intervenors are to file eontentione by 790886 t> dose 
discovery by 790386, after which evidentiary hearing re 
Phase S issues will commence. 

MILLER, M.E. Atomic Safety and Lleanslng Board Panel. 79/01/30. 

app. 


7908880146 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
auppl responsts to consolidated intervenors 790B14 
interrogator les. Mteting notes, sketches 6 Certificate of Svc 
end. 

BROEHLiO. J. , FREHINO, J. L. , DAMON, D. L. Portland Oeneral Electric Co. 
79/08/01. a9pp. 


7902880149 DOCKET 50-344 Trojan Nuclear Plant, Unit S 

Suppl response to 6M HllHngham's 760911 Interrogstarlee, 
BROEHL.D, J. , JOHNSON, R. U. , DAMON, D. L. Portland General Electric 
Co. 79/08/01. 8pp. 


7908880158 DOCKET 50-344 Trojan Nuelaar Plant, Unit 1 
Suppl rtsponsas to Coalition for Safe Power's 760906 
Interrogatories. Supporting documentetionraffidavlte (, 
Csrtlfleata of Svc end. 

JOHNSON.R.U. Portland Qtneral Electric Co. 79/08/01. lipp. 
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7902250226 DOCKET &0-344 Trojan Hut Usr PUntp Unit J 

Informs that JR Oray milt argue on behalf of NRC<pur&uant to 
ASLAD 790i23 order. 

ORAYi J. R. Branch 1 79/OS/06. Ip. 


79O22SO220 DOCKET SD-34A Trajan Muclear Plants Unit 1 
Denies 790203 motion of SM Garrett to postpone oral 
argumentidue to delay in request h inconvenience to NRC 
DUFLQ*H E. Atomic Safety and Licensing Appeal Panel. 79/02/03. 
3pp 


7902130002 DOCKET 30-344 Trojan Nuclear Plant. Unit I 
ftespands tp FOIA 790103 renucst Por (iocoments re ECCS 
perfarnance calculations b ca Iculat i onal errors Identified 
bg Meetinghouse & Portland GE> ti pipe cracks in plant. Most 
are lent.u/all or portions of some uithheld. 

FELTON. O', n. Division of Rules and Records. 79/02/02. 2pp. 


7902120033 DOCKET 50-344 Trojan Nuclear Plant. Unit 1 
IE Insp Rept 30-344/70-03 on 730919-17.29-30. 1001-03, l< 

1007-10. Supporting documentation re const mails end. 

OARVIN.L.J,. PA7E.R.J.. SPENCER, Q. 5. Region 5. San Franc i sc 0 . 

Reactor Construction E, Engineering Support Drench. 75/10/30. 

3&pp. 


7902120036 DOCKET 50-344 Trojan Nuclear Plant. Unit 1 
"Conta inment Structure Tendon Surve i 1 lane e, One-Year 
Surve 1 1 1 ante: Vol l.Rept tc Proc edur e» Vol 2, Test Data." 

Concludes no abnormal degradation is indicated for 
contalnnant structure post-tensioning sgs. 

• Oschtel Power Corp. I&ubs. of Bechtel Corp. ). 77/05/31. 260pp. 


7902030I6S DOCKET 30-344 Trojan Nuclear Plant, Unit I 

Forwards Endorsement 34 to ANI Pol leg NF-223 b Endorsement 
2B to MAELU Pollcg hF-S6. f or calendar gear 1979. 

UILSON.F.R. Portland General Electric Co. 79/01/29. 3pp. 


7702060243 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
Forwards copies of Amend 33 to FSAR. Changes are 
organizational, procedural b editorial It do not change 
accident occurrence probability or safety margin. 
QDODHIN.C. Portland General Electric Co. 79/02/02, 2pp, 


7902060245 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Amend 33 to FSAR. Inc ludes updated version of OA program for 
operations w/Revlsions 3 Ic 4 t. corrected drawings 8.3-31 It 
B 3-44. 

« Portland General Electric Co, 79/02/02, B9pp. 


79D2260SOO DOCKET 30-344 Trojan Nuclear Plant, Unit 1 
Forwards Amend 22 to License NPF-l, safety evaluation, t, 
Federal Register notice of Issuance. Raguests addl info as 
noted In safety evaluation. 

SCKHENCED.A, Operatins Reactors Branch l. 7B/03/O9. 2pp. 


7902260203 DOCKET 50—344 Trojan Nuclear Plant. Unit i 

Amend 22 to License NPF-l changing Tech Specs re completion 
of mods for fire protection. 

SCKUENCER, A, Operating Reactors Branch t. 70/03/09. 2pp. 


79022602DB DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
Supports Amend 22 to License NPF-l. Addl info re smoke 
ezhauEt fans, sprlnk 1 er sgs t< remote shutdown capability must 
be submitted. 

• Office of Nuclear Reactor Regulation. 76/03/09. 60pp. 


7902260212 DOCKET 50-344 Trojan Nuclear Plant, Unit I 
Notice of issuance of Amend 22 to License NPF-l. 

SCNHENCERiA. Operating Reactors Branch 1. 78/03/09. 2pp. 


79022003BS DOCKET 50-344 Trojan Nuclear Plant. Unit 1 

As followup to NRC 7B111S reguest for submittal of Offsite 
Dose Calculation 'Manual for approval, forward s guidelines for 
general contents of manual. 

0RIKE9,D.K. Assistant Director for Engineers & Projects, 
79/01/ IB. 5pp. 


790226'006B DOCKET 50-344 Trojan Nuclear Plant. Unit I 

Rept entitled '’Containment Structure Tendon Burvel 1 lance, One 
Year Surveillance” prepared by Bechtel for has been 
r evl ewed. Ad d 1 inf-o rec^uested ro one year surveillance, 
SCHWENCERiA. Operating Reactors Branch 1. 79/01/26. 3pp, 


7902130104 DOCKET SO-344 Trojan Nuclear Plant. Unit 1 

Responds to NRC 701128 1 tr requesting addl info re proposed 
transport of crude oil bg rail across eicluaion area. 
Concludes no transport accident can adversely affect plant 
safety. Agreement for emergency rail control end. 

ODODVIIN.C. Portland General Electric Co. 79/02/06. 6pp, 


7902270348 DOCKET 50-344 Trojan Nuclear Plant. Unit I 
Forwards License Change Application 47, Revision 1, 
requesting amend of License NPF-l to modify security 
equipment. 

OODDHIN.C. Portland General Electric Co. 79/02/21. 4pp. 


7902280232 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 

Responds to NRC 790226 request for addl Info re review of 
License Change Application 49. 1 nvo 1 vlng We sting house 
improved thermal design procedure critical heat fluz 
correlation. 

GQDDW1N,C. Portland General Electric Co 79/02/22. 2pp. 


7902260047 DOCKET SO-344 Trojan Nuclear Plant, Unit 1 
Forwards IE Insp Rept 50-344/70-27 on 701218-20. No 
noncomp 1 lane e no tad. 

SPENCER, 0,9, Region 5, San Francisco, Reactor Construction b 

Engineering Support Branch. 79/01/10. 2pp. 


7902260040 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
IE Insp Ropt S0-344/7B-27 on 781218-20. No noncomp 1 lance 
noted. Major areas inspected: procedures for spent fue^ pool 
rack insta 1 tat 1 on, race i vlng Insp b weld repairs to spent 
fuel pool racks, b open Items. 

ALBERT, H.O., HERNANDEZ , 0. . HAYNES.R. C. Region 5, San Francisco. 

Reactor Construction b Engineering Support Branch, 79/01/09. 4pp 


7902080325 DOCKET 50—344 Trojan Nuclear Plant. Unit 1 
Forwards IE Insp Rept 50-344/79-01 on 790102-04. No 
none ompl i anc B noted. Rept uithheldiref 10CFR2. 790). 

NORDERHAUO, L. H, Region 5. Ban Francisco. Safeguards Branch. 

79/01/30, 2pp. 


7902120124 DOCKET 50-344 Trojan Nuclear Plant. Unit 1 
Forwards IE Info Notice 79— 01, ''Corgon-Paterson Hydraulic 
Shock b 8way Arrestors (HSSA). 

ENOEUKEN. R. H. Region S, San Franclseg, Office of the Director. 
79/02/02. Ip. 


7902230071 DOCKET 80-344 Trojan Nuclear Plant. Unit 1 

Forwards IE Oullotin 79-01, "Environ Dual 1 f Icablon of Class 
IE Equipment." M/list of 11 systematic evaluation program 
plants for which no action Is required. 

ENGLEKEN. R. H. Region 5. Ban Francisco, Office of the Director. 
79/02/09. Ip. 


7902270336 DOCKET 50-344 Trojan Nuclear Plant, Unit I 
Forwards IE Info Notice 79-03, "Llml torque Valve Oeared 
Limit Switch Lubricant. " 

ENGLEKEN, R. H. Region S, San Francisco, Office of the Director. 
79/02/09. Ip. 


7902210223 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
Forwards monthly operating rept for Jan 1979. 

WITHERS, B.D. Portland Oeneral Electric Co. 79/02/09. Ip. 


7902210224 DOCKET 50-344 Trojan Nuclear Plant. Unit 1 
Monthly operating rept for Jan 1979. 

DAIR.O. 0. Portland Oeneral Electric Co. 79/02/09. 9pp. 


7902050190 DOCKET SO-344 Trojan Nuclear Plant, Unit 1 
Forwards LER 70-O20/O3L-O. 

WITHERS. B. D, Portland General Electric Co. 79/01/29, Ip. 


7902050193 DOCKET 50-344 Trojan Nuclear Plant. Unit 1 

LER 7G-028/03L-0 on 78 1 228 : d i ese 1— dr iven auxiliary feedwater 
pump developed diesel fuel oil leak. Due to physical damage 
to fitting caused by someone standing on fue^ line during 
overhaul. Engine vibration caused line to break. 

PERRY. V. C. Portland Oeneral Electric Co. 79/01/20. 2pp. 


7902060307 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
Forwards LER 7B-029/03L-0. 

HITHERS.D.D. Portland Oeneral Electric Co. 79/01/89. 2pp. 


7902060312 DOCKET 50-344 Trojan Nuclear Plant, Unit 1 
LER 7a-029/03L-0 on 70 1 23 1 : sensing lines for two steam 
pressure transml tters froze, causing pressure transmi tiers to 
fall high. Plant will be modified to provide permanent freeze 
protect ion. 

PERRY, J, C. Portland General Eieetric Co. 79/01/29. Ip. 


7902280021 DOCKET 50-344 Trojan Nuclear Plant. Unit I 
Forwards LER 79-001/03L-0. 

WITHERS, D. D. Portland Oeneral Electric Co. 79/02/13, Ip. 
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79OS2200Sfa DOCKET 90-044 Trojan Mu clear Plantj Unit J 
LER 79-OOl/OOL-O on 790119: opsrability o# 125 volt DC 
•lactrlcal ty> not verified per Tech Specs. Caused by 
parsonnel error, 

. PERRV. J. C. Portland Oeneral Electric Co. 79/02/13, Ip. 


7902210292 DOCKET 50-346 Oavis-Desse Nuclear Power Statloni Unit 1 
Forwards Amsnds 24< 29 ti 26 to Indemnity Ayroement NP-236i 
Amiandf IB & 19 to Indemnity Agreement NF-92> Amend 2 to 
Indamnltv Agreement EI1-61j & Amend 2 to Indemnity Agreement 
XS-61. VJ/encl endorsements. 

LLOVD.R. D. Harsh & McLennan, Inc. 79/02/14. Bp p . 


7902050309 DOCKET 90-346 Davls-Bassa Nuclear Power Station, Unit 1 
Informs status of & schedule for tsst program. The following 
tests are still incomp le te: turb ine/reac tor trip from lOOK 
power, loss of offsite power, unit load rejection from lOOX 
power and shutdown from outside of control room. 

GRANT, J.S. Toledo Edison Co. 79/01/10. Ip. > . 


7902010103 DOCKET 90-346 Davls-Besso Nuclear Power Station, Unit 1 
Documents discussion on 790116 re 781023 change to Tech Spec 
4. 9. 9, b on ECCS venting p er 1 od 1 c 1 ty. Three high pressure 
Injection lines not connected to reactor coolant makeup sys 
were vented on 790113f no air or gas noted. 

ROE, L.E. Toledo Edison Co. 79/01/26. Ip. 


7902080247 DOCKET 50-346 Davis-Desse Nuclear Power Station. Unit I 
Forwards RO ■NP-09-7S-01. 

GRANT,U.S. Toledo Edison Co. 79/01/12. Ip. 


79020B0250 DOCKET 50-346 Davls-Desse Nuclear Power Station, Unit I 
RO-NP -09-78-01 on 7B12l5:svc water sys out header radiation 
monitor was inaparah le. Caused by component failure due to 
design error. Personnel informed of Environ Tech Specs. 

» Toledo Edison Co. 78/12/15. 2pp. 


7902080181 DOCKET 50-346 Davls-Desse Nuclear Power Station. Unit 1 
Forwards RO NP-09-7S-02. 

GRANT, J.S. Toledo Edison Co. 79/01/15. Ip. 


79020B0189 DOCKET 50-346 Davis-Desse Nuclear Power Station. Unit I 
RO NP-09-7a-02 on 781219:RE 744 condensate deminera 1 i ter 
backwash receiving tank monitor inoperable since 78DB11. 

Change Reguest 78-431 was written 76081B. Mods to 
survel llanc.o tasts being prepared. 

« Toledo Edison Co. 78/12/19. 2pp. 


7902D20179 DOCKET 50-346 Davis-Gosse Nuclear Power Station, Unit 1 
Forwards LER 7Q-187/O3L-0. 

MURRAViT. D. Toledo Edison Co. 79/01/26, Ip, 


790201017B DOCKET 50-346 Davis-Besse Nuclear Power Station. Unit 1 
"Dt(M 177 Fuel Assembly Owner's Group Asymmetric LOCA Loads 
Evaluatloiis Program, Phase 2." Evaluated components Include: 
reactor pressure vessel, fuel assemb 1 ies, con trol rod drives i> 
core flooding piping. 

a Florida Power Corp. 78/10/10. 9pp. 


790202O1B2 DOCKET 50-346 Davis-Desse Nuclear Power Station. Unit 1 
LER 7a-127/03L-0 on 7B 1 230 : a symmetr i e rod indication was 
received for Control Rod 4 of Group Sfunit was in Mode 2 U 
absolute position Indicator for Rod 4 was Inoperable. Caused 
by dirty nodule contacts, 

KOUACH.S.A. Toledo Edison Co. 79/01/26. 2pp. 


7902260229 DOCKET SD-346 Davis-Besse Nuclear Power Station, Unit 1 
Ack racelpt of 79D111 Itr & technical rep t , "Re 1 lab i 1 1 1 y 
Study af Davis-Besse Unit 1 Decay heat Removal Sys Suction 
. Bypass," fulfilling requirement in condition af facility 
license. Requests Class III fee of *41000. 

DIOOB, H. M. License Fee Management Branch. 79/02/02. ip. 


7902130149 DOCKET 90-346 Davis-Besse Nuclear Power Btailon. Unit 1 
Forwards Chapters 1,2,4,8,9.10 fc 12 as revised by Suppl 3 of 
"Initial Startup Rept. '* Rapt covers testing completed during 
781006-790105. 

GRANT, U.B, Toledo Edison Co, 79/02/08. 100pp. 


7902280319 DOCKET 50-346 Davis-Besse Nuclear Power Station, Unit 1 
Responds to NRC 790202 Itr. Forwards *4,000 cheek for 
licensing fees re 790111 Itr from util. 

ROE, L.E. Toledo Edison Co. 79/02/22. 2pp. 


7902020032 DOCKET 50-346 Davis-Besse Nuclear Power Station, Unit 1 
Forwards IE Insp Rept 50-346/7D-2B on 701211-15 & notice of 
vi ola t ton. Data 1 1 s withheld <ref 10CFR2. 7901. 

HlNDtO.A. Region 3, Chicago, Safeguards Branch. 79/01/20. 2pp. 


7902020035 DOCKET 50-346 Davis-Besse Nuclear Power Station, Unit 1 
IE Insp Rept 90-346/78-28 on 791211-15. Nanconp 1 lance noted: 
security organ! lat Ion, access control, t, cammunicatlon 
c on trol. Not i c e of violation withheld (ref 10CFR2.790). 

HIND.J.A., HOHELL.J.C., CREED, J. R. Regions, Chicago, 

Safeguards Branch. 79/01/22. 2p'p. 


7902120113 DOCKET 90-346 Davis-Besse Nuclear Power Btatlon. Unit 1 
Forwards IE Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock U Sway Arrestors <HBSA). 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/02/02. 
If- 


7902020204 DOCKET 50-346 Davis-Besse Nuclear Power Station. Unit 1 
Forwards LER 7B-126/03L~0, 

MURRAY, T.D. Toledo Edison Co, 79/01/26. ip. 


7902020210 DOCKET 90-346 Davis-Desse Nuclear Pcuer Station, Unit I 
LER 7a-126/03L-0 on 781 230: dur ing startup of component 
cooling water pump, heat exchanger 1-1 sve water outlet valve 
eM-1424 would not open due to slippage 4, misalignment of 
valve llnkagei led to continuous valve oscillation. 

DEAKVNE,K. Toledo Edison Co. 79/01/26. 3pp. 


7902010159 DOCKET 50-346 Davis-Besse Nuclear Power Station, Unit 1 
Forwards LER 79-001 /03L-0. 

MURRAY, T.D. Toledo Edison Co. 79/01/89. Ip. 


7902010162 DOCKET 50-346 DavU-Desse Nuclear Power Station. Unit 1 
LER 79-O0I/O3L-0 on 790102; monthly functional test not 
performed on reactor protection sys Channel 2 within 
allowable time. Caused by breakdown in communications between 
testing personne 1 S< test coord I nator. 

BDRYSIAK.M. Toledo Edison Co. 79/01/29, 3pp. 


7902010169 DOCKET 50-346 Davli-Besse Nuclear Power Btatlon, Unit 1 
Forwards LER 79-002/03L-0. 

MUBRAY.T.D. Toledo Edison Co. 79/01/29. Ip. 


7902010172 DOCKET 50-346 Davis-Desse Nuclear Power Station. Unit I 
LER 79-'002/03L-0 on 79010a:mBll> stream valves 106 ic 106s 
failed to open due to buildup of dirt on valve stems. Dirt 
buildup result of recent const activities. 

O'NEILL, J. Toledo Edison Co. 79/01/29, OPP. 


7902140170 DOCKET 50-346 Davis-Besse Nuclear Power Station, Unit I 
Forwards RO NP-09-79-01, 

GRANT, J.S. Toledo Edison Co. 79/01/30. ip. 


7902210101 DOCKET 50-346 Davis-Besse Nuclear Power Btatlon, Unit 1 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." H/llst of 11 systematic evaluation program 
plants for which no action is required. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/02/09. 
ip. 


7902140174 DDCKET 90-346 Davis-Desse Nuclear Power Station, Unit I 
RO NP-09-79-0t; RE 2024 L RE 2025, station ventilation 
radiation monl tor s, were inoperable. Caused by component 
fail ur*. 

» Toledo Edison Co. 79/01/02. 2pp. 


7902270365 DOCKET 90-346 Davis-Desse Nuclear Power Btatlon, Unit 1 
Forwards IE Info Notice 79-03, "Limitorque Uelve Geared 
Limit Switch Lubricant." 

KEPPLER, 0. 0, Region 3, Chicago, Office of the Director. 79/02/09, 
If. 


7902150291 DOCKET 50-346 Davis-Besse Nuclear Power Station, Unit 1 
Forwards monthly operating rept for Jan 1979. 

MURRAY, T.D. Toledo Edison Co. 79/02/09. ip. 


79O206023B DOCKET 50-346 Davis-Desse Nuclear Power Station, Unit I 
Forwards LER 79-007/03L-0, 

MURRAY,!, D, Toledo Edison Co. 79/01/31. Ip. 


7902060242 DDCKET 50-346 Davis-Desse Nuclear Power Station, Unit 1 
LER 79-007/03L-0 on 7901 10: dur Ing performance of 
survel 1 lane* test. Channel 2 of containment hydrogen analyier 
was found inoperable. Caused by defective lener diode in 
millivolt converter. 

HITCHEKB.D. Toledo Edison Co. 79/01/31. 3pp. 


7902190299 DOCKET 90-346 Davis-Desse Nuclear Power Station, Unit 1 
Monthly operating rept for Jan 1979. 

CABA,E.C. Toledo Edison Co. 79/02/09. 14pp. 


7902060263 DOCKET 90-346 Davis-Desse Nuclear Power Btatlon, Unit 1 
Forwards LER 79-006/03L-0. 

MURRAY,!. D. Toledo Edison Co. 79/01/31. Ip. 



DOCKETED ITEMS 


790a0t0269 DOCKET !50-346 Davis-DessB NueUar Power atationi Unit 1 
LER 79-006/03L-0 on 790105: noted 70128B deflcieneg re 
eontlnuous alarm of contact data logger point FOia. Fire 
detector uiai not declared inoperab le. Caueed bg indicating 
lights failure. Surveillance test modified to add lamp test. 
CKESKOiR. Toledo Edison Co. 79/01/31. 3pp. 


7902150309 DOCKET S0-3<16 Davls-DessB Nuclear Pouier Station 
LER 79-01 1/03L-0 on 790H 3: reactor coolant poiiSp I"*"*, 
started u/lncorrect breaker aUgnmenti causing low voltage 
relags to trip t> de-energ 1 1 ing both 4. 16 kV essential buses 
Cl h Dl. Cause was personnel error. 

MARLEYi J. Toledb Edison Co. 79/02/09. 3PP. . 


Unit I, 


7902060323 DOCKET 50-346 Davls-Besse Nuclear Power Btatlon< Unit 1 
Foruards LER 79-004 /03L-0. 

HURRAV»T. D. Toledo Edison Co. 79/01/31. Ip- 


7902200016 DOCKET 50-346 Davls-Desse Nuclear Power Station. Unit 1 
Forwards LER 79-01 5/03L-0. 

HURRAY. T.D. Tolede Edison Co. 79/02/12. Ip. 


790206033B DOCKET 50-346 Davls-Desse Nuclear Power Station. Unit I 
LER 79-004 /03L-0 on 790105; fal lure to post guards at 
entrance to containment during periods of free access. 

Failure due to personnel error. 

OBEEN. W, H. Toledo Edison Co. 79/01/31. 2PP. 


7902200017 DOCKET 50-346 Dovii-Besso Nuclear Power Station. Unit 1 
LER 79-018/03L-0 on 790117; core flooding tank 1-2 Isolation 
valve CFIA motor operator would not close during shutdown. 

Caused bg component failure due to loose set screw. 

O'NElULiJ. Toledo Edison Co. 79/02/12. 3pp. 


7902060330 DOCKET 50-346 Davli-Basse Nuclear Power Stetlon. Unit 1 
Foriaard-fi LER 79"003/03L*0. 

WUftRAVjT. D. ToUdo Edison Co. 79/01/31. tp. 


7902200020 DOCKET 50-346 Davli-Besse Nuclear Power Station. Unit I 
Forwards LER 79-014/03L-0. 

HURRAY. T. D. Toledo Edison Co, 79/08/12. Ip. 


7902060332 DOCKET SO-346 Devls-Besse Nuclear Power Station. Unit 1 
LER 79-003/03L-0 on 790104; c oiitrol room emergencg 
ventilation sgs damper HV3311E Inoperable. Caused bg leaking 
pneumatic operator. 

RUDOLPH. J. Toledo Edison Co. 79/01/31. 2pp. 


7902200022 DOCKET 30-346 Davis-Bosse Nuclear Power ^ 

LER 79-014/03L-0 on 790116: total vol In boric acid addition 
tanks (BAAT) was found at 3~l/3V, below Tech Spec 
requirements. Caused bg reduced BAAT vol after completion of 
required test Ing. fol lowed bg boratlon of RCS. 

HARLEY. J. Toledo Edison Co, 79/02/12. 3pp. 


7902060300 DOCKET 50-346 Davls-Desse Nuclear Power Btetlon. Unit 1 
Forwards LER 79-0OS/03L-O. 

MURRAY. T.D. Toledo Edison Co. 79/01/31. Ip- 


7902200028 DOCKET 50-346 Davis-Bosse Nuclear Power Station. Unit I 
Forwards LER 79-012/03L-0. 

MURRAY. T.D. Toledo Edison Co. 79/02/12. Ip. 


7902060393 DOCKET SO-346 Devis-Desia Nucleer Power Station. Unit I 
LER 79-00S/03L-O on 790106: during surveillance testing, 
borated water storage tank level bistable was tripped) valves 
DH9A opened 6 DH7A c losid. Caused bg component failure of 
output relag KSIA S. instrument drift. 

NELSON. J. Toledo Edison Co. 79/01/31. 3pp. 


'902200030 DOCKET 50-346 Davls-Besse Nuclear Power Station, ^it 
LER 79-O12/O3L-0 on 790U6; during surveillance testing, heat 
traced line temp measurement points were below 105 F . 

Caused bg Injection of mekeup water after boron injection at 
temp lower than 105 F. 
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7902060184 DOCKET 30-346 Davls-Desse Nuclear Power Station. Unit 1 
Forwards RQ NP-09-79-02. 

ORAMTiJ. 8, Tolido Edison Co. 79/02/01. Ip. 


7902210230 DOCKET 50-346 Oavis-Beise Nuclear Power Station. 
Forwards LER 79-0i3/03L-0. 

HLiRRAV. T. D. Toledo EdisonCo. 79/08/12. Ip. 


Unit 1 


790-2060193 DOCKET 50-346 Davls-Desse Nuclear Power Station. Unit 1 
RO NP-09~79-02 on 790104; RE 3432. sve water sgs header 
outflow radiation menitor.was inoperable due to component 
dsflclencg resulting from design error, 
e Toledo Edison Co. 79/OS/Oi. Ip. 


7902120120 DOCKET 50-346 Davls-Besse Nucleer Power Station. Unit 1 
Forward# LER 79-OOS/O3L-0, 

MURRAY. T.D. Toledo Edison Co. 79/02/05. Ip. 


7908180131 DOCKET SO-346 Davis-Dess# Nuclear Power Stetlon. Unit I 
LER 79-008/03L-0 on 790109; during surveillance testing, 
containment rec Irculetlon fan 1-1 failed to run. Cauie 
attributed to buildup of non-eonducfclve film on ausillarg 
controller contacts. 

NAYLOR. R. Toledo Edison Co. 79/02/05. 2PP. 


7908150333 DOCKET 60-346 Devis-Besis Nuclear Power Station. Unit I 
Forwards LER 79-OiO/O3L-0. 

HURRAY. T.D. Toledo Edison Co. 79/08/09. Ip. 


7908150336 DOCKET 50-346 Davls-Btsse Nuclear Power Station. Unit I 
LER 79-010/03L-0 on 790U2;Bgi 7 data logger experienced 
"core dump" which voided computer's memorg bank.meklng 
remote monitoring ef fire detection sgi Inoperable. Cause 
unknown. 

KOClS.R.i KOVACH. 8, Toledo Edison Co. 79/08/09. 2pp. 

7902150370 DOCKET 50-346 Davls-Beste Nuclear Power Station. Unit 1 
Forwards LER 79-OOV/O3L-0. 

MURRAY. T.D. Toledo Edison Co. 79/02/09. Ip. 


7908150368 DOCKET 50-346 Davls-Besse Nuclear Power Station. Unit 1 
LER 79-009/03L-0 on 790118; power to vital bus YS lost, 

False Integrated control sgs signal resulted In reactor It 
full steam I. feedwater rupture control sgs trip. Caused bg 
blown 185 volt DC fuse to Inverter. 

LIMOENFELTER. J. Toledo Edison Co. 79/02/00. 3pp. 


7902130383 DOCKET SO-346 Davls-Besse Nuclear Power Station. Unit 1 
Forwards LER 79-01 1/03L-0, 

MURRAViT. D. Toledo Edison Co. 79/02/09. Ip. 


7902210254 DOCKET 50-346 Dsvls-Bttst Nuelaar Powsr Station. 
LER 79-013/03L-0 on 790116;wh#n msksup pump 1 was started 
for lurvBlllanet test. a 1/2 inch nipple at discharge of 
attached gear-driven lube oil pomp failed It resulting oil 
sprag rtqulrtd pump shutdown. Caustd bg piping vibration. 
ADAMS. U. Toltdo Edison Co. 79/02/18. 8pp. 


Unit t 


7902270859 DOCKET 50-346 Davls-Biiss Nuclsar Powsr Stitt on. 
Forwards RO NP-33-77-64. 

HURRAY. T. D. Toledo Edison Co. 79/08/80. Ip. 


Unit I 


7908870860 DOCKET 50-346 Davls-Dtsss Nuclsar Power Station. Unit I 
LER NP-33-77-64 on 770087: reactor coolant pomp 1-1-8 
tripped. removing one of two reactor coolant pumps from 
optratlon. Caused bg damaga to surge capacitors dut to 
Insufficient mounting bast. --...B/om 

UNOENFELTBR. J. . BEELER. T. Toledo Edlion Co. 77/09/82. 


8pp. 


7902270407 DOCKET 50-346 Davls-Besse Nuclear Power Station. Unit 1 

Faruftrdf LER 79“016/03L— 0. 

MURRAY. T.D. Toledo Edison Co. 79/02/20. ip, 

7908870412 DOCKET 50-346 Davls-Besse Nuclear Power Bta-ilon. Unit 
LER 79-016/03L-0 on 790184; emergencg lock failed leak rate 
test while unit in Mods 5. Caustd bg loosening of shaft seal 
{teflon packing) due to routine ute of escape lock. Packing 
will be replaced during next convenient outage. 

BROWN. R. A. Toledo Edison Co. 79/08/20, 2PP. 


7908380119 DOCKET 50-348 Joseph M. Farley Nuclear Plant, ^it I 
informs that TRADOC Pamphlet 

for Instructional Sgs Development" referenced in NU«Ee-0ai9 
is available in mlcrofleht form from NRC. 

BE8AW. H, J. Division of Document Control. 79/01/09. 3pp. 


7902880244 DOCKET 50-340 Joseph M. Farleg Nuclear Plant. Unit 1 
Forwsrds attachments detailing rtaseni for dslags in 
implsmentlng 10CFR73. 53 Tsqulriminta I< eompsnsatory 
rfeaiurts. Enel withheld <rsf . 

CLAYTON. F. L. Alabama Power Co. 79/08/20. Ip. 


7902180176 DOCKET 50-340 M- ‘ 

Forwardt Endoreement 88- to NELIA _ 

PTFLDERjJ. Kar*h %t HcLanntni Inc* 79/08/06. 8pp. 



DOCKETED ITEMS 


790SC60302 DOCKET 90-348 Joseph H. Farleg Nuclear Plant. Unit 1 
Forwardt Endoritment 17 to NELIA Policy hF-93. 

DUCKjJ. R. Marsh b McLennan. Inc. 79/02/19. Spp. 


7902210236 DOCKET 50-346 Joseph M. Farley Nuclear Plant. Unit 1 
Forttnrda monthly operating rept for Jan 1979. 

CLAVTON.F.U, Alabama Pouer Co. 79/02/'14. Ip. 


7902090091 DOCKET 50-340 Joseph M. Farley Nuclear Plant. Unit 1 
Informs that Board uill hear argument on 790229 re 
exceptions filed by all par 1 1 es. Encourages parties to 
consolidate arguments. 

DUFLO. K. E. Atomic Safety and Licensing Appeal Panel. 79/01/33. 
2pp. 


7902270405 DOCKET SO— 348 Joseph M. Farley Nuclear Plant. Unit 1 
Notification that author uill argue on behalf of NFIC. 

AXELRAD. J. A. Ragulatlons Division. 79/01/30. ip. 


7902230101 DOCKET 30-348 Joseph M. Farley Nuclear Plant. Unit 1 
Moves that oral argument be continued until 790308. due to 
■tty's involvsmsnt in Congreseional study. Certi flcate of Svc 
end. 

AXELRAD. J. A. Office of the Executive Legal Director. 79/02/01. 
4pp. 


7902260164 DOCKET 90—340 Joseph M. Farley Nuclear Plant. Unit 1 
Orders rescheduling of oral argument to 790300 in 
Cethesda. MD. 

DUFLO. M. E, Atomic Safety and Licensing Appeal Panel, 79/02/09. Ip, 


7902200369 DOCKET 90—349 Joseph M. Farley Nucleer Plant. Unit 1 
As followup to NRC 701119 request for submittal of Offsite 
Dose Calculation Manual for approval, forwards guidelines for 
ginaral contents of msnual. 

0R1ME8. 0. K. Assistant Director for Engineers b Projects. 
79/01/10. Spp. 


7902130198 DOCKET 90-348 Joseph M. Farley Nuclear Plant. Unit 1 
Retponds to NRC 701120 Itr re containment purging during 
normal plant operation. Forwards justification for limited 
purging vie IB-ineh mini-purge valves In response to Branch 
Technical Position C8D 6-4. 

CLAVTONi F. L. Alabama Power Co. 79/02/05. 13pp. 


7902210237 DOCKET 90-340 Joseph M, Farley Nuclear Plant. Unit 1 
Monthly operating ropt for Jan 1979. 

* Alabama Power Co. 79/02/14. Bpp. 


7902060300 DOCKET 90—348 Joseph H. Farley Nuclear Plant. Unit I 
Forwards LER 79-001 /03L-0, 

CLAVTDN. F. L. Alabama Power Co. 79/02/01. ip. 


7902060304 DOCKET 90-348 Joseph M. Farley Nuclear Plant. Unit 1 
LER 79-OOt/03L— O on 790109; e I ec tr on i c switching syt DIO 
sequencer failed to meat time requirements for plcting up 
Step 2. Caused by agastat timer setpoint drift, 

HAIRSTON. H, <5, Alabama Power Co, 79/02/01. Ip, 


7902210227 DOCKET 90—340 Joseph M. Farley Nuclear Plant. 
Forwards LERs 79-002/03L-0 b 79-003/03L-0. 

CLAVTONi F. L. Alabama Power Co. 79/02/13. Ip. 


Unit 1 


7902210230 DOCKET SO-340 Joseph M. Farley Nuclear Plant. Unit I 
LEft 79-002/03L-0 on 790116:120V vital AC bus ID was 
deenerglied when Inverter IB tripped due to components 
fai lure. Capac I tor. a ir core choke, resi s tor b fuse were 
replaced b inverter returned to svc. 

HAIRBTON. W, 0. Alabama Power Co. 79/02/13. Ip. 


7902210233 DOCKET SO-340 Joseph M. Farley Nuclear Plant. Unit 1 
LER 79-003/03L-0 on 790 1 1 6: f oHoul ng reactor trip, turbine 
driven auxiliary feedwater pump failed to start. Caused by 
trip/ throttle valve which tripped shut. 

HAIRSTON. W, 0, Alabama Power Co. 79/02/13. Ip. 


7902270212 DOCKET 90—348 Joseph M. Farley Nuclear Plant. Unit 1 
Forwards LERs 79-004/03L-0. 79-OOS/03L-O fa 79-006/00L-0. 
CLAYTON. F. L. Alabama Power Co, 79/02/21 . 1 p. 


7902230129 DOCKET 90-340 Joseph M. Farley Nuclear Plant. Unit 1 
Forwards IE Insp Rspt 90-340/70-39 on 781219-22. No 
noncompl lanes noted. 

LONOj F. J. Rsglon 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 79/01/11, 2 pp, 


7902230133 DOCKET 90-340 Joseph M. Farley Nuclear Plant. Unit 1 
IE Insp Rept 90-348/70-39 on 701219-28,No noncompl iance 
noted. Major areas Inspected; calibr program. 

OUZTBiJ. E. . KELLQOOiP.J, Region 2. Atlanta. Reactor Operations 

Nuclear Support Branch. 79/01/11, 7pp, 


7902200000 DOCKET 90-340 Joseph M, Farley Nuclear Plant. Unit I 
Corrects 790122 Hr. Last line of paragraph 1 should read; 

"He will examine your corrective actions b plans during 
subiequsnt Inspections. " 

LEWIS. R.C. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 79/01/30, 2 pp. 


7902230037 DOCKET SO-348 Joseph M. Farley Nuclear Plant. Unit 1 
Aek recBlpt of IE Insp Rept 90-340/70-39 on 790111, No 
proprietary Info, 

CLAVTONi F. L. Alabama Power Co. 79/02/02. ip. 


7902280459 DOCKET 90-340 Joseph M. Farley Nuclear Plant. Unit 1 
Forwards IE Info Notice 79-01. "Bergen— Paterson Hydraulic 
Shock b Sway Arrestors (HSSA)." 

O^REILLY, J, P. Region 2. Atlanta. Office of the Director, 
79/02/02. 9pp. 


7902200011 DOCKET 90-348 Joseph M. Farley Nuclear Plant. Unit t 
Forwards IE Dulletln 79-01. "Environ Oual I f leatlon of Class 
IE Equipment. " 

Region 2, Atlanta, Office of the Director. 

79/02/09. 6pp. 


7902210170 DOCKET 90-348 Joseph M. Farley Nuclear Plant. Unit 1 
Forwards IE Dulletln 79-01, "Environ Qual I f leatlon of Class 
IE Equipment," H/llst of 11 systematic evaluation program 
plants for which no action is required. 

79%2/08 2pp '’*9lon 2, Atlanta, Office of the Direetop. 


79028B0041 DOCKET 50-340 Joseph M. Farley Nuclear Plant. Unit 1 
Forwards IE Info Notice 79-03, "Llml torque Valve Oeared 
Limit Switch Lubricant. " 

Raslon Si Atlanta. Office of the Director. 

79/02/09. 2pp. 


7908270214 DOCKET SO— 34Q Joseph M. Parley Mucloar Plant. Unit 1 
LER 79-004/03L-0 on 790123; containment atmosphere 
particulate radioactivity monitoring sys Ineporabl ei f 1 1 tar 
paper was not advanc 1 ng, Caused by rsplacsmexit paper being 
thicker that that originally supplied. 

HA1R5T0N.W, 0. Alabama Power Ca. 79/02/21. Ip. 


7902270219 DOCKET 90-348 Joseph M. Farley Nuclear Plant. Unit 1 
LER 79-005/03L-0 on 790123: dur I ng surveillance test on barnn 
Injsction tank inlet valve 01 E32V01 6B. va Ive failed to 
operate electrical I ij. Cause und etsTinl nod . sine e subsequent 
troubles hooting failed to duplicate prob lem. 

HAIRSTON. W. 0. Alabama Power Co, 79/02/21. Ip, 


7902270223 DOCKET 90—348 Joseph M. Farley Nuclear Plant. Unit 1 
LER 79-006/03L— 0 on 790123: dur 1 ng moint on boron injection 
tank inlet valve QIE21VQ1 6D. boron c oneen trot i on fell below 
Tech Spec requirements. Caused by leakage through oponoiJ 
valve during troubleshooting per LER 79-005/03L-0. 

HAIRBTON, H, 0. Alabama Power Co. 79/02/2i. 0pp. 


7902280277 DOCKET 90-340 Joseph M. Farley Nuclear Plant. Unit 1 
Forwards LERs 7a-03B/03X-P. 7a-066/03X-2 b 7a-079/OH-l. 
CLAYTON, F. L. Alabama Power Co. 79/02/82. Ip. 


. uuurMii ou-uaw Joseph 


LER 70-O36/O3X-2 on 7B0927:temp average dropped below 841 F 
Caused by lifting of code safety valve. 

HAIRBTON. M. 0. Alabama Power Co. 79/02/22. 3pp. 


79022B0309 DOCKET 50-340 Joseph M. Farley Nuclear Plant. Unit i 
LER 78-079/01 X-1 on 781 114; water volume in fire protection 
sys water storage tank less than Tech Spec min. Caused by 
failure to coordinate const activities u/oporatlons 
personnel. 

HAIRSTON. W. e. Alabama Power Co. 79/02/22. 3,pp. 

7902200298 DOCKET 50-340 Joseph M. Farley Nuclear Plant, Unit 1 
LER 7B-066/03X-8 on 780914: d 1 ese 1 genera tor air start sys 
air reservoirs lA fa ID presBures were 210 pslg fa 00 psla. 
Caused by leaking of 10 air compressor relief valve/thacfc 
valve, 

HAIRBTON, W, O. Alabama Power Co. 79/02/82. 3pp, 


7902000290 DOCKET 80-352 Limerick Sene rating Station, Unit t 
Notification of 790213-14 meeting u/Hark 11 owners group bo 
^ safety relief valve pool dynamic loads. 
ANOERSON. C. J. Containment Systems Dranch. 79/01/84, 2 pp. 



92 

7V02090343 CQCKET 90-352 Limerick Generating StatioOi Unit 1 
Forwards GE topical rept NEDD-24010-a, Supp 1 3, "Bases for 
Criteria for Combination of Earthquake i Other Transient 
Responses bg the Square-Root-Sum-Of-The-Squares Method. 

Rept is provided on behalf of Mark 2 owner s group. 

SOBOM.L. J. General Electric Co. .Nuclear Energg Products Div. 
79/03/05. Ip. 

7903090367 DOCKET 50-353 Limerick Generating Station. Unit 1 
Suppl 3 "Basis for Criteria for Combination of Earthquake U 
Other Transient Responses Dg the Square-Root-Sum-of-the- 
Squares Method. “ Discusses method for combining multiple 
peak dgnamic responses for blasts 6 earthquakes. 

KENNEDY, R. P. , NEWMARK. N. M. , ENGLISH, W. F. General Electric 

Co. .Nuclear Energg Products Div. NEDa-24010-2. 70/13/31. 30pp. 


7902330061 DOCKET 50-353 Limerick Generating Station, Unit 1 
Informs that TRADOC Pamphlet 350-30, " Interservlce Procedures 
for Instructional Sgs Development" referenced in NUREO-0219 
is available in microfiche form from NRC. 

BESAW, H. J Division of Document Control. 70/11/30. 3pp. 

7902330163 DOCKET 50-353 Limerick Generating Station, Unit 1 
Forwards IE Insp Repts 50-352/70-10 6 50-353/70-06 on 
781127-1301 ti 1206 No noncomp 1 1 anc e noted. 

CARLSDNrR. T. Region 1, Philadelphia, Reactor Construction {< 

Engineering Support Branch. 79/01/09. 2pp. 

7903230170 DOCKET 50-352 Limerick Oeneratlng Station, Unit 1 
IE Insp Repts 50-352/70-10 6 50-353/70-06 on 701127-1201 6 
1206. No noncompl iancB noted. Areas inspec ted; work activities 
tt records for safotg-rolated pipe supports 6 restrain ts, fue 1 
pool g Irder, preservice insp 6 plant tour insp. 

MATTIAiJ. , FASANO, A. I MCOAUOHV, R, Region 1, Philadelphia, 

Reactor Construction J< Engineering Support Branch. 79/01/08. 
ISpp. 

7902050079 DOCKET 90-352 Limerick Generating Station, Unit 1 
Ack receipt of 781227 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-392/7B— 09 l< 


DOCKETED ITEMS 


7902080290 DOCKET 50-353 Limerick Oenerating Station. Unit 3 
Announces 790213-14 meeting uj/Mark II owners 9^““? 
discuss LOCA ti safotg relief valve pool „ 

ANDERSON.C. J. Containment Sgstams Branch. 79/01/24. Spp. 

7902090343 DOCKET 50-353 Limerick Generating Station. Unit 2 
Forwards OE top leaf rept NEDD-24010-2, Supp 1 3. ''Bases for 
Criteria for Combination of Earthquake J, Other Transient 
Responses bg the Square-Root-Sum-Of-The-Squares Method, 

Rept is provided on behalf of Mark 2 owner's group. 

8DDDN, L. J. Oeneral Electric Co. .Nuclear Energg Products Div. 
79/02/05. Ip. 

7903090367 DOCKET 50-353 Limerick Oeneratlng Station. Unit 2 
Supol 2 "Basis for Criteria for Combination of Earthquake t< 
Other Transient Responses Bg the Squaro-Root-Sum-of-the- 
Squares Method. “ Discusses method for combining multiple 
peak dgnamic responses for blasts 6 earthquakes. . 

KENNEDY, R. P. , NEWMARK, N. M. , ENGLISH, W^F^ General Electric 
Co, iNuclear Energy Products Div. NEDO-24010-2 78/12/31. 

7902230061 DOCKET 50-353 Limerick Generating Station. Unit 2 
Informs that TRADOC Pamphlet 350 - 30 . " Intdrttrvjee Procedures 
for Instructional Sys Development" referenced in NUREO-0219 
is available In mlcrafiche form from NRC. „ 

BESAH.W. J. Division of Document Control. 78/11/20. 3pp. 

7902230163 DOCKET 50-353 Limerick Oeneratlng Station, Unit 2 
Forwards IE Insp Repts 50-352/78-10 ?< 50-353/78-06 on 
781127-1201 ti 1206, No noncomp 1 i anc e noted. 

CARLSON, R.T. Region 1, Philadelphia, Reactor Construction 8c 

Engineering Support Branch. 79/01/09. 2pp. 

7902230170 DOCKET 50-353 Limerick Oenoratinp Station. Unit 2 
IE Insp Repts 50-352/70-10 8< 50-353/70-06 on 701127-1201 & 
1306. No noncompliance noted. Areas inspected;uork activities 
8, records for safety-related pipe supports «< restraints, fuel 
pool girder, preservlce insp l< plant tour insp. 

HATTIA, J. , FASANO, A. , MCOAUQHY, R. Region 1, Philadelphia, 

Reactor Construction 8< Engineering Support Branch. 79/01/00, 


30pp. 


50-353/78-05. 

CARLEONiR, T. Region 1. Philadelphia. Reactor Construction 6 

Engineering Support Branch. 79/01/12. ip. 


7902050078 DOCKET 50-352 Limerick Oeneratlng Station, Unit 1 
Responds to NRC 701121 Itr re violations noted in IE Insp 
Repts 50-352/78-09 I 50-353/70-05, Correc t ive actions: 
protection 6 storage of equipment, OC documentation 
implemented re verification of concrete strengths. 

HOVER, V.S. Philadelphia Electric Co, 70/12/27. 5pp. 


7902050080 DOCKET 50-392 Limerick Generating Station. Unit I 
Forwards IE Insp Repts 50-392/70-09 U 50-353/70-05 on 
781017-19 6 notice of violation. 

CARLSON. R.T, Region 1, Philadelphia, Reactor Construction 8, 

Engineering Support Branch. 78/11/21. 2pp. 


7903050075 'DOCKET 50-353 Limerick Generating Station, Unit 2 
Ack receipt of 701237 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/78-09 8, 
90-353/70-05. 

CARUSDN.R.T. Region 1. Philadelphia, Reactor Construction 8< 

Engineering Support Branch. 79/01/12. Ip, 

7902050078 DOCKET 50-353 Limerick Generating Station, Unit 2 
Responds to NRC 781121 Itr re violations noted in IE Insp 
Repts 50-352/78-09 8, 50-353/78-05, Correc t i VB actions; 
protection 8, storage of equipment, QC documentation 
implemented re verification of concrete strengths. 

BOYER. V.S, Philadelphia Electric Co. 78/12/27. 5pp. 


7902050082 DOCKET 50-352 Limerick Generating Station, Unit 1 
Notice of violation from insp on 701017-19. 

• Region 1, Philadelphia, Office of the Director. 78/11/16. 
3pp. 

79020S0085 DOCKET 50-352 Limerick Generating Station, Unit 1 
IE Insp Repts 50-352/70-09 8, 50-353/70-05 on 701017-19. 

Noncempl lance noted: fai lure to follow procedures for storage 
8c maint of HPCl t< tore isolation cooling turbines, or to 
verify concrete strength prior to support removal. 

MATTIA, J. , CERNE. A. , MCOAUGHY, R, Region 1, Philadelphia, 

Reactor Construction I, Engineering Support Branch. 70/11/16. 
lOpp, 


7903010269 DOCKET 50-352 Limerick Generating Station, Unit 1 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies, " 

ORIER.D.H. Region 1. Philadelphia. Office of the Director. 
79/01/16. Spp. 


7902130D35 DOCKET 50-352 Limerick Oeneratlng Station, Unit 1 
Forwards IE Info Notice 79-01, “Bergen-Paterson Hydraulic 
Shock 8i Sway Arrestors (HSSA). " 

ORIER.a.H, Region 1, Phi ladelph la, Office of the Director. 
79/02/02. Ip. 


7902280495 DOCKET 90-352 Limerick Oeneratlng Station, Unit I 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." H/list of 11 systematic evaluatl on program 
plants for which no action is required. 

ORIER.B. H. Region 1, Philadelphia, Office of the Director. 
79/02/08, IP. 


7902050080 DOCKET 90-353 Limerick Generating Station, Unit 2 
Forwards IE Insp Repts 50-352/78-09 S< 50-353/70-06 on 
701017-19 8< notice of violation. 

CARLSON, R. T. Region 1, Philadelphia, Reactor Construction 8, 

Engineering Support Branch, 70/11/21, 2pp. 


7902050002 DOCKET 50-353 Limerick Generating Station, Unit 2 
Notice of violation from insp on 781017-19. 

* Region 1, Philadelphia, Office of the Director. 78/11/16. 
3pp. 

7902050085 DOCKET 50-353 Limerick Oeneratlng Station, Unit 2 
IE Insp Repts 50-352/78-09 8, 50-353/78-05 on 781017-19. 

Noncompl lance no ted ; fai lure to follow procedures for storage 
8, maint of HPCl 8< core isolation cooling turbines, or to 
verify concrete strength prior to support removal. 

MATTIA, J., CERNE, A. , MCOAUOHV,R. Region 1, Philadelphia, 

Reactor Construction li Engineering Support Branch. 78/11/16. 

10pp. 


7902010269 DOCKET 50-353 Limerick Oeneratlng Station, Unit 2 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Bupp lies, " 

ORIER.D.H. Region 1, Philadelphia, Office of the Director. 
79/01/16. Spp. 


7902130035 DOCKET 50-353 Limerick Generating Station, Unit 2 
Forwards IE Info Notice 79-01, "Bergen-Paterson Hydraulic 
Shock 8< Sway Arrestors (HSSA). " 

ORIER.D.H. Region 1, Philadelphia, Office of the Director. 
79/02/02. Ip. 
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7902sa0499 DOCKET 90-393 LitTBrick Oenerating Station. Ltnlt 2 
Forward! IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment. " U/list of 11 systematic evaluation program 
plants for which no action Is required. 

.OfilER. B. H. Region 1. Philadelphia. Office of the Director. 
79/O2/'O0. IP. 


790209029d> DOCKET 90-354 Hope Creek Nuclear Station. Unit 1 
Requests authori latlon to use certain components in 
facilities designed to codes other than those specified in 
subsections (c) through <f> of 10CPR50. 55a. 

tilTTL. R. L. Public Service Electric It Oas Co. of New Jersey. 
79/01730. 3pp. 


790S2B0142 DOCKET 50-394 Hope Creek Nuclear Station. Unit 1 
Forwards Amend 9 to Const Permits CPPfi-iaO t< CPPR-121.por 
ASLAB 790112 d ec i s i on. Not i ce of issuance end. 

BOYD. R. 8. Office of Nuclear Reactor Regulation. 79/02/01. 4pp. 


7902200190 DOCKET 50-394 Hope Creek Nuclear Station. Unit I 
Amend 5 to Const Permits CPPR-120 U CPPR-121 adds conditions 
to ensurt that NRC will be promptly alerted of possible 
traffic increase of liquefied natural gas or liquefied 
petroleum gas. 

BOYD. R. B. Division of Project Management. 79/02/01. 4pp. 


79022B0197 DOCKET 90-394 Hope Creek Nuclear Station. Unit 1 
Notice of Issuance of Amend 5 to Const Permits CPPR-120 & 
CPPR-121. 

BAER. R. L. Light VJater Reactors Branch 2. 79/02/01. 2pp. 


79020B0199 DOCKET 90-394 Hope Creek Nuclear Station. Unit 1 
Submits Dsc 197S program activity revl ew. comprised of Info 
from selected sectiona of monthly rep t. w/stc t ion on contract 
(i billing status removed. Lists meetings held b provides 
task-by-tesk activity summary. 

BOQONi L. J. Oeneral Electric Co. .Nuclear Energy Products Div. 
79/02/05, 10pp. 


7902270317 DOCKET 90-354 Hope Creek NueleaK Station. Unit 1 
Forwards 790119 press release by Federal Energy Regulatory 
Commission re rejection of Tetlneco LNO. Inc. appl ica t Ion to 
build liquified natural gas terminal at Nest Deptford. NJ. 
CONNOR. T.B. Conner. Moore & Corber. 79/01/22. Ip. 


7902260102 DOCKET 50-394 Hope Creek Nuclear Station. Unit 1 
Forwards ASLAD 790112 decision tt ASLQ second suppl Initial 
daclsion of 780413. both re probability of postulated 
flammable gas cloud accidents from liquefied natural gas 
tankers which could affect facility. 

BALLARD. R. L. Environmental Project Branch 1. 79/02/01, 4pp. 


7902260106 DOCKET 90-354 Hope Creek Nuclear Station. Unit 1 
Decision dtd 790112 (ALAD-S18> concludes that flammable 
vapor cloud accident is so unlikely that Its environ impact 
need not be considered. 

DUFLO. H. E. Atomic Safety and Llconeing Appeal Panel. 79/01/12. 
37pp. 


7902260109 DOCKET 50-394 Hope Creek Nuclear Station. Unit 1 
Second luppl initial decision concluding that possibility of 
accident involving liquefied natural gas cloud from tanker 
Is so remote that units need not be designed to protect 
against such accidents. 

LUTON. E. . HILL. E. E. . PARIS. O.H. Atomic Safety and Licensing Board 
Panel. 78/04/13. 97pp. 


7902260112 DOCKET 90-354 Hope Creek Nuclear Station. Unit 1 
Federal Register notice of availability of ASLB second suppl 
initial decision t< ASLAD decision. 

BALLARD. R. L. Environmental Project Branch 1. 79/02/01. 2pp. 


7902220238 DOCKET 50-394 Hope Creek Nuclear Station. Unit 1 
Intervenors' petition for review of ALAB-9ia re probability 
of haiardout cargo ship posing a danger. t< failure to order 
an EIB, Federal Energy Commission 790129 order end. 

VANNE88. S. C. , WEBTREICH. R. . ONSDORFF. K. A. New Jersey. State of. 
79/02/08, 18pp. 


7902220231 DOCKET 30-354 Hope Creek Nuclear Station. Unit 1 
Extends time for NRC consideration of petition to review 
ALAB-91B answers until 790302. 

CHILK. 8. J. Office of the Secretary of the Commission. 79/02/12. 
Ip. 


7902140218 DOCKET 50-354 Hope Creek Nuclear Station. Unit I 
Forwards binders t. sets of divider tabs for use w/NED0-2i8SB 
"Mark 1 Containment Program Load Definition Rept. " 

80D0N. L, J, Oeneral Electric Co. .Nuclear Energy Products Dlv. 
79/01/08. 0pp, 


7902220257 DOCKET 50-354 Hope Creek Nuclear Station. Unit 1 
Responds to 790111 request for rovieu of paper "Vent 
Clearing During Simulated LOCA in a Mark I BUR 
PresBure-Suppresiion Sys. “ Recommends paper be accepted for 
publication 

GRIMES. C. Plant Systems Branch. 79/01/31. 2pp. 


7902080153 DOCKET 50-354 Hope Creek Nuclear Station. Unit 1 
Forwards IE Insp Rept 50-394/7B-14 on 701123-30. No 
non comp 1 lance noted. 

CARLSON. R.T. Region 1. Philadelphia. Reactor Construction t. 

Engineering Support Branch. 7B/12/26. 2pp 


7902000155 DOCKET 50-354 Hope Creek Nuclear Station. Unit 1 
IE Insp Rept 50-354/70-14 on 701128-30. No noncompl ianc e 
noted. Major areas inspected:QC programs for installation of 
piping 6 erection of structural steeliweld mat] controliweld 
rad logrophs. 

NARRQU.L. > SANDERB.U. F. . MCOAUOHY. R. U. Region I. Philadelphia. 

Reactor Construction 6 Engineering Support Branch. 78/12/22. ?pp. 


7902010249 DOCKET 50-354 Hope Creek Nuclear Station. Unit 1 
Forwards IE Circular 79-02, "Fai lure of 120 Volt Vital AC 
Power Suppl let. " 

ORIER. D. H. Region 1. Philadelphia, Office of the Director. 
79/01/16, Spp. 


7902130017 DOCKET 50-354 Hope Creek Nuclear Station, Unit I 
Forwards IE Info Notice 79-01. "Bergen-Paterson Hydraulic 
Shock t< Sway Arrestors (HSSA). " 

ORIER, D.H. Region 1, Philadelphia, Office of the Director. 
79/02/02. Ip, 


7902280502 DOCKET 50-354 Hope Creek Nuclear Station. Unit 1 
Forwards IE Bulletin 79-Oi, "Environ Qualification of Class 
IE Equipment." U/list of il systematic evaluation program 
plants for which no action is required. 

ORIER. O.H. Region 1, Philadelphia. Office of the Director. 
79/02/08. IP, 


7902090256 DOCKET 50-355 Hope Creek Nuclear Station, Unit 2 
Requests authorization to use certain components in 
facilities designed to codes other than those specified in 
subsections (c) through (f) of 10CFR50. 55 b. 

MITTL, R. L. Public Service Electric !< Gaa Co, of New Jersoy, 
79/01/30. 3pp. 


7902220257 DOCKET 50-355 Hope Creak Nuclear Station, Unit 2 
Responds to 790111 request for review of paper "Vent 
Clearing During Simulated LOCA in a Mark 1 BUR 
Pressure-Suppression Sys. " Recommends paper be accepted for 
pub 1 icatlon. 

ORIMES.C. Plant Systems Branch. 79/Q1/31. 2pp. 


7902280142 DOCKET 50-359 Hope Creek Nuclear Station, Unit 2 
Forwards Amend 5 to Const Permits CPPR-120 t CPPR-121. per 
ASLAB 790112 d ec 1 s 1 on. Not i c e of issuance end. 

BOYD. R. 8. Office of Nuclear Reactor Regulation. 79/02/01. 4pp 


7902280150 DOCKET 50-355 Hope Creek Nuclear Station. Unit 2 
Amend 5 to Const Permits CPPR-120 t. CPPR-121 adds co-ndltiona 
to ensure that NRC will be promptly alerted of possible 
traffic Increase of liquefied natural gat or liquefied 
petroleum gas. 

BOYD. R. 8. Division of Project Management. 79/02/O1. 4pp. 


7902280157 DOCKET 50-355 Hope Creek Nuclear Station. Unit 2 
Notice of Issuance of Amend 5 to Const Permits CPPR— 120 V 
CPPR-121. 

BAER. R. L. Light Uater Reactors Branch 2. 79/02/Ot. 2pp. 


7902080199 DOCKET 50-355 Hope Creek Nuclear Station. Unit 2 
Submits Dec 1978 program activity review, c omprised of info 
from selected sections of monthly rept. w/sec tion on contract 
(< billing status removed. Lists meetings held h provides 
task -by- task activity summary. 

80B0N. L. J. Oeneral Electric Co. .Nuclear Energy Products Div. 
79/02/05. 10pp. 


7902270317 DOCKET 50-355 Hope Creek Nuclear Station. Un i t 2 
Forwards 790115 press release by Federal Energy Regulatory 
Commission re rejection of Tenneco LNO, Inc . appl 1 cation to 
build liquified natural gas terminal at Hest Deptford. NJ. 
CONNOR, T. B. Conner. Moore l< Corber, 79/01/22. tp. 


7902260102 DOCKET 50-355 Hope Creek Nuclear Station. Unit 2 
Forwards ASLAD 790112 decision 6 ASLB second suppl Initial 
decision of 780413. both re probability of postulated 
flammable gat cloud accidents from liquefied natural gas 
tankers which could affect facility. 

BALLARD. R. L. Environmental Project Branch 1. 79/02/01. 4pp. 
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790’a260l04i DOCKET 50-355 Hope Creek Nuclear Station. Un 1 1 2 
Oeelilon dtd 790J12 «ALAB-51B) eoncludet that Plammoble 
vapor cloud accident 15 so unlikelp that its environ impact 
need not be considered. 

DUFLQ.K, E. Atomic Safety and Licensing Appeal Panel. 79/01/12. 
97pp. 


7902260074 DOCKET 50-3SB William H. 

Rogoests add 1 info needed to complete 

OL appl Icatlon. PoBl tions & roquests are based on Info in 


Tenues ts. 
STOL2.-J. F. 


Light Water Reactors Branch I, 79/02/02. 0PP 


I 


7902260109 DOCKET 50-355 Hope Creei Nuclear Station. Unit 2 
Second suppl Initial decision concluding that possibility of 
accident Involvlna liquefied natural pas cloud from tanker 
is so remote that units need not tie designed to protect 
against such accidents. 

LUTON. E.. HILL.e. E. . PARISiO. H. 

Panel. 70/04/13, 57pp. 


Atomic Safety and Licensing Board 


7902260112 DOCKET 50-353 Hope Creek Nuclear Station. Unit 2 
Federal Register notice of availability of ASLB second suppl 
initial decision b ASLAC decision. 

DALLARD.R L. Environmental Project Branch 1. 79/02/01. 2pp. 


7902090343 DOCKET 50-363 Wllltam H. Zimmer 

Foriuerds OE topical rapt N £00-24010-2. Sup p 1 2. Basts for 
Criteris for Combination of Earthquake b Other Transient 
Responses by the SquaTe-Boot-Sum-Df-The-Squares method. 

Jlept is provided on behalf of Mark 2 owner s group. 

SOBDNiL.J. Oenoral Electric Co. .Nuclear Energy Products Dlv. 


7902090367 DOCKET S0-35B William H. Zimmer Nuclear Station. ^It 1 
Suppl E "Basis for Criteria for Combination of Earthquake b 
Other Trsnslant Responses By ^^e aquare-Root-Sum-of-the- 
Squares Method." Discusses method for combining multiple 
oeak dynamic responsos for blasts b earthquakes. 

KENNEDV-I R. P. Oeneral Electric Co. .Nuelaor Energy Products Dlv. 
NEDO-24010-2. 70/12/31, 30pp. 


7902220238 DOCKET 50-355 Hope Creek Nuclear Station. Unit 2 
Interveners *■ petition for review of ALAD-510 re probability 
of hatardotfs cargo ship poking a dangor* failure to oroer 
an EI8, Federal Energy Commission 790125 order end. 

VANNESB, 3. C, , H£3TRE 1 CH, R, . 0N3D0RFF. K. A. New Jersey, State of. 
79/O2/0B, 15pp. 


7902220231 DOCKET 50-355 Hope Creek 
Ejtonds time for NRC consideration 
ALAB-5ia b answers until 790302. 
CHILK.S.J. Office of the Secretar 
Ip. 


Nuclear Station, Unit. 2 
of petition to review 

y of the Commission. 79/02/12, 


7902260360 DOCKET 
In response to 
Se.ctlon III re 
facilities. 
8DR0MANN, E. A. 


50-398 William H. Zimmer Nuclear Btatlon. Unit 1 
781213 1 t r , e 1 arl f IBS response to NURE0-03l3i 
use of austenitic stainless steel in BWR 

Cincinnati Oaa b Electric Co. 79/02/16. Ip. 


7902270457 DOCKET 90-398 William H. Zimmer Nuclear Btatlon. 
Notice of availability of SER lNURE0-052a) for WH Zimmer 


I J as U ^ 










Unit 1 
IP- 


7902140218 ODCHET 50-335 Hope Creak Nuclear Station, Unit 2 
Forwards binders I. sets of divider tabs for us# ui/NED0-2iBea 
“Hark 1 Containment Program Load Definition Rept. " 

BODON.L.J. Oenaral Electric Co, .Nuclear Energy Products Dlv. 
79/01/00, app. 


7902270461 DOCKET 50-393 William H, Zimmer Nuclear Station. 
Forwards 8ER CNUR6O-0S2e> b Federal Register notice of 

availability. „ _ „ , la/ni/ni 

8TCLZ. J.F. Light Water Reactors Branch 1, 79/01/31. 


Unit I 

2PP- 


7902010249 DOCKET 50-359 Hope Creek Nuclear Station, Unit 2 
Forwards IE Circular 79-02. “Failure of 120 Volt Vital AC 
Pouaar Supplies." ^ 

DRIER. D.H. Region 1, Philadelphia, Office of the Director, 

79/01/16, Bpp. 


7902270474 DOCKET 50-350 William H. Zimmer 
8ER for WH Zimmer Nuclear Station. 

* Office of Nuclear Reactor Regulation. 
163pp. 


Nuclear Btatlon, Unit 1 
NURE0-092B 79/0:1/31 


7902130017 DOCKET 90-355 Hope Creek Nuclear Station, Un i t 2 
Forwards IE Info Notice 79-01. "Dergen-Paterson Hydraulic 
Shock b Sway Arrestars (HS5A). " 

eniER. D. H. Region I, Philadelphia, Office of the Director. 
79/02/02. Ip 


7902090348 DOCKET 50-39Q William H, Zimmer Nuclear Station, Unit I 
Submits copies of Revision 10 to fire protection svaluatlon 
rept. 

BOReHANN, E. A, Cincinnati Gat b Electric Co. 79/02/08. 4pp. 


7902280502 DOCKET 50-355 Hope 
Forwards IE Bulletin 79-01, 
IE Equipment. " W/llst of H 
plants for which no action 
OniER.a. H. Region 1. Phi 
79/02/08. IP. 


Creek Nuclear Station, Unit 2 
"Environ Qualification of Class 
systematic evaluation program 
1 i required. 

ladelphia. Office of the Dlrectnr. 


7902260217 DOCKET 50-350 Mi 1 1 lam H, Zimmer Nuclear Station. Unit 1 
Provides addi generic comments re topics (Hscussed at 
701116-17 Zimmer subcommittee meet Ing. Top i cs include reactor 
vessel supports, fuel bundle 1 i ft. suppress! on pool 
downcomers, lateral loads b control drive tube 

CATTON. 1. California. Univ. of, Loa Angeles. 70/11/30, gpp. 


7902210152 DOCKET 50-350 William H. Zimmer Nuclear Station. Unit 1 
Informs NRC of Professor Plesset's subcommittee discussion 
at San Franc itto meeting ro LOCA-reloted hydrodynamic loads. 
Stated vent lateral loads due to steam condensation were 
random In magnitude b direction. 

CATTON, I, California. Univ. of. Las Angeles. 78/12/10. Ip. 


7902210061 DOCKET 50-358 William H. Zimmer Nuclear Station. Unit 1 
Responds to 781115 Ur requesting info re NRC investigation 
Of cable traga. W/rolated correspondance, support ing 
documentation b Certificate of Svc. ...... . 

KEPPLER. J. 0. Region 3. Chicago, Office of the Director. 78/12/23. 

101pp. 


7902270338 DOCKET 90-33D William H. Zimmer Nuclear Station. Unit I 
Submits Revision 11 to fire protection rapt. 

BORGMANN, E. A. Cincinnati Gas b Electric Co. 79/02/23. 5pp. 


7902230064 DOCKET 90-399 William H. Zimmer Nuclear Station, Unit i 
Motion by applicant to dismiss Miami Valley Power Project as 
party to proceed ing, due to failure to file timely response 
to interrogatories. Urges, in al t erna t i ve, tha b response be 
compel 1 ed. Certi fl cate of Svc end. 

WETTERHAHN. M. J. r CONNOR, T.D. Conner. Moore b Corber. 79/01/29. 
12pp. 


7902140266 DOCKET 50-358 William H. Zimmer Nuclear Station, Unit I 
Forwards Revision 53 to FSAR (Amend 65 to app 1 1 cation). 

DOROMANN, E. A. Cincinnati Oas b Electric Co. 79/02/09, 2pp, 


7902140270 DOCKET 50-350 William H. Zlmmar Nuclear Station, Unit I 
Revision 93 to FSAR (Amend 89 to application! re equipment 
identification, test objective procedures. pipe fracture 
toughness b aceptance criteria. 

* Cincinnati Gas b Electric Co. 79/02/09. 22pp. 


7902260366 DOCKET 50-359 William H. Zlmmar Nuclear Station, Unit I 
Forwards Certificate of Svc of Amend QS to 790212 
application for licenses in form of Revision 53 to FSAR. 
DOROMANN. E, A. Cincinnati Gas fe Electric Co. 79/02/16. 2pp. 


7902260606 DOCKET 50-398 Mill i am H. Zimmer Nuclear Station, Unit I 
Minutes of ACRS 78U17 subcommittee meeting to tbvIou 
ti€cn«» application of Cincinnati Qaa Electric Co 
license to operate unit.W/enc! applicable Federal Register 
nollcfs, attendance list b schematic drawings. i 

a ACRS - Advisory Committee on Reactor Safeguards. 79/01/11. 49pp. 


7902080290 DOCKET 50-350 William H. Zimmer Nuclear Station. 
Announces 7902J3-14 meeting w/Hark II owners group to 
discuss LOCA b safety relief valve pool dynamic 
ANDERSON, C. J. Containment Bystems Branch. 79/01/24. 


Unit 1 

2pp. 


7902210031 DOCKET S0-3SB William H. Zimmer Nuclear Station, Unit i 
Lists project reviews for next five ACRS full committee 
meetings. 

CROCKER. L. P. Division of Project Management. 79/02/06. 2pp. 


7902010327 DOCKET 90-398 Wi 1 1 1 am H. Zimmer Nuclear Btatlon. Unit I 
Forwards Insp Rept 90-358/70-21 on 760910-28 b 23-29 b 
notice of violation. 

HEISHMAN, R, F. Region 3, Chicago, Roactor Construction b 

Engineering Support Branch. 78/12/81. 8pp. 
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790S01033S DOCKET 50-390 HllUam H. Zimmer Nuclear Station. Unit 1 
Notice of violation from Imp on 7Q091Q-23 l< S8-59. 

• Region 3. CMcago. Reactor Conctruction U Engineering Support 
Branch. 70/12/21. ip. 


7902010333 DOCKET S0-39B Nllllam H. Zimmer Nuclear Station. Unit 1 
• !E Imp Rept 90-330/70-21 on 700918-22 b 20-29. Noncomp 1 iance 
noted; control of special procetiesiwaldlng). 

VANDEUT.E., HAYES. D. U. . NORELIUS. C. E. Region 3, Chicago. 

Reactor Construction t< Engineering Support Branch. 78/12/21. 
40pp. 


7902120087 DOCKET 90-338 William H. Zimmer Nuclear Station, Unit 1 
Forwards IE Info Notice 79-01. ‘’Bergen-Paterson Hydraulic 
Shock tc Sway Arrestors <HS6A>. " 

KEPPLER.J, 0. Region 3. Chicago, Office of the Director. 79/02/02. 
ip 


7902210206 DOCKET S0-3S8 William H. Zimmer Nuclear Station, Unit 1 
Forwards IE Bulletin 79-01, "Environ dual 1 f icatlon of Class 
IE Equipment." W/Hst of 11 systematic evaluation program 
plants for which no action is required. 

KEPPUER.U. 0. Region 3, Chicago, Office of the Director. 79/02/09. 
Ip. 


7902270328 DOCKET S0-3SB William H. Zimmer Nuclear Station, Unit 1 
Forwards IE Info Notice 79-03, "Llmltorque Valve Geared 
Limit Switch Lubricant. " 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/02/09. 
»P- 


7902120103 DOCKET 90-39B William H. Zimmer Nuclear Station, Unit 1 
Followup on Interim rept on 781220 deficiency re diesel 
engine turbaehargtr failures. Three niw turbochargers will be 
cuppllad by vendor. 

SOROHANN, E. A. Cincinnati Gas tc Electric Co. 79/01/ie. 2pp. 


7902120099 DOCKET 30-338 William H. Zimmer N^clBar Station. Unit 1 
Ack receipt of 790118 interim rept re diesel engine 
turbocherger failures. 

HEISHHAN, R. F. Region 3, Chicago, Reactor Construction b 
Engineering Support Brench. 79/01/30, Ip. 


7902060176 DOCKET 90-361 Sen Onofre Nuclear Station, Unit 2 
Submits Amend 1 to 700723 SNH license app 1 1 cation, provided 
in response to NRC 761120 request for addl sscurity 

msasures. 

DRAKE, 0, H. Southern California Edison Co. 78/12/13. . Ip. 


7902220133 DOCKET 50-361 Sen Onofre Nuclear Station. Unit 2 
"Deep Eiploratlon Drilling Program. Dewatering Well 6. " 
Primary program objective was to ensure, by closely spaced 
holes, that all significant cavities would be located 
* Southern California Edison Ce, 79/02/28. 200pp, 


7902220134 DOCKET 50-361 Sen Onofre Nuclear Station. Unit 2 
"E«p loratlon/Oroutlng Program. Dewatering Well 6, " 

* Bechtel Power Corp, (Subs, of Bechtel Corp, ). 79/02/28. 173pp. 

7902270377 DOCKET 30-361 San Onofre Nuclear Station. Unit 2 
Forwards Itr re C-E topical rept no longer considered 
proprietary. Document should be forwarded to PDR, 

TIDBITTS. D. L. Light Water Reactors Branch 2. 79/02/22. ip. 


7902270380 DOCKET 50-361 Ban Onofre Nuclear Station. Unit 2 
Reviewed topical ropt.CENPD-7 Addendum 1. "Response to AEC 
Questions Related to San Onofre Units 2 S, 3 , " Determined 
rept no longer contains proprietary info, 

SCHERER. A. E. Cembusllon Engineering. Inc. 79/0S/O8. Ip, 


7902010163 DOCKET 50-361 San Onofre Nuclear Station. Unit 2 
Comments ra health aspects of DES. Fac 1 1 1 1 ies can be operated 
to meet current radiation protection guidance 6 provide 
adequate protection of public health t< safety. 

WEAVER. C.L, HEW. Dapt, of. Food 1. Drug Administration, 79/01/25, 


7902060301 DOCKET 50-361 San Onofre Nuclear Station. Unit 2 
Forwards review comments on DES, 

DRAKE. J, H, Southern California Edison Co, 79/02/02. BOOpp. 

7902270367 DOCKET 50-361 San Onofre Nuclear Station. Unit 2 
Forwards NRC comments on DES re water quality radiological 
dangers, environ dose commitments, environ monitoring reactor 
accidents. h igh level waste mg t. transportation. fuel cycle fc 
long term dose assessments. 

DEFALCO. P, Environmental Protection Agency, 79/02/13. 14 pp. 


uuvnei OU-J6I San onofre Nuclear Station. Unit 3 
Forwards Amend I to "Fire Hazards Analysis 6 Comparison 
ui/App A of NRC Dranch Technical Position 9. 5-liOct 1977. 
BABKIN. K. P. Southern California Edison Co. 79/02/02, Ip. 


7902130178 DOCKET 30-361 San Onofre Nuclear Station* Unit 2 
"Fire Hazards Analysis 6 Comparison w/App A of 
NRC Branch Technical Position 9. 5-1, Oct 1977 ." 

» Southern California Edison Co. 78/12/31. 37pp. 


7902060177 DOCKET 90-361 San Onofre Nuclear Station. Unit 2 
Amend 1 to application for BNM license. Addl security 
measures are needed to negate possibility of placing fuel 
assemblies in critical configuration. 

DRAKE, J.H. Southern California Edison Co. 70/12/21. 4pp. 


7902130126 DOCKET 50-361 San Onofre Nuclear Station, Unit 2 
Confirms time, place 6 date to take deposition of Ron 
Carstens. 

CASEY, 6. B. Chlckorlnq 6 Gregory. 79/01/16. Ip. 


7902030366 DOCKET 50-361 San Onofre Nuclear atatlon, Unit 2 
Forwards proprietary 6 non-proprietary info presented at 
781214 meeting u/NRC. Info includes data from spacer grid 
Impact tasting li loads calculated by analysis. Affidavit 
requesting 10CFR2. 790 status end. 

HAYNES, J.O. Southern California Edison Co. 70/12/27. 6pp. 


7902020269 DOCKET 90-361 San Onofre Nuclear Station, Unit 2 
Slides depicting structural analysis methods testing, 
propsrties 6 analysis 6 test results for C-E 16X16 fuel 
assembly. From 781214 presentation to NRC. 
e Combustion Engineering, Inc. 7B/12/14. 3ipp. 


7902260390 DOCKET 90-361 Sen Onofre Nuclear Station. Unit 2 
Forwardi comments on geologic & seismic repts used in 
geologic review. Discusses onshore faults, fractures 6 shear 
.joints underlying fac 1 1 1 ty, basement rock complex 6 offshore 
gravity I, magnetic data. 

DAVIS, J, F. California, State of. 79/01/16. 3pp. 


7902140138 DOCKET 90-361 San Onofre Nuclear Station, Unit 2 
Dlecueiae schedule by which marine environ monitoring 
program was conducted. Fac t that plankton 6 benthic-diving 
eurveys were not conducted until 3rd quarter 1978 probably 
did not result In loss of significant data. 

BABKIN, K.P. Southern California Edison Co. 79/02/02. 2pp. 


7902220130 DOCKET 90-361 San Onofre Nuclear Station, Unit 2 
Forwards two repts re demobilizing Dewatarlng Well 6. 

BASKIN, K.P. Southern California Edison Co. 79/02/16. 2pp. 


7902210031 DOCKET 90-361 
Lists project reviews ( 
meetings. 

CROCKER, L. P, Division 


San Onofre Nuclear Station, Unit 2 
or next five ACR8 full committee 

of Project Management. 79/02/05. 


2pp. 


F J I UUUPkCI OU* 


Forwards IE Insp Repts 90-361/70-19 I, 90-363/78-15 on 
7S1101-30. No noncompl lance noted. 

Region 5, Ban Francisco. Office of the Director 

79/01/04. Spp. 


7902010350 DOCKET 50-361 Ban Onofre Nuclear Station. Unit 3 
IE Insp Repts 50-361/70-19 «< 80-362/78-15 on 701101-30 No 
noncompl lance noted, Hajor areas Inspected; p 1 ping 
Installation, p Ip ing post weld heat treatment, reeol vlng Insp, 
reactor pressoro vessel 6 Internals protection. 

PATE, fi, U. , HAYNES, R.C. Region 5. San Francisco, Reactor 
Construction tc Engineering Support Branch, 70/18/28, 6pp. 


7902120138 DOCKET 50-361 San Onofre Nuclear Station. Unit 3 
Forwards IE Info Notice 79-01 , "Dergen-Patersor Hydraulic 
Shock 6 Sway Arrestors (HSSA). " 

^ Region 5, San Francisco, Office of the Director. 
7t/ 02/02. Ip, 


7902230071 DOCKET 50-361 San Onofre Nuclear Station. Unit 2 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." W/list of II systematic evaluation program 
plants for which no action is required, 

ENOLEKEN, R. H. Region 5, San Francisco. Office of the Director 
79/02/09. Ip. 



99 DOCKETED ITEMS 


7903220)19 OQCHET S0-3&& Eduin I. Hatch Nuclear Plant. Unit 2 
Informs that TRADOC Pamphlet 3S0-30. " Interservicc Procedures 
for Instructional Sijs Development" referenced in NUflEG-0219 
is available In nicroflche form from NRC 

DESAW. W, J Division of Document Control, 79/01/'09, 2pp. 


7902090257 DOCKET 50-366 Eduin I. Hatch Nuclear Plant. Unit 2 
Requests eitension until 790323 to comply u/increased 
physical protection requirements, due to delay in receiving 
long lead-time equipment. 

WHITHER. D.F. Georgia Power Co, 79/01/30. Ip, 


7902230537 DOCKET 50-366 Edwin I, Hatch Nuclear Plant. Unit 2 
Forwards copies of duplicate Amend iO to Indemnity Agreement 
Q-69 to rep race lost copies. Requests eiecution ofcopies 
{< one copy returned. 

DINITZ. I, Antitrust 4. Indemnity Group, 79/01/31. 3pp, 


7902120171 DDCKET 50-366 Eduin I. Hatch Nuclear Plant. Unit 2 
Forwards Endorsement 47 to NELIA Policy NF-2i5, 

FIELDER. J. Marsh t< McLennan. Inc. 79/02/06. 2pp. 


7902260340 DOCKET 50-366 Edwin I, Hatch Nuclear Plant. Unit 2 
Forwards Endorsement 30 to MALEU Policy HF-70. 

DUCH. J. R Marsh fc McLennan. Inc. 79/02/19, 2pp 


7902140-218 DOCKET 50-366 Eduin I. Hatch Nuclear Plant. Unit 2 
Forwards binders 4. sets of divider tabs for use W/NEDQ-21B99 
"Mark I Containment Program Load Definition Repi, " 

SODQhf. U. J. General Electric Co. .Nuclear Energy Products Div. 
79/Oi/OB. Bpp. 


7902010290 DOCKET 50-366 Eduin I. Hatch Nuclear Plant. Unit 2 
Summary of 790110 meeting u/util to review proposed 
design of Class IE sys capable of protecting reactor 
protection sys from poor electrical power. Forwards 
presentation on power supply proposed mod. 

VERRELLI.D. M Operating Reactors Branch 3. 79/01/17. 20pp, 


7902290310 DOCKET 50-366 Edwin I. Hatch Nuclear Plant. Unit 2 
Justifies exemption from license amend fee for Tech Spec 
change. Addresses several paints in Footnote 2 to table of 
amend fees schedule. Reserves right to request refund Of 
♦4.000 fee. 

WHITHERiC.F. Georgia Power Co. 79/02/21. 2pp. 


7902140324 DOCKET 50-366 Edwin I. Hatch Nuclear Plant. Unit 2 
Ac k receipt of 790116 ttr Informing NRC of steps taken to 
correct violation noted in IE Insp Repts 80-321/78-42 (i 
50-366/79-51, 

LEWIE. R.C. Region 2. Atlanta. Reactor Dperations Nuclear Support 

Branch. 79/01/23. Ip, 


7902140332 DOCKET 50-366 Edwin I. Hatch Nuclear Plant. Unit 2 
Responds to NRC 791229 Itr re violation noted In IE Insp 
Repts 50-321/79-42 4( 50-366/70-31. Correct Ive actions: none, 
since Individual in question met Tech Spec requirements at 
time of NRC insp. 

STAFFA.R.W. Georgia Power Co. 79/01/16. Ip. 


7902260009 DOCKET 50-366 Edwin 1. Hatch Nuclear Plant. Unit 2 
Corrects 790122 Itr. Last line of paragraph t should read; 

"We will examine your corrective actions t( plans during 
subsequent insps. " 

LEWIS. R. C. Region 3. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/01/30, Ip. 


7902260071 DOCKET 50-366 Edwin I. Hatch Nuclear Plant. Unit 2 
Forwards IE Info Notice 79-01. "Dergen-Paterson Hydraulic 
Shock 4< Sway Arrestors (HBSA). " 

0 'REILLVi J. P. Region 2i Atlanta. Office of the Director. 
79/02/02. 5pp. 


7902120215 DOCKET 80-366 Edwin 1, Hatch Nuclear Plant. Unit 2 
Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment. " 

Q 'REILLV. J. P. Region 2. Atlanta. Office of the Director. 
79/02/05. 2pp, 


7902200395 DOCKET 50-366 Edwin I. Hatch Nuclear Plant. Unit 2 
As followup to NRC 791115 request for util submittal of 
Offsite Dose Calculation Manual for NRC approval. forwards 
guidelines for genera) contents of manual. 

GRIMES. B.K. Assistant Director for Engineers 4. Projects. 
79/01/19. 5pp. 


7902020347 DOCKET 50-366 Edwin I. Hatch Nuclear Plant. Unit 2 
Forwards Amend 62 to License DPR-57 fc Amend 3 to License 
NPF-5 In response to 790119 It 19 reque sts, H/enc I safety 
evaluation 4< notice of issuance 

IPPOLITO. T, A. Operating Reactors Oranch 3. 79/01/22, 2pp 


7902020353 DOCKET 50-366 Eduin I. Hatch Nuclear Plant. Unit 2 
Safety evaluation supporting Amend 62 to OPR-57 4i Amend 3 to 
NPF-5 Determines that change to manual action rather than 
automatic undervol tage trip does not decrease safety 
margins. Recommends Issuance of emends. 

* Office of Nuclear Reactor Regulation. 79/01/22, 3pp. 


79020203S6 DOCKET 80-366 Edwin 1. Hatch Nuclear Plant. Unit 2 
Notice of issuance of Amend 62 to DPfi-57 4< Amend 3 to NPF-5, 
IPPOLlTQi T, A. Operating Reactors Branch 3. 79/01/22. 2pp. 


7902150154 DDCKET 80-366 Eduin I. Hatch Nuclear Plant. Unit 2 
Requests addl info re requirements for solidification 4i 
proposed radiolog ical effluent Tech Specs, Requests info 
within 30 days of receipt of Itr. 

IPPOLITO. T. A. Operating Reactors Branch 3, 79/01/29, 3pp, 


7902220237 DOCKET 30-366 Edwin I, Hatch Nuclear Plant, Unit 2 
Responds to 790111 request for review of paper "Vent 
Clearing During Simulated LOCA in a Mark I DWR 
Pressure-Suppresaien Sys. " Recommends paper be accepted for 
publlcati on. 

CRIMES. C, Plant Systems Branch, 79/01/31. 2pp. 


7902130019 DOCKET 50-366 Edwin I. Hatch Nuclear Plant. Unit 2 
Informs of need for revision to OE std Tech Specs. Lists 
specific changes to be proposed within 30 dags 4< specific 
additions to provide guidance in execution of required 
ac ti ons. Re levant Tech Spec pages end. 

IPPOLITO. T, A. Operating Reactors Branch 3, 79/02/01. llpp. 


7902120225 DOCKET 50-366 Eduin I. Hatch Nuclear Plant. Unit 2 
IE Bulletin 79-01 "Environ Qualification of Class IE 
Equ i pmen t" . 

» Office of Inspection 4. Enforcement. 79/02/03. 4pp. 


7902230038 DDCKET 30-366 Edwin I. Hatch Nuclear Plant. Unit 2 
Ack receipt of IE Insp Rept 50-366/70-52 on 790115. No 
proprietary info. 

STASSA.R.W. Georgia Power Co, 79/02/05. Ip. 


7902210163 DOCKET 50-366 Edwin 1. Hatch Nuclear Plant. Unit 2 
Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment." W/llst of 11 systematic evaluation program 
plants for which no action is required. 

□ 'REILLV. J. P. Region 2. Atlanta. Office of the Director. 
79/02/00, 2pp, 


7902290115 DDCKET 50-366 Eduin I. Hatch Nuclear Plant. Unit 2 
Forwards IE Info Notice 79-03. "Llmltorque Valve Geared 
Limit Switch Lubricant." 

O'REILLV. J, P. Region 2. Atlanta. Office of the Director. 
79/02/09, 2PP. 


7902130090 DOCKET 50-366 Edwin I, Hatch Nuclear Plant. Unit 2 
Forwards monthly operating rept for Jan 1979. 

MANRY. M. Georgia Power Co, 79/02/07. Ip. 


7902130091 DOCKET 50-366 Edwin I. Hatch Nuclear Plant. Unit S 
Monthly operating rept for Jan 1979. 

UILSDN. S. Georgia Power Co. 79/02/03. ISpp. 


7902220019 DOCKET 50-366 Edwin 1. Hatch Nuclear Plant. Unit 2 
Forwards LER 79-01 1 /03L-0. 

MANRY.M, Georgia Power Co. 79/01/29, ip. 


7902220023 DOCKET 50-366 Edwin I. Hatch Nuclear Plant. Unit 2 
LER 79-01 1/03L-0 on 7901 17 : dur ing normal startup test l< 
reactor in cold shutdown, review of HNP-2-3160 <RHR pump 
operability) revealed required flow not being met. Caused by 
procedural error by personnel. 

GREENE. T. Georgia Power Co. 79/01/29, 9pp. 


7902150379 DOCKET 50-366 Edwin I. Hatch Nuclear Plant, Unit 2 
7908080195 DOCKET 50-366 Edwin I. Hatch Nuclear Plant. Unit 2 Forwards LER 79-010/03L-0. 

Submits Dec 1978 program activity review, comprised of info MANRY.M. Georgia Power Co. 79/02/02. ip, 

from selected sections of monthly rept. u/section on contract 
tt billing status removed. Lists meetings held t< provides 
task-by-task activity summary, 

SODON. L. J. General Electric Co, .Nuclear Energy Products Div. 

79/02/05 lOpp 
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7902190394 DOCKET 90-366 Eduln I. Hatch Nuclear Plant. Unit 2 
LER 79-010/03U-0 on 790117: In cold shutdoLin. uih i 1 b performing 
HNP-2-3820i (ul tehee 2BC1-N301 F. H & L did not ac tua to. Caused 
bg auiltch diaphragm failure. 

NIXi R, T. Oiorgla Pouier Co. 79/02/02. Ip. 


7902190289 DOCKET 90-366 Eduln I. Hatch Nuclear Plant. Un 1 t 2 
Forward 1 LER 79-01 4/03L-0. 

HANRV. M. Georgia Pouor Co. 79/02/07. Ip. 


7902190293 DOCKET 90-366 Edwin I. Hatch Nuclear Plant, Unit 2 
LER 79-014/03L-0 on 790127: dur Ing cold shutdown, 
undarfrtquencg trip setpoint was found at 94. 4H for motor 
generator set *'B" below Tech 9pec min. Caused bg erroneous 
setting due to pre-operational test. 

NIX. R. T. Georgia Power Co. 79/02/07. Ip. 


7902190348 DOCKET 90-366 Edwin 1. Hatch Nuclear Plant. Unit 2 
Forwards LER 79-016/03L-0. 

MANRY. M, Georgia Power Co. 79/02/07. tp. 


7902190391 DOCKET 90-366 Edwin 1. Hatch Nuclear Plant. Unit 2 
LER 79-016/03L-0 on 790127: overvol tage trip setpoint for 
reactor protection sgs motor generator set "Q" found at 
129.6 volts AC below Tech Specs min. Caused bg setpoint 
drift. 

NIX. R.T. Georgia Power Co. 79/02/07. Ip. 


7902190397 DOCKET 90-366 Edwin 1. Hatch Nuclear Plant, Unit 2 
Forwards LER 79-01 9/03L-0. 

MANRY. M. Oeorgla Power Co. 79/02/07. Ip. 


7902190386 DOCKET 90-366 Eduln I. Hatch Nuclear Plant, Unit 2 
LER 79-019/03L-0 on 790127: undcrvol tage trip on motor 
generator set “D" was 40 volts AC. below Tech Specs min. 
Caused bg low undervoltage setpoint. 

NIX, R.T. Oeorgla Power Co. 79/02/07. Ip. 


7902190342 DOCKET 90-366 Edwin I. Hatch Nuclear Plant. Unit 2 
Forward • LER 79-020/ 03L-0. 

MANRY, M. Oeorgla Power Co. 79/02/08. Ip. 


7902190344 DOCKET 90-366 Edwin I. Hatch Nuclear Plant, Unit 2 
LER 79-020/03L-0 on 790118;Tablo 2 of HNP-2-3a0a dieiel 
generator oil storage ^uentitg found to bo in error 
Indicating Tech Spec noncompl lance, Caused bg incorrect tant 
level calculation. Procedure revised {< submitted. 

BAXLEY, 8.x. Oeorgla Power Co. 79/02/08. 2pp. 


7902190300 DOCKET 90-366 Edwin I. Hatch Nuclear Plant, Unit 2 
Foruardf LER 79-013/03L-0. 

MANRY, M. Oeorgla Power Co. 79/02/09. Ip, 


7902190309 DOCKET 90-366 Eduln 1. Hatch Nuclear Plant, Unit 2 
LER 79-013/03L-0 on 790129: while In refuel mode, control rod 
It control rod drive removal was begun before performing one- 
rod out refueling Inter lock operab Itlltg test. Caused bg 
omission of this step In procedure. Procedure to be revised. 
OREENE, T. ' Georgia Power Co. 79/02/04. tp. 


7902230142 DOCKET 90-366 Edwin I, Hatch Nuclear Plant. Unit 2 
LER 79-017/03L-0 Or 790130: "A" recombiner declared 
Inoperable when heater sheath temp could not be increased 
600 F Caused bg bad solder connection on power supplg 
Connection resoldored, 

NIX, R.T. Georgia Power Co. 79/02/23. Ip, 


7902230111 DOCKET 50-366 Edwin 1. Hatch Nuclear Plant, Unit 2 
Forwards LER 79-019/03L-0, 

HANRV.M. Georgia Power Co, 79/02/16. Ip, 


7902230118 DOCKET 90-366 Edwin I Hatch Nuclear Plant, Unit 2 
LER 79-019/03L-0 on 790201 : i nnord oor seal t< shaft seal Found 
to be leak Ing. Caused bg crack on inner lip of seal. which was 
replaced. Shaft seal was drg when removed. Seal cleaned, 
lubricated St reinstalled to satisfaction. 

NIX. R.T. Georgia Power Co. 79/02/16. Ip. 


79022702B7 DOCKET 50-366 Edwin 1. Hatch Nuclear Plant, Unit 2 
Forwards LER 79-021 /OlT-0. 

MANRY, M. Georgia Power Co. 79/02/19. tp. 


7902270290 DOCKET 50-366 Edwin I, Hatch Nuclear Plant, Unit 2 
LER 79-021/01T-0 on 790207: during test, two rec Ireula t i on 
pump drive flow coastdown transients failed to meet Level 1 
stds. Plant taken to higher power for more testing, therebg 
deviating from F9AR. Caused bg sgs vendor error 
OREENE, T V. Georgia Power Co. 79/02/19. 3pp. 


7902080290 DOCKET 50-367 Daillg Generating Station 

Announces 790213-14 meeting w/Hark 1! owners group to 
discuss LQCA t< safetg relief valve pool dgnamlc loads. 
ANDERSON. C. J. Containment Sgstems Branch. 79/01/24. 8pp. 


7902090343 DOCKET 90-367 Daillg Generating Station 

Forwards OE topical rept NEDO-24010-2. Sup pi 2, “Bases For 
Criteria for Combination of Earthquake {< Other Transient 
Responses bg the Squaro-Roat-Bum-Of-Tho-Squares method, '■ 

Rept is provided on behalf of Mark 2 owner's group. 

80B0N. L. U. General Electric Co. .Nuclear Energg Products Div. 
79/02/05. Ip. 


7902090367 DOCKET 50-367 Daillg Oenerating Station 

Suppl 2 “Basis for Criteria for Combination of Earthquake U 
Other Transient Responses Bg the Square-Roo t-Sum-of-th e- 
Squaros Method." Discusses method for combining multiple 
peak dgnamlc responses for blasts t, earthquakes. 

KENNEDY, R.P. General Electric Co. .Nuclear Energg Products Div. 
NEDO-24010-2. 78/12/31. 30pp. 


7902120169 DOCKET 30-367 Daillg Generating Station 

Requests amend to const permit for completion date to be 
extended from 790901 to 85C901. Request duo to delags in 
issuance of const permit t< const luspensl on. N/enc 1 Class II 
fee, 

SHORBiE. M. Northern Indiana Public Service Co, 79/02/0'7. 4pp, 


7908830061 DOCKET 50-367 Daillg Generating Station 

Informs that TRADOC Pamphlet 350-30. " Intersorvice Procedures 
for Instructional Sgs Development" referenced in NURE0-&219 
is available in microfiche form from NRC. 

DEBAU. y. J. Division of Document Control. 78/11/20. 3pp. 


7902190362 DOCKET 90-366 Edwin I. Hatch Nuclear Plant, Unit 2 
Forwards LER 78-006/03L-2. 

MANRY, M. Oeorgla Power Co. 79/02/09. Ip. 


7902190363 DOCKET 90-366 Edwin I. Hatch Nuclear Plant, Unit 2 
LER 7B-006/03L-2 on 7S0724: during heatup plateau of startup 
testing, average drguell temp exceeded 139 F 1 Imlt. Reactor 
heatup then terminated. Fol lowing 780727 shutdown, drguel 1 air 
temp stratification found. Details end as Revision 2. 

OREENE, T.U. Oaorgia Power Co. 79/02/09. 28pp. 


7902230112 DOCKET 90-366 Edwin 1. Hatch Nuclear Plant, Unit 2 
Notifies that LER 90-366/79-12 voided, not reportable. 

MANRY, M. Oeorgla Power Co, 79/02/09. Ip. 


7902230124 DOCKET 90-366 Edwin 1. Hatch Nuclear Plant, Unit 2 
Notifies that LER 90-366/79-18 voided, not reportable. 

MANRY, M. Oeorgla Power Co, 79/02/09. Ip. 


7902260235 DOCKET 90-367 Daillg Generating Station 

Summarlies 701813 meeting in Dethesda. MD, ui/ropresontat ives 
of utils w/pbst-CP applications to discuss pending OL 
review metters. t ndud Ing staff policies & review prloritg 
erl terla, D1 scusslon areas h attendees list end. 

LICITRA, E. Light Water Reactors Branch 3. 79/01/12. Bpp. 


7908120147 DOCKET 90-367 Daillg Generating Station 

Forwards IE Info Notice 79-01, "Dergon-Paterson Hgdraulic 
Shock (t Swag Arrestors IH8SA1. “ 

KEPPLERiJ. 0. Region 3, Chicago. Office of the Director. 79/02/02, 
Ip. 


7902210178 DOCKET 50-367 Daillg Oenerating Station 

Forwards IE Bulletin 79-01, “Environ Qual if Ication of Class 
IE Equipment. " W/llst of 11 sgstematlc evaluation program 
plants for which no action is required. 

KEPPLER,J. 0. Region 3, Chicago, Office of the Director. 79/02/09. 
ip. 


7902230137 DOCKET 90-366 Edwin I. Hatch Nuclear Plant. Unit 2 
Forwards LER 79-017/03L-0. 

MANRY, H. Oiorgla Power Co. 79/02/14. Ip. 


7908270354 DOCKET 80-367 Qaillg Oenerating Station 

Forwards IE Info Notice 79-03, "Limltorque Valve Oeared 
Limit Switch Lubricant." 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/02/09, 
ip, ' 
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7902050313 DDCKST 50-3£j 7 Dailly Generating Station 

Forwards well cliarts for 7901 10-01 17r char ts re Qailly wells 
w/o recorders for 7901 17. pond levels for 7901 17. pneumat i c 
pressure t ronsdoc er s for 790117 & water meter readings for 
7901 17, 

BOHN. n J Northern Indiana Public Service Co. 79/01/26 22pp. 

7902140134 DOCKET 50-367 Baillg Generating Station 
Forwards well charts for 7901 17-24. Da i leg uells w/o 
recorders -for 790124. pond levels for 790124. pneumatic 
pressure transducers for 790124 U water meter readings for 
7901 17-24. 

BOHN. R, J. Northern Indiana Public Service Co. 79/02/02. 34pp. 


7902200069 DOCKET 50-367 Daillg Generating Station 
Forwards well charts for 790124-31. Dai 1 Ig uells u/o 
recorders for 790131. pond levels for 790131 . pneumat ic 
pressure transducers for 790131 & water meter readings for 
79012S & 790131 

BDHN.fi. J, Northern Indiana Public Service Co. 79/02/09. 32pp. 


790223D1B7 DOCKET SO-367 Daillg Generating Station 

Forwards "Fall 1978 Quarterlg Kept" on ecological monitoring 
program. Finds no major population fluctuations in a<iuatic or 
terrestrial communities in studg area. 

PURCELL. J, F. Northern Indiana Public Service Co. 79/02/14. Ip. 


7902230190 DOCKET 80-367 Daillg Generating Station 

“Fall 1978 Quarterlg Rept" including data for Aug 1978. not 
completed prior to summer rept. 

* Northern Indiana Public Service Co. 79/01/15. 130pp. 


7902330160 DOCKET 50-367 Daillg Generating Station 

Forwards well charts for 790131-0207 Daillg wells u/o 
recorders for 790207. pond levels for 790207. pneumatl c 
pressure transducers for 790207, water meter readings for 
790207 !. US03 wells for 790207. 

BDHM. FI. J, Northern Indiana Public Service Co. 79/02/16, 33pp. 


7902280306 DOCKET 50-367 Daillg Generating Station 

Informs of 7B0803 deficiencg in high pressure core sprag sgs 
bgpass valve, reportable under lOcFRSO. 55<e) . Caused bg use of 
150 psi disk, rather than 600 psi disk. Disk was replaced. 
Deficiencg reported to fi Heishman of Region 3 on 760004. 
SHORB.E.M. Northern Indiana Public Service Co. 79/02/22. 2pp. 


7902090249 DOCKET 50-368 Arkansas Nuclear One, Unit 2 
Submits certified copies of Endorsement ED-46 b EO-60 to 
ANI Binder 8. XD— 40 b XD-6B to MAELU Binder eitending 
coverage for 1979. 

WILLIAMS, D. H Arkansas Power b Light Co. 79/02/05. 9pp. 


790226033B DOCKET 50-360 Arkansas Nuclear One. Unit 2 
Forwards Policg NF-210 Endorsement 35 b Pollcg HF-74 
Endorsement 31 for calendar gear 1979. 

RUETER.D, A. Arkansas Power b Light Co, 79/02/23, 3pp. 


7902020251 DOCKET 50-366 Arkansas Nuclear One. Unit 3 

Forwards proprietarg b nonproprietarg versions of "Wgle Labs 
Test Rept £6304" b suppl . W/af f Idavl t requesting proprietarg 
brsatment of end data, Proprietarg version withheld 
tref 10CFfi2.790). 

WILLI AMS, D. H. Arkansas Power b Light Co. 79/01/23. 5pp. 


7902020256 DOCKET 50-368 Arkansas Nuclear One, Unit 2 
Wgle Labs Test Rept 26304. “Environ Qualification Test 
Program. " 

ANDERSON. 0. J, . FRANZ, W.K., SHIPWAy, G. D. Arkansas Power b Light Co 
26304. 78/12/12. 181 pp. 


7902010178 DOCKET 50-368 Arkansas Nuclear One. Unit 2 

"BbW 177 Fuel Assemblg Owner's Group Asgmmetrle LOCA Loads 
Evaluations Program, Phase 2." Evaluated components include: 
reactor pressure vessel, fuel assemb U es, control rod drives b 
core flooding piping. 

» Florida Power Corp. 78/10/10. 9pp. 


7902260034 DOCKET 50—360 Arkansas Nuclear One. Unit 2 
Requests addl 42.000 for difference between Class 11 fee 
paid tt Class HI determination. 

DIGGS. R.M. Llconse Fee Management Branch. 79/01/30. Ip. 


79020’B0189 DOCKET 50-368 Arkansas Nuclear One, Unit 2 

Rafers to 790111 proposed industrial securltg plan revision. 
Eipeets all securitg equipment to be operable bg 790223 w/ 

• kception aP unit described in end. Enel withheld <ref 
10CFR3. 790). 

WILLI AMS, D. H. Arkansas Power b Light Co, 79/02/01, Ip, 


7902130124 DOCKET 50-368 Arkansas Nuclear One, Unit 2 
Provides suppl info to 790109 Tech Spec change requost 
re low steam generator water level setpoint. 

WILLIAMS, D. H. Arkansas Power b Light Co. 79/02/02. Ip, 


7902200008 DDCKET 50-360 Arkansas Nuclear One, Unit 2 
Remits check for difference between Class 11 fee paid b 
Class lit determination. 

WILLIAMS, D.H. Arkansas Power b Light Co. 79/02/06, 2pp. 


7902280179 DDCKET 50-368 Arkansas Nuclear Qno, Unit 2 
Buftimarg of 780916 meeting re overload conditions on 
startup transformer No 2 b consequent containment sprag. 
Attendance 1 ist , simpl i f led line diagram b IE response to Div 
Sgs Safctg/Oporatlng Reactors questions end. 

ENGLE. L.D. Light Water Reactors Branch i. 79/02/09. 23pp. 


7902090119 DOCKET 50-368 Arkansas Nuclear One, Unit 2 
Forwards IE Insp Repts 50-313/70-19 b 50-360/78—26 on 
781023-1119 b notice of violation, 

MADSEN, O.L. Region 4, Dallas, Office of the Director. 70/12/14. 
2pp 


7902090121 DOCKET 50-368 Arkansas Nuclear One, Unit 2 
Notice of violation from Insp on 701023-1119, 

* Region 4, Dallas, Office of the Director. 78/12/14. Ip. 


7902090123 DOCKET 50-368 Arkansas Nuclear One, Unit 2 

IE Insp Repts 50-313/78-19 b 50-368/70-26 on 781023-1119, 

Noncomp 1 iancB noted: nonfunctional penetration fire barrier 
in 2A3 switchgear room b quorum not formed according to Tech 
Specs. 

» Region 4, Dallas, Office of the Director, 78/12/14. 20pp. 


7902260017 DDCKET 50-360 Arkansas Nuclear One, Unit 2 
Forwards IE Insp Repts 50-313/70-21 b 50-368/78-20 on 
701120-1217 b notice of violation. 

MADSEN, 0. L. Region 4, Dallas, Reactor Operations Nuclear Support 

Branch. 79/01/05, 2pp. 


7902260019 DOCKET 50-368 Arkansas Nuclear One, Unit 2 
Notice of violation from insp on 781120-1217. 

» Region 4, Dallas, Reactor Operations Nuclear Support Branch. 
79/01/04. 3pp. 


7902260022 DOCKET 50-368 Arkansas Nuclear One, Unit 2 

IE Insp Repts 50-313/70-21 b 50-360/70-28 on 781120-1217. 

Noncomp 1 ianco no ted : surve i 1 lance testing b callbr records. 
WESTERMAN, T, F. , VERDUZCD, 0. H. , MADSEN, 0. L, Region 4, Dallas. 

Reactor Operations Nuclear Support Branch. 79/01/04. 17pp. 


7902010315 DOCKET S0-36B Arkansas Nuclear One, Unit 2 
Forwards IE Circular 79-02, "Fai lure of 120 Volt Vital AC 
Power Suppl 1 es. " 

aEVFRIT, K, V. Region 4. Dallas, Office of the Director. 79/01/16, 
7pp. 


7902150244 DOCKET 50-360 Arkansas Nuclear One, Unit 2 

Ack receipt of 790102 Itr responding to violation noted in 
IE Insp Rept 50-360/78-26. Response has been forwarded to 
headquarters mgt w/request for interpretation b 
c lari flea t ion. 

MADSEN, 0. L. Region 4, Dallas, Reactor Operations Nuclear Support 
Branch. 79/01/24, Ip, 


79021 S0250 DOCKET 50-369 Arkansas Nuclear One, Unit 2 
Responds to NRC 701214 Itr re violation noted in IE Insp 
Rept 50-360/70-26. Does not believe Tech Specs were violated. 
CAVANAUGH, W, Arkansas Power b Light Co, 79/01/02. 2pp. 


7902280155 DDCKET 50-36B Arkansas Nuclear One, Unit 2 

Forwards IE Info Notice 79-01, "Bergen-Paterson Hgdraulic 
Shock b Swag Arrestors (HSSA), " 

SEYFRIT.K, V. Region 4, Dallas, Office of the Director. 79/02/02. 
Ip- 


7902280461 DOCKET 50-368 Arkansas Nuclear One, Unit 2 

Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." W/llst of 11 sgstematic evaluation program 
plants for which no action is required, 

8EVFR1T, K. V. Region 4, Dallas, Office of the Director. 79/02/08, 
Ip. 


7902280016 DDCKET 50-360 Arkansas Nuclear One, Unit 2 
Forwards IE Info Notice 79-03, "Llmitorque Valve Geared 
Limit Switch Lubricant," 

8EYFRIT. K. V. Region 4, Dallas, Office of the Director. 


79/02/09, 



DOCKETED ITEMS 


7908230073 DOCKET 50-3«>S Arkansas Nuclear One. I7nlt 2 
Faruariis monthly nperating rept for Jan 19^79. 
ftUETER.D, A. Arkansas Paiuer It Light Co, 79/02/13, Ip. 


7902220107 DOCKET SO-Sta Arkansas Nuclear One. Unit S 
Monthly operating rept for Jan 1979. 

BHIVELY. C. N. Arkansas Power & Light Co, 79/02/13. 5pp. 


790208011S DOCKET 50-369 Arkansas Nuclear OnBp Unit 2 
Foruartfs LER 7B-033/03L-0 it LER 78-034 /03L-0. 

HILL1AM9) D. H. Arkansas Power l< Light Co. 79/01/29. Ip. 


7902050116 DOCKET S0-36a Arkansas Nuclear One. Unit 2 
LER 78-033/03L-0 on 701230: during Mode 3 op era t ion. "C" 
containment bldg pressure transmitter failed to 60 psla w/no 
consenuenees. Fail ure appears Isolated. 

BHIVELYiC.N. Arkansas Power & Light Co, 79/01/29. Ip. 


7902050120 DOCKET 90-360 Arkansas Nuclear One, Unit 2 

LER 7B-034/03L-0 on 701230; during Mode 3. all control element 
assemblies folly inserted, %t signal leads from upper I, lower 
detector chambers of ’’D" linear safety channels found to be 
swapped. Chamb er leads were reconneebed correctly. 

BHIVELY, C.N. Arkansas Power «< Light Co. 79/01/29, Ip. 


7902080172 DOCKET 50-369 Arkansas Nuclear One. Unit 2 
Forwards LERs 79-001 /03L-0 & 79“002/03L-0. 

WILLIAMS, n H Arkansas Power 4, Light Co. 79/01/31. Ip. 


7902090174 DOCKET 50-360 Arkansas Nuclear One, Un 1 1 2 
LER 79-001/03L-0 on 790102; ref ueling water tank level 
Indicator failed high. Caused by froten transmitter sensing 
line. Line was thawed & returned to operable status within 
20-b. 

BHIVELYiC.N. Arkansas Power l« Light Co. 79/01/31. Ip. 


7902090177 DOCKET 30-369 Arkansas Nuclear One, Un i t 2 

LEfj 79-002/03L-0 on 790103: ref.uel ing water level transmitter 
rafroie. Caused by froien transmitter sensing lino. Addl 
insulation fc heat lamps added to sensing lines l< transmitter 
cabinets. 

BHIVELY».C. N. Arkansas Power Light Co. 79/01/31. Ip. 


7902130190 DOCKET 50-360 Arkansas Nuclear une, un i e 2 

LER 79-007/03L-0 or 790113; during power escalation test, 
control element assembly position as received by core 
protection computer "D" was inc orrec t. Caused by bad 
mu 1 1 i p 1 e;< er card. which was replaced. 

BHIVELY. C.N. Arkansas Power t Light Co. 79/02/09. Ip. 


7902130196 DOCKET 90-360 Arkansas Nuclear One, Unit 2 

LgR 79-009/03L-0 on 7901 21 ; d ur i ng power escalation testing, 
reactor protection sys Channel "C" trip path solid state 
relay fa i lad, open ing reactor trip path circuit breakers 3 Si 
/.Relay was rep lac ed> ui thin 4-h circuit breakers closed. 
BHIVELYiC.N. Arkansas Power 1< Light Co, 79/02/09. Ip. 


7902220016 DOCKET 90-366 Arkansas Nuclear One, Unit 2 
Forwards LER 79-01B/03L-0 

RUETER, D. A. Arkansas Power 6 Light Co. 79/02/14. ip. 


7902220020 DOCKET 90-369 Arkansas Nuclear One. Unit 2 
LER 79-01B/03L-0 on 79011S: engineered safety features 
actuation sys auiiliary control cabinet 2c-39, bays 6 & 9 
power supply breakers Prom 2RS-2 were op en, Dr eakers reset to 
meet Tech Spec requirements. 

3H1VELY,C,N. Arkansas Power «< Light Co. 79/02/14, Ip. 


7902200299 DOCKET 90-369 Arkansas Nuclear One, Unit 2 
Forwards LERs 79-OIO/O3L-0 79-017/03L-0. 

RUETER, D. A, Arkansas Power ti Light Co. 79/02/28. Ip 


7902890299 DOCKET 50-360 Arkansas Nuclear One. Unit 2 

LER 79-010/03L-0 on 790124; pump discharge valve. 2CV-5667-2, 
stroked fully open but iitimad lately rec 1 nsed . Caused by 
sod lum-hydroi id e tank low level alarm 4 Indication circuit 
being out of alignment. 

SHIVELY. C.N. Arkansas Power Ic Light Co, 79/02/22. ip. 


7902290294 DOCKET SO-360 Arkansas Nuclear. One, Unit 8 
LER 79-017/03L-0 on 790201: boric acid makeup tank level 
below Tech Spec min. Caused by equalljatlon of boric acid in 
both tanks. 

BHIVELYiC.N, Arkansas Power t< Light Co, 79/02/22, Ip, 


7902130160 DOCKET 50-360 Arkansas Nuclear One, Un 1 1 2 
Forwards LERs 79-004/03L-0, 79-005/03L-0. 79-006/03L-0, li 
79-O0B/03L-O. ' n 

RUETER, D. A. Arkansas Power & Light Co, 79/02/07. 2pp. 


7902130162 DOCKET 50-360 Arkansas Nuclear dna. Unit 2 

LER 79-004/03L-0 on 790107; during power escalation testing, 
both control element assembly clusters declared inoperable. 
Caused by weak reed switch position transmitter power 
supply* 

SHIVELY, C.N. Arkansas Power & Light Co. 79/02/07. tp. 


7902130169 DOCKET 90-360 Arkansas Nuclear One. Unit 2 

LER 79-009/03L-0 on 790109; during power escalation testing, 
bistable primary power system 6 “C" fai 1 ed, rendering "C" 
pressurller low pressure trip inoperable. 

BHIVELY, C.N. Arkansas Power 4 Light Co. 79/02/07. ip. 


7902130160 DOCKET 50-360 Arkansas Nuclear One, Unit 2 

LER 79-006/03L-0 on 7901 09; during power escalation testing. 
"D" core protection computer declared inoperable when low 
presfuriier pressure trips received. Investigation showed 
ground fault relays Pall out on low bus voltage. 

BHIVELYiC.N. Arkansas Power 4 Light Co. 79/02/07. Ip. 


7902130169 DOCKET 50-369 Arkansas Nuclear One, Unit 2 

Lgp 79-OO0/O3L-O on 7901 14i during power aacenalon testing, 
refueling water tank level transmitter, 2LT— 5639-3, sensing 
line froie due to temporary heat lamp burnout. 

SHIVELY, C.N. Arkansas Power 4 Light Co. 79/02/07. Ip. 


7902190432 DOCKET 80-360 Arkansas Nuclear One, Unit 2 

LER 78-031/03L-0 on 701207: failure to perform semiannual 
sorvelllance en triaslal response-spectrum recorders 
8XR-8390 as scheduled on 701009. Caused by personnel error, 
BHIVELYiC.N. Arkansas Power it Light Co. 79/03/00, Ip. 


7902130185 DOCKET 50-360 Arkansas Nuclear One, Unit 3 
Forwards LER 79-007/03L-0 it LER 79-009/03L-0. 

RUETER, D. A. Arkansas Power 4 Light Co. 79/03/09. Ip 


7902370379 DOCKET 50-360 Arkansas Nuclear One. Unit 2 
Forwards LER 79-01 1 /03L-0. 

RUETER, 0. A. Arkansas Power 4 Light Co, 79/02/33. Ip. 


7902370260 DDCKET 50-360 Arkansas Nuclear One, Unit 3 

LER 79-011/03L-0 on 790129: dur ing power escalation, Channel 
‘ip'i tore protection computer fal led, resol ting in departure 
from nucleate boiling ratio 4 linear power density trips. 
Caused by movement of temporary cables connected to "D". 
BHIVELY. C.N. Arkansas Power 4 Light Co. 79/02/23. ip. 


7902090303 DOCKET 90-369 William D. McOulre Nuclear Station, Unit 1 
Requests further justification far withholding one test 
procedure 4 two test ropts.or they will be released on 
790217, Forwards model affidavit. 

BAER, R.L. Light Hater Reactors Branch 3. 79/01/17. 6pp. 


7902060337 DOCKET 50-369 William D, McOuire Nuclear Station, Unit 1 
Forwards revised table summarising seismic qualification 
requirements of electrical equipment for facility. 

PARKER, H.O. Duke Power Co. 79/01/31. 7pp. 


7902224320 DOCKET 54-369 William B. McOulre Nuclear Station, Unit 1 
Ack receipt of 791216 Itr w/draft radiological effluent 
Tech Specs. Info unsatisfactory because it dlsmiBsos 
requirements for ciaste solidification Tech Spat 4 for 
p roc ess control program. 

BAER, R. L. Light Water Reactors Branch 2, 79/02/07. 3pp, 


7902090205 DDCKET 50-369 William B, McOuire Nuclear Station, Unit i 
Forwards revised rept "McOulre Nuclear Power Station Fire 
Protection Review." Original rept submitted Sept 1977, 

Revised rept reflects changes 4 commitments made as result 
of NRC revisu. 

PARKERtW.O. Duke Power Co. 79/01/31. Ip. 


7902050209 DOCKET 90-369 William B. HeOuire Nuclear Station, Unit i 
Revised "NcOuire Nuclear Station Fire Protection Review," 
Proposes to implement standby shutdown sys which will 
provide addl means of maintaining unit in hot standby 
cond i t Ion. 

» Duke Power Co. 79/01/31. 153pp. 



DOCKETED ITEMS 


7901220374 COCKET &0-369 William D. McGuire Nuclear Station, Unit 1 
Supp 1 order rulinp on petitions to intervene denying 
intervention by HitOC b NC PIflO 

LAZO, It. M, Atomic Safety and Licensing Board Panel. 79/01/09. Sd>pp 


7902090187 DOCKET 30-369 William D. McGuire Nuclear Station, Unit 1 
Forwards NRC evaluation of safety factors against buckling 
of steel containment structures, 6 investigation by NRC 
consultant App 1 1 cant 's design criteria provides acceptable 
margins against specified loads. 

KETCHEN, E. 0. Office of the Eiecutive Legal Director. 79/01/03. 
3pp. 


7902090186 DOCKET 50-369 William D. McGuire Nuclear Station, Unit 1 
Notification of receipt of progress rept questioning current 
criteria, for buckling of steel containment shells. Rept may 
have impact on design of steel containments of BWR Mark III 
& PWR Ic e-cond ensers, Roques ts that ASLD li ACRS be notified, 
SIMUEIL,!. Structural Engineering Branch. 76/01/30. Ip. 


7902090169 DOCKET 50-369 William 0. McGuire Nuclear Station, Unit 1 
Foruards first progress rept re evaluation of buckling 
design criteria for steel containment shells. Study of 
static U dynamic loading conditions to which containment 
shell is subjected will be completed shortly. 

HASRI.A.F. Internationa] Structural Engineers, Inc. 76/01/11. 

Bpp, 


7902030056 DOCKET 50-369 William B. McGuire Nuclear Station, Unit 1 
Forwards info on wedge model wind speed parameter h 
population density model used in NRC ffn-SSS assessment, as 
requested at 7B0B3O hearing. 

HOEFLING, n. K. Office of the Eiecutive Legal Director, 79/01/04. 
14pp. 


790H90255 DOCKET 50-359 William B. McGuire Nuclear Station, Unit 1 
Forwards NUREG/CR-0400, "Risk Assessment Review Group Rept to 
the US NRC to parties of proceeding, NRC developing policy 
statement re rept. 

KETCHEN.E. G. Of fice of the Eiecutive Legal Director. 79/01/11. Ip. 


7902020034 DOCKET 50-369 William Q. McGuire Nuclear Station, Unit 1 
Act receipt of IE Insp Rept 50-369/76-39 on 781107-09,13-15. 

No proprietary info, 

PARKER, W.O. Duke Rower Co. 79/01/16. ip, 


7902020037 DOCKET 50-369 William D. McGuire Nuclear Station, Unit 1 
Forwards IE Insp Rept 50-369/76-39 on 761 107-09, 13-tS. No 
none omp lienee noted. 

LONG, F. J. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch, 79/01/16. 2pp. 


7902020046 DOCKET 50-369 William Q. McGuire Nuclear Station, Unit 1 
IE Insp Rept 50-069/78-39 on 761 107-09, 13-15. No 
none omp 1 iencB noted. Major areas inspected: OA/QC 
administration, OA audit program, document control, malnt, 
design changes, procurement control, records & eiperiments. 
ASHENDEN,H. C. , JENKINS, H. D. , KELLaOO,P.J, RoglonO, Atlanta, 
Reactor Operations Nuclear Support Branch. 76/12/22. 24pp. 


7902060406 DOCKET 50-369 William D. McGuire Nuclear Station, Unit 1 
Act receipt of 790116 1 tr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-369/78-42. 

LEWIS, R. 0. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/01/30. Ip. 


7902060426 DOCKET 50-369 William B. McGuire Nuclear Station. Unit 1 
Responds to NRC 781226 Itr re violations noted in 1& Insp 
Rept 50-369/78-42. Corrective actions; future malnt of Level 1 
cleanliness during reactor vessel head removal , battery room 
doors posted as Level 4 cleanliness areas. 

PARKER, W O. Duke Power Co, 79/01/16. 3pp. 


7902060429 DOCKET 50-369 William B. McGuire Nuclear Station, Unit I 
Faruards IE Insp Rept 50-369/76-42 on 781205-06 b notice of 
viol atlon. 

LDNOiF. U. Region 2, Atlanta, Reactor Operations Nuclear Support 

□ranch. 76/12/26. 2pp. 


7902060431 DOCKET 50-369 William B. McGuire Nuclear Station, Unit 1 
Notice of violation from insp on 761205-06. 

• Region 2, Atlanta, Reactor Operations Nuclear Support Branch. 
76/12/26. Ip. 


7902060433 DOCKET 50-369 William B, McGuire Nuclear Station, Unit 1 
IE Insp Rept S0-369/7B-42 on 781205-06, NoncompHance noted; 
reactor vessel head removed, stored b replaced u/o 
application of Level 1 cleanliness requirement, essential 
battery room not posted as Level 4 cleanliness area. 

COTTLE, W.T.. LEHISiR.C. Region 2, Atlanta. Reactor Operations 

Nuclear Support Branch. 76/12/26. 7pp. 


7902060236 DOCKET 80-369 William 6. McOulre Nuclear Station. Unit 1 
Responds to 760426 questions. Forwards requests for relief 
from A8ME Section XI, Class 1 b Class 11 requirements. 

Withdraws requests for relief MC- l-Ol 4 b MC-1 — 01 8 did 
760724, since there are no welded Class I supports. 

PARKER, W.O, Duke Power Co. 79/02/01. 36pp. 


7902280480 DOCKET SG-369 William B. McGuire Nuclear Station, Unit 1 
Ack receipt of IE Insp Rept 80-369/70-41 on 76121 l-iS. No 
proprietary info. 

PARKER, W.O. Duke Power Co. 79/02/01. Ip. 


7902280431 DOCKET 80-369 William D. McGuire Nuclear Btatton, Unit 1 
Forwards IE Insp Rept 30-369/78-41 on 781211-15. No 
non c omp 1 iance noted. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility b Materials 

Safety Branch. 79/01/10, 2pp. 


7902260452 DOCKET 50-369 William D. McGuire Nuclear Station, Unit 1 
IE Insp Rept 30-369/78-41 on 781211-13. No noncompliance 
noted. Major areas inspec ted; potentially contaminated air 
streams, vol determination of waste gas tanks, design bases 
of stack sampling probe b ventilation lys, 

'HILLSAP, W, J. , ZAVADOBKliR.W. , GIBSON, A, F, Region 2, Atlanta, 

Fuel Facility b Materials Safety Branch. 79/01/09. 7pp, 


7902260237 DOCKET 50-369 William D. McGuire Nuclear Station, Unit 1 
Forwards IE Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock b Sway Arrestors <H88A>. " 

Q'REtLLV. J, P. Region 2, Atlanta, Office of the Director. 
79/02/02. 3pp. 


7902260322 DOCKET 50-369 William D, McOulre Nuclear Station, Unit i 
Forwards IE Dullotin 79-01, "Environ dual If icat ion of Class 
IE Equipment." W/list of 11 systematic evaluation program 
plants for which no action is required, 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/02/06, 2pp, 


7902260096 DOCKET 80-36? William B. McGuire Nuclear Station, Unit i 
Forwards IE Info Notice 79-03, "Llmitorque Valve Geared 
Limit Switch Lubricant. " 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/02/09. 2pp, 


7902090363 DOCKET 30-370 William B. McGuire Nuclear Station, Unit 2 
Requests further justification for withholding one test 
procedure b two test rapts.or they will be released on 
790217. Forwards model affidavit. * 

BAER.R.L. Light Water Reactors Branch 2. 79/01/17. 6pp, 


7902060227 DOCKET 80-370 William B. McOulre Nuclear Station, Unit 2 
Forwards revised table summarliing seismic qualification 
requirements of electrical equipment for facility. 

PARKER, W.O, Duke Power Co. 79/01/31. 7pp, 


7902130139 DOCKET 80-370 William D. McOulre Nuclear Station. Unit 2 
Requests approval of Metal Bellows Corp 78648.73743,75649 b 
78652 flexible hose components for use in safety-related 
piping const. Buppl data demonstrating compllanca u/Code b 
Reg Guide conditions end. 

PARKER, W.O. Duke Power Co, 79/01/31. 76pp. 


7902080205 DOCKET 50-370 William B. McOulre Nuclear Station. Unit 2 
Forwards revised rept "McOulre Nuclear Power Station Fire 
Protection Review." Original rept submitted Sept 1977. 

Revised rept reflects changes b commitments made as result 
of NRC review. 

PARKER, W.O. Duke Power Co. 79/01/31. Ip. 


7902050206 DOCKET 80-370 William D. McOulre Nuclear Btatton, Unit 2 
Revised "HcOulre Nuclear Station Firs Protection Review." 

Proposes to implement standby shutdown sys which will 
provide add! means of maintaining unit In hot standby 
condition. 

e Duke Power Co. 79/01/31. 153pp. 


7901190235 DOCKET 50-370 William B. McOulre Nuclear Sta'tlon, Uiilt 2 
Forwards NUREO/CR-0400, "Risk Assessmant Review Oroup Rept to 
the US NRC" to parties of proceeding. NRC developing policy 
statement re rept. 

KETCHEN, E. 0. Office of the Executive Legal Director. 79/01/11. 


7901220374 DOCKET 30-370 William B. HcOulre Nuclear atatlon. Unit 2 
8uppl order ruling on petitions to intervene denying 
intervention by NRDC b NC PIRO. 

LAZO, R. M. Atomic Safety and Licensing Board Panal. 79/01/09. 26pp 



DOCKETED ITEMS io3 


7902090187 nOCKBT SO-370 William D, McOoira Nuclear Station, Unit 2 
Forward* NRC evaluation of »afetg factor* against buckling 
of steel containment structure*, ti Investigation bg NRC 
consul tani. App 1 leant 't design criteria provides acceptable 
margins against specified loads. 

KETCHEN, E. 0. Office of the Eiecutive Legal Director. 79/01/03. 
3pp. 


790203009di DOCKET 50-370 William B. HcOuire Nuclear Station, Unit 3 
Forwards info on wedge model wind speed parameter (< 
population density model used in NRC nn-222 assessment, as 
requested at 780830 hearing. 

HOEFLINO, R. K. Office of tho Eseeutlvo Legal Director. 79/01/04, 
14pp. 


7902060236 DOCKET SO-370 William D. NcOulre Nuclear Station, Unit 2 
Responds to 7B0426 quest 1 ons. Forwards requests for relief 
from A8HE Section XI, Claes I (< Class II requirements. 

Withdraws requests for relief HC-1-014 tc HC-1-015 dtd 
780724, since there are no welded Class 1 support*. 

PARKER, W.O. Dube Power Co. 79/02/01. 36pp. 


7902280922 DOCKET 50-370 William B. NcOuire Nuclear Station, Unit 2 
Forwards IE Bulletin 79-01, "Environ Dual 1 f Ication of Class 
IE Equipment." W/llst of 11 systematic evaluation program 
plants for which no action is required. 

Q'REILLV, J. P. Region 2, Atlanta, Office of the Director. 
79/02/08. 2pp. 


7902280098 DOCKET 80-370 William D. NcOuire Nuclear Station, Unit 2 
Forwards IE Info Notice 79-03, "Limitorque Ualve Oeared 
Limit Bwiteh Lubricant. " 

O'BEILLV, J. P. Region 2, Atlanta, Office of the Director, 
79/02/09. 2pp. 


7902130479 DOCKET 80-373 LaSalle County Station, Unit 1 
Raquasts that Licenses 8NH-ie02 ti 1833 be amended to allow 
for mas U-838 enrichment of 3. 0837.. Regard* change as 
insignificant. 

DELOEDROE, L. 0. Commonwealth Edison Co, 79/01/15. 2pp. 


7902010368 DOCKET 50-373 LaSalle County Station, Unit 1 

Forward* list of outstanding issues in 9ER inputs re plant, 
identified since 781221, No Inputs yet received from QA or 
instrumentation ti control. Issue* re reactor sys could change 
in final version. 

PARn,0. D. Light Mater Reactors Branch 3. 79/01/22, 7pp. 


7902030009 DOCKET 80-373 LaSalle County Station, Unit 1 
Notlca of postponement until further notice of 790131 
netting w/utll to discuii open Items on Initial test 
program. 

fiOlMNlAiA. Light Water Reactors Branch 3. 79/01/24. Ip. 


7902080290 DOCKET 80-373 LaSalle County Station, Unit 1 
Announces 790213-14 matting w/Hark II owners group to 
discuss LDCA (i safety relief valve pool dynamic loads. 
ANDERSON, C. J. Containment Systems Branch, 79/01/24. Spp. 


7902190462 DOCKET 90-373 LaSalle County Station, Unit i 

Raquesta addl info re Amend 40 to PBAR re Sections IllA, HID 
ti IV8 of App 0 t< Sections IIB i, llci of App H of 10CFR90. 
Ouldanc# end. 

PARR, 0. 0. Light Water Reactors Branch 3. 79/01/29. 9pp. 


7902190480 DOCKET 90-373 LaSalle County Station. Unit 1 

Requests Info on Mark II lead plant load acceptance criteria 
a* discussed in NUREO-0497 t< on pool dynamic concerns by 
790209. Info includes pool swell evaluation ti wetwall, small 
structure Impact loads t< asymmetric pool swell loads. 

PARR, 0.0. Light Mater Reactor* Branch 3, 79/01/29. 9pp. 


7902280931 DOCKET 90-373 LaSalle County Station, Unit 1 

Notifies of 790213 meeting in Bethesda,M0 w/util re seismic 
design. 

fiOURNIA,A. Light Water Reactor* Branch 3. 79/01/30. 2pp. 


7902090367 DOCKET 90-373 LaSalle County Station, Unit 1 

Suppl 2 "Basis for Criteria for Combination of Earthquake ti 
Other Transient Response* By the Square-Roat-Bum-of-thi- 
Squares Method.'' Discusses method for combining multiple 
peak dynamic responses for blasts t, earthquakes, 

KENNEDYtR.P. Oineral Electric Co. .Nuclear Energy Product* Dlv. 
NEDa-24010-2. 78/12/31. 30pp. 


7902280302 DOCKET 90-373 LaSalle County Station, Unit 1 

Responds to 790119 request for addl documents on scheduling 
at facility, Forwards 19 pages of documents. Search 1* not 
completed. ‘W/o tnd. 

FELTON, J.H. Division of Rules and Raeords. 79/02/06. ip. 


7902270363 DOCKET 50-373 LaSalle County Station, Unit 1 
Forwards info rc applicant's position on NUREQ-0487, open 
issues concerning Mark II containment program, t< lead plant 
load acceptance criteria in response to NRC 790202 Itr. . 
DELCEOROE, t, 0, Commonwealth Edison Co, 79/02/23. 4pp. 


7902150338 DOCKET 50-373 LaSalle County Station, Unit 1 

Requests addl financial info to continue review of facility 
FBAR.Oenoral & financial portions of application should be 
amended to reflect addl info as specified in end. 

PARR.O, D, Light Water Reactors Branch 3. 79/01/29, 7pp. 


79022301B6 DOCKET 50-373 LaSalle County Station, Unit I 
Forwards 1978 Annual Rept for util. 

BRE8EHANN, R. W. Commonwealth Edison Co. 79/02/15. Ip. 


7902230194 DOCKET 50-373 LaSalle County Station, Un i t 1 
1970 Annual Rept. Reviews 1970# five year summary of 
operations Si mgt, t< finanical statement. 

» Commonwealth Edison Co, 78/12/31. 24pp, 


7902210240 DOCKET 50-373 LaSalle County Station, Unit 1 

Forwards Amend 115 to Indemnity Agreement NF-43, Amend 97 to 
MKF-22, Amend 86 to NF-107, Amend 47 to MF“84< Amend 45 to 
NF“201i Amend 39 to MF-64, t, Amend B to NF-253 for calendar 
year 1979. 

OSTER, J. Commonwealth Edison Co. 79/02/14. Spp. 


7902260032 DOCKET 90-373 LaSalle County Station. Unit 1 

Forwards Amend 42 to FSAR, transmitting response to IS second 
round questions U voluntary text ti response revisions. 

REED, C. Commonwealth Edison Co. 79/02/16. tp. 


7902260036 DOCKET 90-373 LaSalle County Station, Unit 1 
Proposed Amend 42 to FSAR, Responds to NRC second round 
questions. M/voluntary text & response revisions b 16 
overtiie drawings. Drawings available In Central Files, 
a Commonwealth Edison Co. 79/03/16. 271pp. 


7902270349 DOCKET 50-373 LaSalle County Station, Unit 1 
Forwards affidavit certifying that FSAR Amend 42 has been 
distributed in accordance w/OD Parr 770926 Itr. 

DELOEDROE, L. 0. Commonwealth Edison Co. 79/02/23. 3pp. 


7902210031 DOCKET 90-373 LaSalle County Station, Unit 1 
Lists project reviews for next five ACRB full committee 
meetings. 

CROCKER. L.P. Division of Project Management. 79/02/05. 2pp, 


7902000146 DOCKET 50-373 LaSalle County Station, Unit 1 
Forwards IE Insp Repts 50-373/73-24 h 50-374/70-15 on 
781011-13. No noncompliance noted. 

HEISWMAN, R. F. Region 3, Chicago, Reactor Construction & 
Engineering Support Branch. 7B/13/01. 2pp. 


7902080149 DOCKET 50-373 LaSalle County Station. Unit 1 
IE Insp Repts 80-373/70-24 b 80-374/78-15 on 701011-13. No 
noncamp 1 lance noted. Major areas inspected: c ontainment 
prastressing, reactor internals, safety-related components 
electrical cablet b electrical procedures. 

PHILLIPS, H. S. , MAXWELL, 0. F. 1 HAVES, 0. W. Regions. Chicago, 
Office of th* Director. 70/11/29. 9pp. 


7902270164 DOCKET 50-373 LaSalle County Station, Unit 1 
Forwards IE Insp Repts 50-373/7B-28 b 50-374/78-16 on 
781106-09 b notice of violation. 

HEISHMAN, fi, F. Region 3, Chicago, Reactor Construction 8, 
Engineering Support Branch. 78/12/22. 2pp. 


7902270169 DOCKET 50-373 LaSalla County Station, Unit 1 
Notice of violation from insp on 781106-09. 

HEISHMAN, R. F. Region 3, Chicago, Reactor Construction b 
Engineering Support Branch. 78/12/82. 3pp. 


7902270178 DOCKET 50-373 LaSalle County Station. Unit 1 
IE Insp Repts 80-373/78-25 b 30-374/70-16 on 701106-09. 

NoneompI lanes noted; inadequate specs for procuring 
mechanical snubbers, inadequate inetallation b OC insp 
procedure for hangers b snubbers, 

VIN, l.T. Region 3, Chicago. Reactor Construction b Engineering 
Support Branch. 78/12/15. 9pp. 


7902010298 DOCKET 50-373 LaSalle County Station, Unit 1 
Forward* IE Insp Rept* 80-373/78-27 b 50-374/73-19 on 
7B110B-09.No noncompl iance noted. 

DAVIBiA. B. Region 3, Chicago, Fuel Facility b Material* Safety 
Branch. 78/12/23. 2pp. 
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790201,0394 DOCKET 30-373 LaSalU County Station, Unit 1 
IE Insp ftepts 50-373/76-27 Jc 50-374/76-19 on 7B110B-09, No 
nontoirp 1 > ante noted. Major areas inspected: rad iat ion 
protection ti radwaste mpt programs, organ! lat ion, rad iat ion 
protection procedures & respiratory program. 

MILLER, D.E., FISHER, H L Region 3, Chicago, Fuel Facility & 

Materials Safety Branch. 76/12/19. 3pp. 


7902090387 DOCKET 50-373 LaSalle County Station, Unit 1 
Forwards JE Insp Repts 50-373/76-29 U 30-374/76-21 on 
7Bil0a-9 & notice of violation, 

HEISHMAN, H. F, Region 3, Chicago, Reactor Constroctlon & 

Engineering Support Branch. 76/l2/2i. 2pp. 


7902090366 DOCKET SO-373 LaSalle County Station, Unit 1 
Notice of violation from Insp on 781108-09. 

* Region 3, Chicago, Reactor Construction !« Engineering Support 
Oranch. 78/12/lS. ]p. 


79021 304BO DOCKET 50-374 LaSalle County Station, Unit 2 

Requests info on Mark II lead plant load acceptance criteria 
as discussed in NUREO-O4a7 U on pool dynamic concerns by 
790209. Info includes pool swell evaluation Si uetwal l> siral 1 
structure Impact loads St asymmetric pool swell toads. 

PARR.O. D, Light Water Reactors Branch 3. . 79/01/29 9pp. 


7902200531 DOCKET 50-374 LaSalle County Station, Unit 2 

Notifies of 790213 meeting in Bethesda<MD u/util re seismic 
design. 

BOURNIA, A. Light Water Reactors Branch 3. 79/01/30. 2pp. 


7902090343 DOCKET SO-374 LaSalle County Station, Unit 2 
Forwards OE Topical Rept NED0-84010-2< Supp 1 2. "Bases for 
Criteria for Combination of Earthquake & Other Transient 
Responses by the Square-Root-Sum-Of-The-Squares method. " 

Rapt is provided on behalf of Mark 2 Owner's Group. 

SOBON, L. J. General Electric Co. < Nuclear Energy Products Dlv. 
79/02/05. Ip, 


7902090309 DOCKET 50-373 LaSalle County Station, Unit I 
IE Insp Repts 50-373/78-29 ti 50-374/76-2! on 7B11O0-9, 
Noncomp 1 iancB noted: reactor water level instrumentation pipe 
Idas connected to wrong instruments. 

BARRETT, P. A. 1 SPESSABD, R. L. Region 3, Chicago, Reactor 
Construction b Engineering Support Branch. 78/12/16. Spp. 


7902260471 DOCKET SO-373 LaSalle County Station, Unit 1 
Ack receipt of 790123 Itr informing NRC to steps taken to 
correct violations noted in IE insp rept. 

HE I SHMANi R. F. Region 3, Chicago, Reactor Construction ti 

Engineering Support Oranch. 79/02/01. Ip. 


7902120054 DOCKET 50-373 LaSalle County Station, Unit 1 
Forwards IE Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock ti Sway Arrestors iHSSA)”. 

KEPPLER, J. G. Region 3, Chicago, Office of the Director, 79/02/02. 
4pp. 


7902210220 DOCKET SO-373 LaSalle County Station, Unit 1 

Foruards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." W/list of 11 systematic evaluation program 
plants for which no action is required. 

KEPPLER, J, G. Region 3, Chicago, Office of the Director. 79/02/09. 
Ip, 


7902270252 DOCKET 30-373 LaSalle County Station, Unit ! 

Forwards JE Info Notice 79-03, "Llmitorque Valve Geared 
Limit Switch Lubricant." 

KEPPLER, J. G. Region 3, Chicago, Office of the Director. 79/02/09. 
Ip. 


7902060267 DOCKET 50-373 LaSalle County Station, Unit 1 
Final rept, per lOCPRSO. 551 a ) , f or possible safety/rel lef 
valve control def i c iency, supplement inp 771111 Hr. Results of 
plant unique analysis presented In Design Assessment Closure 
Rept. Hod of closing setpoints to be Implemented in future. 
DELOEDRGEi L. 0. Commonwealth Edison Co. 79/01/30. Spp. 


7902150479 DOCKET 50-374 LaSalle County Station, Unit ,1 
Requests that Licenses SNM-ie02 i, 1633 be amended to allow 
for mai U-2SS enrichment of 3. 0657,. Regards change as 
insignificant. 

DELGEDRGEi L. D. Commonwealth Edison Co. 79/01/15. 2pp. 


7902010365 DOCKET SO-374 LaSalle County Station, Unit 2 

Forwards 1 ist of outstanding issues in 8ER inputs re plant, 
identified since 761221. No Inputs yet received from QA or 
instrumentation t> control. Issues re reactor sys could change 
in final version. i 

PARRrO.D. Light Water Reactors Branch 3. 79/01/22. 7pp. 


7902030009 DOCKET 50-374 LaSalle County Station, Unit 2 
Notice of postponement until further notice of 790131 
meeting w/utll to discuss open items on initial test 
program. 

BOORNIA.A. Light Water Reactors Branch 3. 79/01/24. Ip. 


7902080290 DOCKET 50-374 LaSalle County Station, Unit 2 
Announces 790213-14 meeting w/Mark 11 owners group to 
discuss LOCA t, safety relief valve pool dynamic loads. 
ANDERSON, C. J. Containment Systems Branch. 79/01/24. 2pp. 


7902150462 DOCKET 50-374 LaSalle County Station, Unit 2 

Requests addl info re Amend 40 to FSAR re Sections IIIA, HID 
t, IVB of App G ti Bections tlQ St IICl of App H of lOGFRSO. 
Guidance and. 

PARR.O, D. Light Water Reactors Branch 3. 79/01/29. Spp, 


7902090367 DOCKET 50-374 LaSalle County Station, Unit 2 

Suppl 2 "Basis for Criteria for Combination of Earthquake ti 
Other Transient Respenses By the 8quare-RQot-3um-of“tho- 
Squares Method." Discusses method for combining multiple 
peak dynamic responses for blasts t, earthquakes. 

KENNEDYrR.P, General Electric Co, rNuclear Energy Products Dlv. 
N6D0-2401O-2. 70/12/31. 30pp, 


7902200302 DOCKET 50-374 LaSalle County Station, Unit 2 

Responds to 790119 request for addl documents on scheduling 
at fac 1 1 i ty. Forwards 15 pages of documents. Search Is not 
completed. W/o end. 

FELTON, J. M. Division of Rules and Records. 79/02/06. Ip. 


7902270362 DOCKET 50-374 LaSalle County Station, Unit 2 
Forwards info re applicant's position on NURE0-0467i open 
Issues concerning Mark tl containment program, & lead plant 
load acceptance criteria In response to NRC 790202 Itr.. 
DELOEOROE, U. 0. Commonwealth Edison Co. 79/02/23. 4pp. 


7902150338 DOCKET SO-374 LaSalle County Station, Unit 2 

Requests addl financial info to continue review of facility 
FSAR, General t, financial portions of application should ba 
amended to reflect addl info , as specified In end. 

PARRiO.D. Light Water Reactors Branch 3. 79/01/29. 7pp. 


7908230106 DOCKET 50-374 LaSalle County Station, Unit 2 
Forwards 1978 Annual Rept /or util. 

BRESEHANNr R. W. CommonweaHh Edison Co, 79/02/15. ip. 


7902230194 DOCKET 50-374 LaSalle County Station, Unit 2 
1970 Annual Rept, Reviews 1970, five year summary of 
operations t, mgt, St finanical statement. 

* CommonweaHh Edison Co, 70/12/31, 24pp. 


7902260032 DOCKET 50-374 LaBatle County Station, Unit 2 

Forwards Amend 42 to FSAR, transmitting response to 15 second 
round questions t< voluntary text (< response revisions. 

REEDiC. Commonwealth Edison Co, 79/02/16. Ip. 


7902260036 DOCKET 50-374 LaSalle County Station, Unit 2 
Proposed Amend 42 to FBAR, Responds to NRC second round 
questions. W/voluntary text *, response revisions St 16 
overslie drawings. Drawings available In Central Files, 
e Commonwealth Edison Co. 79/02/16. 271pp. 


7902270349 DOCKET 50-374 LaSalle County Station, Unit 2 
Forwards affidavit certifying that FSAR Amend 42 has bean 
distributed in accordance w/OD Parr 770526 Hr. 

DELOEOROE, L. 0. CommonweaHh Edison Co, 79/02/23. 2pp. 


7902210031 Docket 50-374 LaSalle County Station, Unit 2 
Lists project reviews for next five ACRB full committee 
meetings. 

CROCKER. L.P. Division of Project Management, 79/02/05. 2pp. 


7902060146 DOCKET 50-374 LaSalle County Station, Unit 2 
Foruards IE Insp Repts 50-373/78-24 t, 50-374/78-15 on 
781011-13. No noncompliance noted. 

HEISHMAN, R. P. Region 3, Chicago, Reactor Construction St 
Engineering Support Dranch. 76/12/01. 2pp. 


7902080149 DOCKET 50-374 LaSalle County Station, Unit 2 
IE Insp Repts 50-373/78-24 I, S0-374/78-1S on 761011-13. No 
noncempl iance noted. Major areas Inspected: containment 
prestressing, reactor internals, safety-related components 
electrical cables t, electrical procedures. 

PHILLIPS,H. 8, , MAXWELL, 0, F. , HAyES, D, W. Region 3, Chicago, 
Office of the Director. 76/11/29. 9pp, 
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7902370164 DOCKET 50-374 UoSalle County Station) Unit S 
Poruarda IE Insp Repts 80-373/78-25 t< 50-374/78-16 on 
781106-09 (c notice of violation. 

HEIBHMANi R, F. Region 3i Chicago. Reactor Construction & 

Engineering Support Branch. 78/12/22. 2pp. 


7902270169 DOCKET 80-374 LaSalle County Station. Unit 2 
Notice of violation from insp on 781106-09. 

HEIBHMAN. R. F. Region 3. Chicago. Reactor Construction b 

Engineering Support Branch. 7B/12/22. 3pp. 


7902270178 DOCKET 50-374 LaSalle County Station. Unit 2 
IE Insp Ropts 50-373/78-25 4< 50-374/78-16 on 781106-09. 
Noncompliance noted. Inadeguats specs for procuring 
mechanical snubbers, inadeituate Installation & OC Insp 
procedure for hangers (■ snubbers, 

YIN. I. T. Region 3. Chicago. Reactor Construction 6 Engineering 

Support Branch. 76/12/15. 9pp. 


7902010292 DOCKET 50-374 LaSalle County Station. Unit 2 
Forwards IE Insp Repts 50-373/78-27 & 50-374/78-19 on 
70ltO8-O9. No noncompl ianca noted. 

DAVIS. A. B. Region 3. Chicago. Fuel Facility (i Materials Safety 

Branch. 78/12/23, 2pp 


7902010294 DOCKET 50-374 LaSalle County Station. Unit 2 
IE Insp Repts 50-373/78-27 «< 50-374/78-19 on 701108-09. No 
noncompl lance noted. Major areas inspected : radiat ion 
protection & radwaste mgt programs. organi lat ion. rad lat ion 
protection procedures i< respiratory program, 

MILLER. D. E. 1 FISHER. H.L. Region 3. Chicago. Fuel Facility *< 

Materials Safety Branch. 78/12/19. 3pp. 


7902090387 DOCKET 50-374 LaBallo County Station, Unit 2 
Forwards IE Insp Repts 50-373/70-29 ti 50-374/78-21 on 
781108-9 & notice of violation. 

HEI8HMAN. R. F. Region 3. Chicago. Reactor Construction l< 

Engineering Support Branch. 78/12/26. 2pp.. 


7902090388 BQCKET 50-374 LaSalle County Station. Unit 2 
Notice of violation from insp on 781108-09, 

« Rsglon 3. Chicago, Reactor Construction U Engineering Support 
Branch, 70/12/18. ip. 


7902090309 DOCKET 80-374 LaBalle County Station, Unit 2 
IE Insp Repts 50-373/70-29 ti 50-374/78-21 on 781108-9. 
Noncompliance noted; reactor water level instrumentation pipe 
was connected to wrong instruments. 

BARRETT. P. A, > SPESSARD. R. L. Region 3. Chicago. Reactor 

Construction & Engineering Support Branch. 78/12/18. 5pp. 


7902280471 DOCKET 50-374 LaSalle County Station. Unit 2 
Ack receipt of 790123 Itr Informing NRC to steps taken to 
correct violations noted in IE insp rept, 

HEISHMAN, R. F. Region 3, Chicago, Reactor Construction 6 

Engineering Support Branch. 79/02/01, Ip, 


7902120054 DOCKET 50-374 LaSalle County Station. Unit 2 
Forwards IE Info Notice 79-01. "Bergen-Paterson Hydraulic 
Shock l( Sway Arrestors (H88A)". 

KEPPLER.U, 0. Region 3. Chicago. Office of the Director, 79/02/02. 
4pp. 


7902210220 DOCKET 50-374 LaSalle County Station. Unit 2 

Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." U/llst of li systematic evaluation program 
plants for which no action is required. 

KEPPLEH, J. 0. Region 3, Chicago, Office of the Director. 79/02/09. 

Ip. 


7908270252 DOCKET 50-374 LaSalle County Station, Unit 2 
Forwards IE Info Notice 79-03, "Umitorque Valve Oeared 
Limit Switch Lubricant. " 

KEPPLER. J.O. Region 3, Chicago, Office of the Director. 79/02/09. 
Ip. 


7902060267 DOCKET 50-374 LaSalle County Station, Unit 2 
Final rept. per lOCFfiSO. 331 e ) , f or possible safety/rel lof 
valve control deficiency. supplementing 771111 Itr. Results of 
plant unique analysis presented in Design Assessment Closure 
Rept. Mod of closing setpoints to be Implemented In future. 
DELOEDROE, L. 0. Commonwealth Edison Co. 79/01/30. 2pp. 


7902090299 DOCKET 50-3B2 Waterford Oenerating Station, Unit 3 
Notice of 790213 meeting w/LA Power t< Light Co to discuss 
operating license safety review schedule. 

BENEDICT. R. A. Light Hater Reactors Branch 8. 79/01/86. 8pp. 


7902200005 DOCKET S0-3B2 Waterford Oenerating Station, Unit 3 
Forwards physical security plan. Details being withheld 
(ref 10CFR2, 790). 

ASUELL.D. L. Louisiana Power & Light Co. 79/02/16. Ip. 


7902050295 DOCKET 50-302 Waterford Oenerating Station, Unit 3 
Petition to intervene filed for Save Our Wetlands, 1 ne . tc 
Oyster Shell A1 1 lance. Inc . Request s that applicant's 
operating license be disapproved or subj to addl safeguards. 
W/encl affidavits ti Certificate of Sve. 

FQNTANA.L, Affiliation Unknown, 79/01/29. 14pp, 


7902130043 DOCKET 50-382 Waterford Generating Station. Unit 3 
Forwards IE Info Notice 79-01, "Bergen-Paterson Hydraulic 
Shock (i Sway Arrestors (HSSAl." 

SEYFRIT.K V, Region 4, Dallas. Office of the Director. 79/08/02, 

Ip. 


790206004S DOCKET S0-3B2 Waterford Oenerating Station. Unit 3 
Util 781205 Itr transmitting Interim rept for significant 
const deficiency was incorrectly identified as Deficiency No 
9. Correct Identification should be No 10. "Defective 
Emergency Diesel Oenerator Roller Pin." 

ASWELLiD. L. Louisiana Power S. Light Co. 70/13/19. Ip. 


79O2OSO209 DOCKET 50-382 Waterford Oenerating Station, Unit 3 
Cooper-Dessemer has advised util that delay in replacing 
shafts Ii springs which drive governors is beneficial until 
inlet t( exhaust valve cros'shead assemblies are replaced. per 
Deficiency Rept 10. 

ASWELL. D. L Louisiana Power It Light Co. 78/18/29. 2pp. 


7902220132 DOCKET 50-387 Susquehanna Steam Electric Station. Unit 1 
Petitions PA delegation to closely monitor dealings of NRC 
prior to I. during hearings. Recommends hearings be held in. 
Wilkes-Barre in federal courthouse 8 that interveners be 
allowed to present separate testimonies. 

LEMANOWICZ. I. Affiliation Unknown. 78/12/04. 3pp. 


7902220129 DOCKET 50-387 Susquehanna Steam Electric Station. Unit 1 
Requests consideration of constituent itr. Would appreciate 
findings 6 views In dupl I catei request s return of memo It 
end. 

8CHWEIKER, n, 8. Senate. 79/01/05. Ip. 


7902010044 DOCKET 50-307 Susquehanna Steam Electric Station, Unit 1 
Hakes 10 documents requested by counsel for Oulf Oil Co 
available to the public. 

CHDPKO, M, E, Office of the General Counsel, 79/01/16. 2pp. 


7902010050 DOCKET 50-387 Susquehanna Steam Electric Station. Unit ! 
Aek receipt of application to const b operate uni ts> assigns 
docket numbers, forwards Federal Register notice. t< lists 
journals where notice must be published. 

MORRIS, P. A, Commission. 71/04/30, 2pp. 


7908010006 DOCKET 30-307 Susquehanna Steam Electric Station, Unit 1 
Notice of receipt of application for const permits R 
licenses. Ack time for submission of views on antitrust 
matters. 

MORRIS, . P, A. Commission. 71/04/30. Ip 


7902010091 DOCKET 50-3S7 Susquehanna Steam Elactric Station. Unit 1 
Notifies state that util has filed application to const 
it operate plant per IDCFRSO. 43<a ). 

MORRIS. P. A. Commission. 71/04/30. tp. 


7902010107 DOCKET 50-3B7 Susquehanna Steam Electric Station, Unit 1 
Notification that utU has filed application to const 
I. operate plant per 10CFR50. 43(a I. 

MORRIS, P. A. Commission. 71/04/30, Ip. 


7902010113 DOCKET 50-3B7 Susquehanna Steam Elaetric Station. Unit 1 
Notice that util has filed application to const & operate 
plant per Atomic Energy Act of 1954. Section 105C(3). 

PRICE, H. L. Commission. 71/05/06. Ip. 


7908010119 DOCKET 50-337 Susquehanna Steam Electric Station. Unit 1 
Request for addl info for financial qualifications review. 

BOYD, R. B. Office of Nuclear Reactor Regulation. 72/00/07. 8pp. 


7902010124 DOCKET 50-307 Susquehanna Steom Electric Station, Unit 1 
Notifies Commission of issuance of plant const permits. 

O'LEARY, J.F. Commission. 73/11/06. Ip. 
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7902010132 DOCKET 50-387 Susquehanna Steam Electric Station. Unit 1 
Discusses circumstances surrounding lengthg revieuj of plant 
6ER. 

MUNT2IN8.LM. Commission, 73/11/23. 2pp. 


7902010140 DOCKET 50-387 Susquehanna Steam Electric Station. Unit 1 
Forwards IE Insp Repts S0-3B7/73-02 8i S0-38B/73-02 on 
731119. No noncompllanCB noted. 

C4RLS0M. R. T. Region 1. Phi ladelphia. Reactor Construction b 

Engineering Support Branch. 73/11/23. 2pp. 


7902010147 DOCKET 50-337 Susquehanna Steam Electric Station. Unit 1 
IE Insp Repts 50-387/73-02 «< 50-338/73-02 on 731119. No 
noncompLiance noted. Major areas inspected: const schedules, 
pra-operntlonal testing fc fuel loading. 

STREETER. J. F. . KEISHMAN. R. F. Region 1. Philadelphia. Office of 
th* Director. 73/11/27. 2pp. 


7902010151 DOCKET S0-3B7 Susquehanna Steam Electric Station. Unit 1 
Act receipt of 760715 1 tr re corrective 1< preventive actions 
in response to NRC 760610 Itr. 

CARLSON. R.T. Region 1. Phi lidelphle. Reactor Construction & 

Engineering Support Branch. 76/07/21. Ip. 


7902010161 DOCKET 50-337 Susquehanna Steam Electric Station. Unit 1 
Responds to NRC 760610 Itr re violations noted in IE Insp 
Rept 50-387/76-04. Corrective actions; new procedures have 
6een Instituted & action continual on Item "a". 

SASOLiA. R. PennsglvanlB Power It Light Co. 76/07/15. 2pp. 


7902010167 DOCKET S0-3B7 Susquehanna Steam Electric Station. Unit 1 
Finds util disclosures both accurate tt adequate for matters 
subjset to NRC jurisdiction. 

GROMNE. R. C. Hearings Division. 76/03/17. Ip. 


7902070022 DOCKET S0-3B7 Susquehanna Steam Electric Station. Unit 1 
Requests addl Info to complete review of application for 
operating 1 Icense. Requested info covers instrument b control 
sysi reactor sgs tt matls engineering. 

PARR.O. D. Light Uater Reactors Branch 3. 79/01/24. 2Bpp. 


7902080290 DOCKET 50-337 Susquehanna Steam Electric Station. Unit 1 
Notification of 790213-14 meeting w/Karl 11 owners group to 
discuss LOCA t( safety relief valve pool dynamic loads. 

ANBERBON. C. J. Containment Systems Branch. 79/01/24. 2pp. 


7902260064 DOCKET 50-387 Susquehanna Steam Electric Station. Unit I 
Forwards summary of 781205 visit to discuss site 
meteorology, foundation engineering, accident analyslt It 
emergency p Ians. 1 ndividual tour repts t. list of attendees 
end. 

MINER, a. Light Nater Reactors Branch 3. 79/01/26. 3pp. 


7902260094 DOCKET 50-387 Susquehanna Steam Electric Station. Unit 1 
Buisnary of 781205 site visit. Describes local hospital which 
would be used to treat any injured plant worliersj also 
describes aree adjacent to sits. 

FERRELL.C.. VANNEIL.R. Accident Analyiit Branch. 79/01/24. 

2pp. 


7902060249 DOCKET 50-367 Susquehanna Steam Electric Station. Unit 1 
Rtepondt to request by S Miner to compare facility 
containment design loads due to LOCA w/leads used by three 
Mark 11 plants. 

CURTlBiN. W. Pennsylvania Power t. Light Co. 79/02/02. 5pp. 


7902090343 DOCKET 50-387 Susquehanna Steam Electric Station. Unit 1 
Forwards OE topical rept NEDQ-24010-2.8uppl 2. "Bases for 
Criteria for Combination of Earthquake l< Other Transient 
Responses by the Square-Root-Sum-Of-The-Squares Method. " 

Rept it provided on behalf of Mark 2 Owner's Croup. 

SOBONi L. J. General Electric Co. .Nuclear Energy Preducte Dlv. 
79/02/05. Ip. 


7902090367 DOCKET 50-387 Susquehanna Steam Electric Station. Unit 1 
Suppl 2 "Batit for Criteria for Combination of Earthquake U 
Other Trensient Responses By the Bquere-Root-Sum-of-the- 
Squares Method. " Diteussei method for combining multiple 
peat dynamic responses for blasts b earthquakes. 

KENNEDY. R, P. General Electric Co.. Nuclear Energy Products Div. 
NEDO -240 10-2. 70/12/31. 30pp. 


7902230217 DOCKET SG-3S7 Susquehanna Steam Electric Station. Unit 1 
Requests addl info re mechanical engineering, structural 
engineering tc conduct of operations, to continue review of 
application. 

PARRiO. D. Light Weber Reactors Branch 3. 79/02/OB. 51pp. 


7902130137 DOCKET S0-3B7 Susquehanna Staam Electric Station. Unit 1 
Forwards affidavit of svc for Amend 5 of application for 
operating license. 

CURTIS, N.H. Pennsylvania Power fc Light Co. 79/02/09. 2pp. 


7902220127 DOCKET S0-3S7 Susquehanna Steam Electric Statton. Unit 1 
Responds to 731204 Itr requesting copy of complete file on 
facility. Forwards updated accession list to assist selection 
of specific documents. W/o enc 1. 

FELTON. J. M. Division of Rules end Records. 79/02/16. 2pp. 


7902210215 DOCKET 50-387 Susquehanna Steam Electric Station. Unit 1 
Forwarde Amend 6 to operating licenie application containing 
Revision D to security plan. Enel withheld (ref lOCFRS. 7901. 

CURTIS, N.W. Pennsylvania Power t< Light Co. 79/02/21. ip. 


7902060205 DOCKET S0-3B7 Susquehanna Steam Electric Sbabloni Unit 1 
NRC motion for extension of time to file answers to amended 
petitions to intervene dtd 781228-29 ti 790103. Requests leave 
to file single answer to eupplemented petitions by 790126 
dead 1 Ino. Cert i fl cate of Svc and. 

CUTCHIN. J. M. Office of the Executive Legal Director. 79/01/11. 
4pp. 


7902050272 DOCKET 80-3B7 Susquehanna Steam Electric Station. Unit 1 
Suppl to 780905 petition to intervene. Inc ludes notice of 
appearance, clarification of petitioner'e interest ti standing 
tc statement of contentlone. Renews request for financial help 
from NRC. W/Certlf icate of Svc. 

JOHNBRUD. U. H. Environmental Coalition on Nuclear Power. 79/01/15. 

12pp. 


7902010200 DOCKET S0-3B7 Susquehanna Staam Electric Station. Unit 1 
Request permission to make limited eppearance statement at 
hearing. 

DORKO, C. D. Affiliation Unknown. 79/01/19. Ip. 

7902010204 DOCKET S0-3B7 Susquehanna Steam Electric Station. Unit 1 
Requetts permission to make limited eppearance statement on 
790129 or 790130. 

DONAOHV, J. A. Affiliation Unknown. 79/01/22. Ip. 


7902010207 DOCKET 50-337 Susquehanna Steam Electric Station. Unit 1 
Requests ptrmission to make limited appearance statement at 
licensing hearing. 

ALLEN. J. L. Afft nation Unknown. 79/01/82. Ip. 


7902010265 DOCKET 50-387 Susquehanna Bteam Electric Station. Unit I 
Requests permission ^o make a limited appearance statement 
at hearing. 

BOVLAN.J. Affiliation Unknown. 79/01/19. Ip. 


7902120077 DOCKET 50-387 Susquehanna Steam Electric Station. Unit 1 
NRC answer to amended pstltion to intervene of Colleon 
Marsh, et al. Recommends granting petition because at least 
ons admissible contention is sst forth w/reasonafala 
spsclflclty. 

CUTCHIN. J. M. Office of the Exseutlvs Legal Director, 79/01/26. 
lOpp. 


79021200S1 DOCKET 50-307 Susquehanna Steam Electric Station. Unit 1 
NRC answer to amended petition to intervone of Citiens 
Against Nuclear Dangers. Recommends denying petition because 
of lack of admissible contention 6 expirotion of time to 
amend or supplement petition. 

CUTCHIN. J.M. Office of the Executive Legal Director. 79/01/26. 
16pp. 


7902120034 DOCKET 50-387 Susquehanna Steam Electric Station. Unit 1 
NRC answer to amended petition to intervene of Susquehanna 
Environ Advocates. Rteommends granting patitton because it 
presents admlsslbls contention w/reasonatle specificity, 

CUTCHIN. J.H. Office of tho Executive Legal Director. 79/01/26. 

12pp. 


79021800B6 DOCKET 50-387 Susquehanna . Steam Electric Station. Unit I 
NRC answer to amended petition to Intervene of Environ 
Coalition on Nuclear Power. Recommends granting patitton li 
ordering hearing since admitiible contention has bean 
pressntsd. Certificate of Svc end. 

CUTCHIN. J. N. Office of the Executive Legal Director. 79/01/26, 
I3pp. 


7902130039 DOCKET 50-3B7 Susquehanna Staam Electric S^tlon. Unit t 
Applicants' rasponsa to contentions in amended pstidon to 
tnVervene of Susquehanna Environ Advocates. Condudaa that 
tattsr should be admitted as intervanor u/eertaln 
contentions. Car tif icate of Svc end, 

SILBEROi J. E. . YU6PEH.A.R. Shaw. Pittman. Potts. Ic Trowbridge. 
79/01/26. 19pp, 



DOCKETED ITEMS 


7703140280 DOCKET 90-387 So»<iuetianTtfl StBsm Elactric 8tatibt*i Unit 1 
Applieanti' ratponse to contention* in luppl petition to 
Intarvane oP Citlien* Against Nuclear Danges, Cone ludee that 
lattar •^ould be admitted as Intervener w/certaln 
eontention*. Certificate of Sve end. 

BiLBEROt J. E. I VUBPEHiA. n. Shauii Pittman. Potts, b Trowbridge, 
79/01/2A. aOpp. 


7908140287 DOCKET 50-387 Bustiuehanna Steam Electric Station. Unit 1 
Applicants' response to coritontloni in amended petition to 
Intervene of Environ Coalition on Nuclear Power. Concludes 
that latter should be admitted as intervenor u/cortain 
contentions. Certificate of Bve end, 

aiLBERO. J. E. 1 VUSPEH. A. R. Shaw. Pittman. Potts, b Trowbridge. 
79/01/26. 21pp. 


7902140829 DOCKET 50-3B7 Susquehanna Btoam Electric Station. Unit 1 
Applicants' response to contentions in suppl petition to 
intervene of Marsh. et al. Concludes that latter should be 
admitted as intervenor lu/cortain contentions. Certificate of 
Bve end. . .. 

SILBERO. J. E. • YUBPEH. A. R. Bhaw. Pittman. Potts, b Trowbridge. 
79/01/86. 13pp. 


79O20601B0 DOCKET 50-3B7 Susquehanna Steam Electric Station. Unit 1 
Confirms 790201 phone conversation granting 60-dag estensinn 
for submittal of final definitive rept re welds on safety 
related pipe hangars, , . 


7902070109 DOCKET 80-337 Susquehanna Steam Electric Station. 
Transcript of 790129 special prehearing conference in 
Wll k es-Barre. PA re validltg of contentions. Pp 1-73, 
DECHHDEFER. C, . BRIOHT.0,0., PARIS, O.H. Atomic Safety and 
Board Panel, 79/01/29. /Opp. 


Unit 1 


Lie ensing 


790209001B DOCKET 50-307 Susquehanna Steam Electric Station. Unit i 
Transcript of 790130 hearing In W1 Ik es-Barre, PA re limited 
appearances In proceeding. Pp 74-266, _ . ^ j 

DECHHOEFER. C, . BRIGHT, 0.0. , PARIS. 0. H, Atomic Safety and Licensing 
Board Panel. 79/01/30. 192pp. 


7908090003 DOCKET 50-307 Susquehanna Steam Electric Station. 
Transcript of 790131 hearing In Wll kes-Darrr, PA re Civil 
Defense radioactive emission b ECCS. Pp 267-374. 

DECHHOEFER, C. , BRIGHT, 0.0. . PARIS, O.H, Atomic Safetg and 
Board Panel. 79/01/31. 107pp. 


Unit 1 


Licensing 


7908140182 DOCKET 50-387 Susquehanna Steam Electric Station. Unit 1 
Forwards correspondence re facility b requests copies of any 
NRC findings b views in regard to this matter. 

8CHHEIKER, R. 8. Senate. 79/01/05. ip. 


7902140130 DOCKET 50-387 Susquehanna Steam Electric Station. Unit I 
Riipond* to NRC 7B1103 Itr. Sees no merit in meeting 
w/attorneys for NRC b PA Power b Light. Cltiiens Against 
Nudiar Dangosr are prepared to go directly to public 

LEMANOMICZ, I Cltiiens Against Nuclear Dangers. 70/12/04. 3pp. 


7902010006 DOCKET 50-303 Susquehanna Steam Electric Station. Unit 3 
Notice of receipt of application for const permits b 
licenses. Ack time for submission of views on antitrust 
matters. 

MORRIS. .P. A, Commission, 71/04/30. Ip. 


7902010113 DOCKET 5O-30B Susquehanna Steam Electric Station. Unit 5 
Notice that util has filed application to const b operate 
plant per Atomic Energy Act of 1954, Section 105C(3). 

PRICE. H.L. Commission. 71/05/06. ip. 


7908200078 DOCKET 60-387 Susquehanna Steam Electric Station, Unit 1 
Forwards addl Info In response to 781211 Itr requesting 
financial info of csrtaln electric faellltie* from 
Metropolitan Edison Co. n.. 

CURTIS. N.U. Pennsylvania Power b Light Co. 79/02/09. S5pp, 


7902060394 DOCKET 50-307 Susquehanna Steam Electric Station. Unit 1 
Forwards IE Insp Repts 50-3S7/7S-21 b 50-338/70-19 on 
701805-08. No noneomplianee noted. _ , „ , 

CARLSON.R. T. Region 1. Philadelphia. Reactor Construction b 

Engineering Support Branch. 78/12/86. 2pp. 


7902060397 DOCKET 50-307 Susquehanna Steam Electric Station, Unit 1 
IE Insp Repts 50-387/78-21 b 50-300/78-19 on 701805-08. No 
noncompliance noted. Major areas inspected : p Iping storage, 
malnt. b installation activities b documentation. 

DURR, J.P. ■ EDNETERiB.D. Region 1. Philadelphia, Reactor 

Construction b Engineering Support Branch. 70/12/82. 5pp. 


7902230199 DOCKET 50-307 Busquahanna Steam Electric Station. Unit 1 
Forwards lE Insp Rept 30-387/70-88 on 701812-14. No 

noneomplianee noted. „ ^ ^ 

CARLBON.R.T. Region i. Philadelphia, Reactor Construction b 

Engintaring Support Branch. 79/01/00. 2pp. 


7902830802 DOCKET 50-307 Susquehanna Steam Electric Station, 
IE Insp Rept 50-307/70-88 on 701212-14. No noneomplianee 

K«jor ln»p»ct»d: component storopef Installation 

of incore hooilng* In reactor preeeure veeeelj welding of 
safaty-related piping b preservice insp activities, 

HALTDN, 0. , UERNIOAN, E. Region 1, Philadelphia, Reactor 

Construction b Englnsering Support Branch. EBNETER,8.D. 

1, Philadelphia, Office of the Director. 79/01/00. 3pp. 


Unit 1 


Region 


7908010119 DOCKET 50-380 Susquehanna Steam Electric Station, Unit 3 
Request for addl info for financial qualifications review. 

BOYD. R. B. Office of Nuclear Reactor Regulation. 72/03/07. 8pp, 


7902010124 DOCKET SO-30B Susquehanna Steam Electric Station. Unit 2 
Notifies Commission of Issuaneo of plant const permits. 

O'LEARY. J, F. Commission. 73/11 /06. ip. 


7902010138 DOCKET 50-3BB Susquehanna Steam Eleetrie Station, Unit 2 
Discusses elreumitancBS surrounding lengthy review of plant 
SER. 

MUNTZINO, L. M. Commission. 73/11/23. 8pp. 


7902010147 DOCKET 50-380 Susquehanna Steam Electric Station. Unit 2 
IE Insp Repts 50-387/73-02 b 50-360/73-02 on 731119. No 
noneomplianee noted. Major areas Inspected : cons t schedules, 
pre-nperational testing b fuel loading. 

STREETER. J. F. . HEIBHMAN. R. F. Region i. Philadelphia, Office of 
the Director. 73/11/27. 8pp. 


7908880138 DOCKET 30-388 Susquehanna Steam Electric Station, Unit 3 
Petitions PA delegation to closely monitor dealings of NRC 
prior to b during hearings. Recommends hearings be held in 
MlUet-Barre in federal courthouse b that intervenors be 
allowed to present separate testimonies. 

LEMANOHICZ. I. Affiliation Unknown. 70/18/04. 3pp. 


7902880129 DOCKET 50-389 Susquehanna Steam Electric Station, Unit 2 
Requests consideration of constituent Itr. Would appreciate 
finding* b view* in dup lieate, requests return of memo b 
end. 

SCHHEIKER.R.S. Senate. 79/01/05. Ip. 


7902010241 DOCKET 50-307 Susquehanna Steam Electric Station. Unit I 
Forwards IE Circular 79-02, "Failure of 180 Volt Vital AC 
Power Supplies. " 

ORIERiB.H. Region 1. Philadelphia, 

79/01/16. 8pp. 


Office of the Director. 


7902130018 DOCKET 30-307 Susquehanna Steam Electric Station, Unit 1 
Forwards !E Info Notice 79-01. "Bergen-Paterson Hydraulic 
Shock b Sway Arrestors <H9SA)." 

ORIER.B. H. Region I, Philadelphia, Office of the Director. 
79/02/02. 2pp. 


7908280497 DOCKET 50-387 Susquehanna Steam Electric Station. Unit I 
Forwards IE Dulletin 79-01. "Environ Qualification of Class 
IE Equipment." M/llst of 11 systematic evaluation program 
plants for which no action is required. 

ORIERiB.H. Region 1, Philadelphia, ' 

79/08/08. IP. 


Office of the Director. 


79020100SO DOCKET 50-380 Susquehanna Steam Electric Station, Unit 2 
Ack receipt ef application to const b operate uni ts, as* i gns 
docket numbers, forwards Federal Register notice, b list* 
journals where notice must be published. 

MORRIS, F. A. Commission. 71/04/30. 2pp. 

7902010091 DOCKET SO-3B0 Susquehanna Steam Electric Station, Unit 2 
Notifies state that util has filed epplication to const 
b operate plant per 10CFR30. 43(a 1. 

MORRIS, P. A. Commission. 71/04/30. ip. 


7902010140 DOCKET 50-380 Susquehanna Steam Electric Station, Unit 2 
Forwards IE Insp Repts 50-307/73-02 b 5O-30B/73-O8 on 
731119. No noneomplianee noted. 

CARLSON, R.T. Region 1. Philadelphia. Reactor Construction b 
Engineering Support Branch. 73/11/28. 2pp. 


7902070022 DOCKET 50-308 Susquehanna Steam Electric Station, Unit 2 
Requests addl Info to complete review of application for 
operating license. Requested info covers instrument b control 
sys. reactor *y* b mails engineering. 

PARR.O. D. Light Haber Reactors Branch 3. 79/01/24. 2Bpp. 
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7902000290 DOCKET 50-360 Susquehanna Steam Electric Station. Unit 2 
Notification of 790213—14 meeting u/Hark II oufners group to 
discuss LOCA U safety relief valve pool dynamic loads. 

ANDERSON. C, J, Containment Systems Branch 79/01/24, 2pp. 


7902010204 DOCKET SO~3BB Susquehanna Steam Electric Station. Unit 2 
Requests permission to make limited appearance s to t etnent on 
790129 or 790130. 

DDNAOHY, J. A, Affiliation Unkitouin. 79/01/22. ip. 


7902260064 DOCKET 50-3SB Susquehanna Steam Electric Station. Unit 2 
Forwards summary of 731205 visit to discuss site 
meteorology, foundat ion engineering. accident analysis t 
emergency plans. Individual tour repts tc list of attendees 
end. 

MINER. S, Li ght Hater Reactors Branch 3. 79/01/26. 3pp, 


7902260094 DOCKET 50-3BB Susquehanna Steam Electric Station, Unit 2 
Summary df 781205 site vi si t. Describes local hospital which 
would be used to treat any injured plant workerstalso 
describes area adjacent to site. 

FERRELL, C. . VAN NEIL.R. Accident Analysis Branch 79/01/24 

2pp. 


7902060249 DOCKET 50-308 Susquehanna Steam Electric Station, Unit 2 
Responds to request by S Miner to compare facility 
containment design loads due tu LOCA u/loads used bu three 
Mark 11 plants. ^ 

CURTIS.N. H. Pennsylvania Power t. Light Co. 79/02/02, 5pp. 

7902090343 DOCKET 50-338 Susquehanna Steam Electric Station, Unit 2 
Forwards OE topical rept NEDD-24010-2, Supp 1 2, "Bases for 
Criteria for Combination of Earthquake t, Other Transient 
Responses by the Square-Root-Sum-Of-The-Squares Method, " 

Rept is provided on behalf of Mark 2 Owner’s Oroup. 

BDBON.L.U. General Electric Co., Nuclear Energy Products Dlv 
79/02/05, Ip. 


7902010207 DOCKET 50-388 Susquehanna Steam Electric Stat Ion, ‘ Unit 2 
Requests permission to make limited appearance statement at 
licensing hearing. . 

ALLEN, J. L. Affiliation Unknown. 79/01/22. Ip, 


7902120077 DOCKET 50-388 Susquehanna Steam Electric Statian, Unit 3 
NRC answer to amended petition to intervene of Colleen 
Marsh, et al. Recommends granting petition because at least 
one admissible contention Is set forth w/reasonable 
specificity. 

CUTCHIN, J. H, Office of the Executive Legal Director. 79/01/86. 

10pp. 


7902120081 DOCKET 50-388 Susquehanna Steam Electric Station, Unit 2 
NRC answer to amended petition to intervene of Clttens 
Against Nuclear Dangers. Recommends denying petition because 
of lack of admissible contention {< expiration of time to 
amend or supplement petition. 

CUTCHIN, J. M. Office of the lExecutlve Legal Director. 79/01/26, 

16pp. 


7902120084 DOCKET 50-308 Gusquehanna Steam Electric Station. Unit 8 
NRC answer to amended petition to intervene of Susquehanna 
Environ Advocates. Recommends granting petition because it 
presents admissible contention w/reasonable specificity. 

CUTCHIN, J. H. Office of the Executive Legal Director. 79/01/86. 

12pp. 


7902090367 DOCKET 50-308 Susquehanna Steam Electric Station, Unit 2 
Suppl 2 "Basis for Criteria for Combination of Earthquake ti 
Other Transient Responses By the Square-Root-Bum-of-the- 
Squares Method." Discusses method for combining multiple 
peak dynamic responses for blasts t, earthquakes, 

KENNEDY, fl, P. General Electric Co. .Nuclear Energy Products Dlv 
NEDO-24010-2, 78/12/31. 30pp. 


7902120086 DOCKET 50-388 Susqyehanna Steam Electric Station. Unit 2 
NRC answer to amended petition to intervone of Environ 
Coalition on Nuclear Power, rtecommends granting petition fc 
ordering hearing since admissible contention has been 
presented. Certificate of Svq end. 

CUTCHIN, J. M. Office of the lExecutlve Legal Director. 79/01/26. 
13pp. 


7902230217 DOCKET 50-388 Susquehanna Steam Electric Station, Unit 2 
Requests addl info re mechanical engineering, structural 
engineering 6 conduct of operations, to continue review of 
application. 

PARR. a. D. Light Hater Reactors Branch 3 79/02/08. 51pp. 


7902130137 DOCKET 50-388 Susquehanna Steam Electric Station, Unit 2 
Forwards affidavit of sve for Amend 5 of application for 
operating license. 

CURTIS.N, W. Pennsylvania Power t, Light Co. 79/02/09, 2pp, 


7902220127 DOCKET 50-300 Susquehanna Steam Electric Station, Unit 2 
Responds to 781204 Itr requesting copy of complete file on 
facility. Forwards updated accession list to assist selection 
of specific documents. H/o end. 

FELTON, J. H, Division of Rules and Records. 79/02/16, 2pp, 


7902210215 DOCKET 50-388 Susquehanna Steam Electric Station, Unit 2 
Forwards Amend 6 to operating license application containing 
Revision B to security plan. End withheld (rof 10CFH2, 790), 
CURTIS.N. H. Pennsylvania Power it Light Co, 79/02/21, Ip. 


7902010265 DOCKET 50-388 Susquehanna Steam Electric Station, Unit 2 
nCQuests per/nission to make a limited appearance statement 
at hearing. 

BOYLAN.J Affiliation Unknown. 79/01/19. Ip. 

50-388 Susquehanna Steam Electric Station, Unit 2 
NRC motion for extension of time to file answers to amended 
petitions to intervene dtd 781228-29 4< 790103. Requests leave 
eo file single answer to supplemented petitions by 790126 
d eadl Ine. Cer 1 1 fjcale of Sve end, 

CUTCHIN. J.H, Office of the Executive Legal Director, 79/01/11, 


7902050272 DOCKET 50-308 Susquehanna Steam Electric Station, Unit 
Suppl ,0 780905 petition to intervene. Includes notice of 
appearance, clarification of petitioner's interest !< standing 

t request for financial help 

from NRC, H/Certif icate of Sve. 

OOHNSflUD, J. H. Environmental Coalition on Nuclear Power 79/01/ 

12pp. 


»902010200 DOCKET 50-300 Susquehanna Steam Electric Station, 
Request permission to make limited appearance statement at 
Fi^artng. 

DORKO.C, D. Affiliation Unknown, 79/01/19, Ip. 


Unit 2 


7902130039 DOCKET 50-388 Susquetlanna Steam Electric Station* Unit 8 
Applicants’ response to contentions in amended petition to 
intervene of Susquehanna Environ Advocatos. Concludes that 
latter should be admitted as intervonor w/certaln 
contentions. Certificate of Sve end. 

S I LB ERG, 0, E. , YUSPEH, A.R, Shaw, Pit tmon, Potts, L Trowbridge. 
79/01/26. 19pp. 


7902140220 DOCKET 50-308 Susquehanna Steam Electric Blatlon. Unit 2 
Applicants' response to contejitlons in suppl petition to 
Intervene of Citiiens Against I Nuc leor Danges. Cond udes that 
latter should be admitted as intervener w/certaln 
contentions. Certificate of Svp end. 

SILBERO, J. E. , YUSPEH.A.R, Shhw, Pittman, Potts, 6 Trowbridge. 
79/01/26. 2Spp. 


7902140227 DOCKET 50-388 Susquehanna Steam Electric atatlon. Unit S 
Applicants' response to conteitlons in amended petition to 
Intervene of Environ Coalitioti on Nudoar Power. Concludes 
that latter should bo admittei) as intervener w/certaln 
contentions. Certificate of Svl: end. 

79 /m /I' ^ 3hpwi Pittman, Potts. 6 Trowbridge. 


7702140229 DOCKET 50-388 Susquehanna Steam Electric Station. Unit S 
Applicants' response to contentions in suppl petition to 
Intervene of Marsh, et al . Concjludes that latter should be 
admitted as Intervenor w/certaln contentions. Csrtl f icate of 
Sve end. 

' '^^SPEH, A. R. ShLw, Pittman, Potts. 6 Trowbridge, 
7 t/OI/2o. i3pp. I 

Susquehanna Steam Electric Station, Unit tt 
NftJ ” f«iHty «, requests copUro? ^nu 

aCHWEIKEWf R. S, Senate. 79/01/03. Ip. 


7902140130 DOCKET 50-388 Susquehanna Steam Electric Statian Unlfc B 
Responds to NRC 701103 Itr. Sees no merit in meedng 
w/attorneys for NRC f, PA Power I, Light. Cl tl lens Against 
heldnSs O® ''‘T'ectly to public 

LEMANOWIC2, I Citiiens Against Nuclear Dangers, 78/12/04, 3 pp. 

7903200072 DOCKET 50-388 Susquehanna Steam Electric Station, Unit a 
Forwards ad Info in response to 701211 Itr rejueding 

Md^oool certain electric facilities from “ 

nBcropoiitan Edispn Co. 

CURTIS.N.W, Pennsylvania Power 6 Light Co. 79/02/09. 0Spp. 
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79020&0394 DOCKET 90-388 SulquBharins Strain Electric Statian> Unit 8 
Forwards IE Insp Repts 90-387/78-31 U 90-380/73-19 on 
7S1209-0B. No noncomp 1 lance noted. 

CARLSONt R. T. Region 1> Philadelphia) Reactor Construction & 

Eng ineeririg Support Branch. 70/12/26, 2pp. 


7902060397 DOCKET 50-388 Susquehanna Steam Electric Station* Unit 2 
IE Insp Repts 90-387/78-21 %r 50-380/78-19 on 781209-08. No 
Tioncamp 1 lane e noted. Major areas 1 nsp ec ted: p iping storage* 
fnalnt* t< ins ta 1 la t ion activities (i documentation. 

DURR*J. P. • EBNETER*8.D. Region 1* Philadelphia* Reactor 

Construction tc Engineering Support Branch. 78/12/22. Spp. 


7902010241 DOCKET 50-388 Susquehanna Steam Electric Station* Un 1 t 2 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies. " 

ORIER.B.H. Region 1* Philadelphia. Office of the Director. 
79/01/16. 0pp. 


7902130018 DOCKET 90-300 Susquehanna Steam Electric Station. Unit 2 
Forwards IE Info Notice 79-01* "Berg en-Pat arson Hgdraulic 
Shock li 8wag Arrestors <H8SA).'‘ 

ORIER.B.H. Region 1* Philadelphia* Office of the Director. 
79/02/02. 2pp. 


7902280497 DOCKET 90-300 Susquehanna Steam Electric Station* Unit 2 
Forwards IE Bulletin 79-01* "Environ Dual 1 flcat ion of Class 
IE Equipment." H/list of 11 sgstematlc evaluation program 
plants for which no action is required. 

ORlERiB.H. Region 1* Philadelphia* Office of the Director. 
79/02/00. IP. 


7902060180 DOCKET 90-388 Susquehanna Steam Electric Station* Unit 2 
Confirms 790201 phone conversation granting 60-dag eitension 
for submittal of final definitive rept.re welds on safetg- 
related pipe hangars. 

CURTIS* N.W. Pennsglvanla Power ti Light Co. 79/02/02. 2pp. 


7902070109 DOCKET 90-388 Susquehanna Steam Electric Station* Unit 2 
Transcript of 790129 special prehearing conference in 
Mi 1 kes-Darre* PA re validltg of .content ions. Pp 1-73. 

OECHHDEFER. C. > BRIGHT. 0.0. * PARIS. O.H. Atomic Safetg and Licensing 
Board Panel. 79/01/29. 73pp. 


7902090018 DOCKET 90-388 Susquehanna Steam Electric Station* Un 1 t 2 
Transcript of 790130 hearing In Wi I kes-Barre. PA re limited 
appearances in proc aed ing. Pp 74-266. 

BECHHOEFER. C. > BRIGHT* 0. Q. . PARIS. O. H. Atomic Bafatg and Licensing 
Board Panel, 79/01/30. 192pp. 


7902090003 DOCKET 50-383 Susquehanna Steam Electric Station* Unit 2 
Transcript of 790131 hearing In HI 1 kes-Darre* PA re Civil 
Defense radioactive emission h ECC8. Pp 267-374. 

BECHHOEFER* C. * BRIGHT* 0.0.* PARIS* O.H. Atomic Safety and Licensing 
Board Panel. 79/01/31. 107pp. 


7901220280 DOCKET 90-339 St. Lucie Plant* Unit 2 

Forwards NUREQ/CR-4O0* "Risk Assessment Review Group Rapt to 
the US NRC" to parties of proceeding. NRC developing policy 
statement re rept. 

FATaNiW. D. Office of the Executive Legal Director. 79/01/10. Ip 


7902220294 DOCKET 90-309 St. Lucie Plant* Unit 2 

Motion by Intervenors to file late response to opposition by 
FL Power (* Light Co to motions for new contention & for 
8tsy*due to atty's delay for lack of time t< money. 
HODDER.M.H. Af f 1 1 lat ion Un known. 79/01/30, 2pp. 


7902220290 DOCKET 90-339 St, Lucie Plant* Unit 2 

Intervenors' response to FL Power 8< Light Co's opposition 
to motions for new contention 6 for stay. Certl f icate of Sve* 
related documents I* correspondence oncl. 

HODDER.M.H, Aff 11 iat ion Unknown, 79/01/30. p9pp. 


7902060292 DOCKET 90-38? St. Lucie Plant* Unit 2 

Forwards Endorsement 2 to Policies XB-29j XB-26 tii XD-99. 
FIELDER. J, Harsh «< McLennan* Inc, 79/02/02. stip. 


7902120173 DOCKET 90-309 8t. Lucie Plant, Unit 2 
Forwards Endorsement 29 to NELIA Policy NF-227. 
FIELDER. U. Harsh i< McLennan* Inc. 79/02/06. 2pp. 


7902230162 DOCKET 90-309 St, Lucie Plant, Unit 2 

Forwards Endorsement 23 to HAELU Policy MF-8B. Amend s 
Condition 4 to reflect new pool capacity. 

DUCKiJ. R. Marsh tc McLennan* Inc. 79/02/16. 2pp. 


7902260494 DOCKET 50-3Q9 St, Lucie Plant, Unit 2 

Forwards Endorsoment 30 to ANI Policy NF~227. End orsoment 
amends 1979 advance premium to reflect a refueling shutdown. 
DUCK, U. R, Marsh 6 McLennan. Inc. 79/02/19. 2pp. 


7902140222 DOCKET 90-389 3t. Lucie Plant, Unit 2 

Requests opportunity to file reply brief or present oral 
argument re matters of fact in FL Cities' response to 
applicant's objections 6 motion, Certtflcato of Svt encl. 
HDUKNlGHTi J A. Lowens t a i n, Newman , Re i s . A»a 1 rad & Toll. 79/01/17. 

2pp, 


7902230044 DOCKET SO-3B9 St Lucia Plant, Unit 3 

Requests equal opportunity for FL Cities to respond if FL 
Power 6 Light Co's 790117 request to present further 
argument Is gran tod . Cert 1 f icate of Svt encl. 

GUTTMAN, D. Spiegel 6 McDiarmid. 79/01/23. 3pp. 


7902260235 DOCKET 50-389 St, Lucie Plant* Unit 2 

Summarl les 731213 meeting in Dethe sda, MD* u/r epresen ta t i ves 
of utils w/post-CP applications to discuss pending DL 
review matters. 1 nc lud i ng staff policies 6 review priority 
cr i ter ia. Dl scuss i on areas U attendees list encl. 

LICITRA.E. Light Water Reactors (Iraiich 3. 79/01/12 Spp. 

7902060244 DOCKET 30-339 St. Lucie Plant. Unit 2 

Supports proposed eitension of Priie-Andorson provisions re 
indemnification of spent nuclear fuel regardless of uhero 
fuel is stored. 

UHRIO.R. E. Florida Power 6 Light Co, 79/01/29, Ip. 


7902280106 DOCKET 90-389 St. Lucie Plant. Unit 2 

Forwards IE Info Notice 79-01, "Derg en-Paterson Hydraulic 
Shock %t Sway Arrestors <HSSA). " 

O'REILLV, J. P. Region 2, Atlanta. Office of the Director. 
79/02/02. Spp, 


7902230924 DOCKET 90-339 St. Lucie Plant* Unit S 

Forwards IE Bulletin 79-01* "Environ Qualification of Class 
IE Equipment " H/llst of II systematic evaluation program 
plants for which no action is required. 

0 'REILLV. J. P, Region 2, Atlanta* Office of the Diroctor. 
79/02/OB, 2pp, 


7902280105 DOCKET 90-339 St. Lucie F'lant* Unit 3 . 

Forwards IE Info Notice 79-03, "Limi torque Valve Geared 
Limit Switch Lubricant." 

0 'RElLLVi J. P. Region 2. Atlanta* Office of the Director. 
79/02/09. SPP 


7902220263 DOCKET 90-390 Watte Dar Nuclear Plant. Unit I- 
Forwards items omitted from 780713 Itr* pending further NRC 
review. Items involve Instrumentation, 6 Control Sys Branch 
request for info re FSAR* solid state logic testing Ic 
description of esBentlal raw cooling water sys. 

VARGA* S. A, Light Water Reactors Branch 4. 79/02/09 Spp- 


7902030218 DOCKET 50-390 Watts Dpr Nuclear Plant. Unit 1 
Ack receipt of FEI8 iNUREO-0490 ) . ftevi eu is in progress 
BAOGETT.C. North Carolina, Stale of. 79/02/05. Ip. 


7902280309 DOCKET 50-390 Watts Dar Nuclear Plant. Unit 1 
Has no comment on FES for fecllity (NUnE0-049B). 
BAGGETT, C. North Carolina, State of. 79/02/19, Ip. 


7902230061 ODCKET 50-390 Motts Bar Nuclear Plant* Unit 1 

Informs that TRADDC Pamphlet 330-30* " I nter servic o Procedures 
for Instructional Oys Devo 1 0 'pmon t " referenced in NURE0~O219 
Is available In mlcroficbB form from NRC. 

BESAW* H. -J, Division of Document Control, 7S/11/20. 3pp. 


7902090242 DOCKET 50-390 Watts Bar Nuclear Plant. Unit I 

Notice of address changes for distribution nf corrosp andoneo 
bo util re plant application 

OILLELAND* J. E. Tennosseo Valley Authority. 79/02/05. 2pp. 


7902020247 DOCKET 90-390 Matts Bar Nuclear Plant, Unit I 

Forwards copies of pages 162 to FSAR Amend 37. Corrects amend 
number on page 1* originally submitted on 79012*1. 

OILLELAND* J. E. Tennessee Valley Authority. 79/0'l/30. Spp. 


7902200040 DOCKET 50-390 Watts Bar Nuclear Plant* Unit t 
Forwards affidavit certifying that on 790203. Amend 37 to 
FSAR wes served upon identified individuals. 

MILLS* L. M, Tennessee Valley Authority. 79/02/08. 2pp. 
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7902210136 DOCKET 30-370 Halts Bar Nuclear Plant. Unit 1 
Forwarifi IE Imp Repts 30-390/70-31 b 50-391/70-26 on 
701123-1201 U notice Of violation 

MURPHY. C.e Region 2. Atlanta. Reactor Construction b Englnterino 

Support Branch 70/12/22 2pp. 


7902090242 DOCKET 30-391 Matts Bar Nuclear Plant. Unit 2 

Notice of address changes for distribution of correspond anca 
to TVA re plant application. 

OILLELAND. J. E. Tennassoe Valleg Authority. 79/02/05. 2pp. . 


7902210139 DOCKET 50-390 Watts Bar Nuclear Plant. Unit 1 
Notice of violation froo insp on 701128-1201. 

MUfiPHV.C.E. Region 2. Atlanta, Reactor Construction b 
Engineering Support Branch. 70/12/22. 2pp. 


7902020247 DOCKET BO-391 Matts Bar Nuclear Plant. Unit 2 

Forwards copies of pages 1S,2 to F8AI1 Amend 37, Corrects amend 
number on page 1. originally submitted on 790124. 

OILLELAND. J. E. Tennessee Ualley Authority. 79/01/30. 3pp. 


790221 Oi 43 iJOCKET SO-390 Watts Bar Nuclear Plant. Unit 1 
IE Imp Repts 50-390/70-31 b 50-391/70-26 on 781120-1201. 
Noncompllance noted: no interpass temp checks were being 
performtd on gilding storiago area. 

CONLON. T E, Region 2. Atlanta, Reactor Construction b 
engineering Support Branch. 70/12/22. 9pp. 

7902220105 DOCKET 50-390 Halts Bar Nuclear Plant, Unit i 
Forwards IE Insp Rept 50-390/70-32 on 701212-15 b notice of 
Violation. 

WRPHY.C E Region 2, Atlanta, Reactor Construction b Engineering 

Support Branch. 79/01/09 2pp. 

7902220110 DOCKET 50-390 Watts Bar Nuclear Plant. Unit I 
Notice of violation from insp on 701212-15. 

MURPHY, C.E. Region 2. Atlanta, Reactor Construction b 
Engineering Support Branch. 79/01/09. ip. 

7902220H3 DOCKET 50-390 Watts Bar Nuclear Plant, Unit I 

50-390/78-32 on 751212-1 5. Noncomp I iance noted; 
supports was not acceptable method of mounting, 
a ^*7*®'’ 3. Atlanta, Reactor Construction b 
Engineering Support Branch. 79/01/09, 4pp. 

7902^0157 DOCKET 50-390 Watts Bar Nuclear Plant, Unit 1 
Ack receipt of 790116 Ur Informing NRC of steps taken to 
50-391/70^26***'’"* 50-390/70-31 b 

Kpeu'^Branch, Construction b Engineering 

7902370161 DOCKET 50-390 Watts Bar Nuclear Plant, Unit 1 
Responds to NRC 761222 Ur re violations noted in IE Into 
Rept 50-390/70-31 b 50-391/70-26, Corrective actions 
«ecs’b m *"’? '►'“'■list has been revised to comply u/ 

OILLELAND > 0 *"? 7*'‘*onnel have been rei nstrueted, ^ 

OILLELAND, J. E, Tennessee Valley Authority. 79/01/16, 3pp. 

7902120050 DOCKET 50-390 Watts Bar Nuclear Plant. Unit I 

‘a"’ 79-01, "Dergen-Patemon Hydrau lc 

shock b Sway Arrestors (HSSA) '■ nvuiamjc 

?9/02/03'* app. the Director. 


7902200040 DOCKET 30-391 Watts Bar Nuclear Plant, Unit 2 
Forwards affidavit certifying that on 79020a.Amond 37 to 
FSAR was served upon identified individuals, 

MILLS.L.N. Tennessee Valley Authority. 79/02/00, app, 

7902210136 DOCKET 50-391 Watts Oar Nuclear Plant, Unit 2 
Forwards IE Insp Repts 50-390/70-31 b 50-391/70-26 on 
7011 20-1201 b notice of violation. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construetlon h Englnaarlns 
Support Branch. 70/12/22. 2pp. 

7902210139 DOCKET 50-391 Watts Dar Nuclear Plant, Unit 2 
Notice of violation from insp on 7BU2B-1201. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction fc 
Engineering Support Branch. 70/12/22. 2pp, 

7902210143 DOCKET 50-391 Watts Dar Nuclear Plant, Unit 2 
IE Insp Repts 50-390/7B-31 b 50-391/78-26 on 701120-1201. 
Noncompllance noted: no interpass temp checks were being 
performed on welding storage area. 

CONLON, T. E. Region 2, Atlanta, Reactor Construction 4< 

Engineering Support Branch. 78/12/22. 9pp, 

7902270157 DOCKET 50-391 Watts Bar Nuclear Plant, Unit 2 
Ack receipt of 790116 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-390/70-31 b 
50-391/70-26, 

''**«'’**' Reactor Construction b Engineering 
Support Branch. 79/02/01. 2pp, * 

7902270161 DOCKET 50-391 Wa'tts Bar Nuclear Plant, Unit 2 
Reeponds to NRC 701222 Itr re violations noted in IE Inep 
Rept 50-390/70-31 b 50-391/70-26, Corrective actions; 

has been revised to comply w/ 
aiM PI P*'’®°hnBl have been re instructed. 

OILLELAND, J, E, Tennessee Valley Authority, 79/01/16, 3pp. 

7902120050 DOCKET 50-391 Watts Dar Nuclear Plant, Unit 2 

Bhocrb% ! A N?*‘'=V”-«>‘*'’B»''gen-Patorion Hydraulic 
Shock b Sway Arrestors (HBSA>, " 

79%2/oI''*'2pp **‘anta, Office of the Director. 


7902200134 DOCKET 50-390 Watts Bar Nuclear Plant, Unit 1 
Lj^rSuil^'L^^Uanr-”'”’ '^®»ve Beared 

?9%2/09:'* 2PP. *“*"**' the Director. 

7902200343 DOLKti 50-390 Watts Bar Nuclear Plant, Unit 1 
Forwards final rept on discrepaneu In reactor ct>Ai/in4> 

OILLELAND, J. E. 


Tennessee Valley Authority, 79/02/20. 2pp. 


5pp. 


790^0263 DOCKET 50-391 Watts Bar Nuclear Plant. Unit 2 

VARoI'rA'’" “““"9 water sys 

Light Water Reactors Branch 4. 79/02/09 

BAOCETTfC. North Carol in* elli Pt'Oflress. 

nar^n cdroitna* State of. 79/02/OS. ip. 

7902200309 DOCKET 50-391 Watt. Bar Nuclear Plant Unit = 

for Instructional Sys Develnement"*^* Interservlee Procedures 

BESAM,H.J, Division of Document Control. 70/11/20, 3 pp. 


790^0134 DOCKET 50-391 Watts Bar Nuclear Plant. Unit 2 
79/02/09' 2PP. '’‘’S*'’" AtldMta, Office of the Director. 

"Porw”” ??narreor:i = 

resulted In new displacements of reactor coolant loD!''br«nch 
OILLELAND. J.e. Tennessee Valley Authority. 79/02/20. 2pp. 

^Foiwards e^ratl s?en®foi"?eihnicarR:^''7;!r:Apnr3"‘ ‘ 

CREWS. E.H. South Carolina Electric b Oas Co. 79/01/13. 2pp. 

”rnfo°mrthawlfo°»ubmltted"/70noru U"** I 

BOYD, R, 8. Division of Project Management ??/Oi/30. 3pp. 

r}s;ror;risi=s?“ > 

BOYO.R, 8. Division of Project Management. 79/01/30, Bpp. 

79/01/30. 4pp. Light Water Reactors Branch 2. 
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790S870439 DOCKET SO-399 Vlrflil C. Summer Nuclear Stationi Unit 1 
Negative declaration supporting extension of CPPF1-94. EIB is 
unuarrentsd. 

BALLARD, R. L, Environmental Project Branch 1. 79/01/30. Spp. 


7908270439 DOCKET 50-393 Virgil C. Summer Nuclear Station, Unit 1 
ElA supporting extension of CPPR-94 to 001231. Describes 
proposed ac t ion, d iscusses need for power, social & econemlc 
impacts based on FES. No EI8 is retiuircd. 

* Division of Site Safety U Environmental Analysis. 79/01/30 
4pp. 


7902810218 DOCKET 80-399 Virgil C. Summer Nuclear Station, Unit 1 
Forwards Technical Rept 79-2 "April-Jone 197Q Seismicity 
Near VC Summer Nuclear Station," requested by Kelleher of 
Oeoscience Dlv. 

CREWS, E. H. South Carolina Electric 8< Oas Co. 79/08/09. ip. 


7908210883 DOCKET 50—395 Virgil C, Summer Nuclear Station, Unit 1 
Technical Rept 79-8, "Aprll-June 1978 Seismicity Near VC 
Summer Nuclear Station. " 

• South Carolina Electric ?, Oas Co. TR 79-8. 79/0S/8B. 100pp. 


7902880045 DOCKET 90-393 Virgil C. Summer Nuclear Station, Unit I 
Filet updated pieiometer t, settlement readings for sve water 
pumphouse t, intake structure. 

CREWS, E.H. South Carolina Electric (, Oas Co. 79/02/13. ISpp. 


7902140465 DOCKET 50-395 Virgil C. Bummer Nuclear Station, Unit 1 
Forwards NUREO/CR-0400, "Rl sk Assessment Review Group Rept 
to the USNRC'MLewls Rep t ) , provl d Ing recommendations for use 
of risk assessment methodology 2, assessment of WA8H-1400. 
ODLDDERO, 8. C. Office of the Executive Legal Director. 79/01/23. 
Ip. 


7908150115 DOCKET 50-399 Virgil C. Summer Nuclear Station, Unit i 
Forwards 6AND77-1927, "Transport of Radionuclides in Urban 
Environs; Working Draft Assessment." W/o end. 

OQLDBERG, 8. C. Office of the Executive Legal Director. 79/01/85. 

2pp. 


7908180162 DOCKET 50-399 Virgil C. Summer Nuclear Station, Unit 1 
Forwards Endorsement 11 re changes in subscribing companies 
It their proportionate liability endorsement to NELIA Policy 
NF-892. 

FIELDER, J. Marsh «< McLennan, Inc. 79/08/06, SPP. 


7902010117 DOCKET 90-399 Virgil C. Summer Nuclear Station, Unit 1 
Forwards Amend 11 to FBAR. 

CREWS, E. H. South Carolina Electric (< Gas Co, 79/01/31. Ip. 


7908010128 DOCKET 90-395 Virgil C. Sommer Nuclear Station, Unit 1 
Amend 11 to F6AR. Discusses condensate t< feedwater sys, 
environ design of mechanical t, electrical equipment, abnormal 
accident cond i tlens, qual if i cation test results & transient 
analysis. 

« South Carolina Electric t, Oas Co. 79/01/31. 390pp. 


7908200074 DOCKET 90-395 Virgil C. Summer Nuclear Station, Unit 1 
Forwards FSAR Amend 12. 

CREWS, E.H. South Carolina Electric h Oas Co. 79/02/19. Spp. 


7902800079 DOCKET 90-399 Virgil C, Summer Nuclear Station, Unit 1 
Amend 12 to FSAR. Pages updated. 

e South Carolina Electric fc Oas Co. 79/02/19, 329pp. 


7908020040 DOCKET 30-395 Virgil C, Bummer Nuclear Station, Unit 1 
Ad judlcatory/consent calendar items to inform NRC of end 
petition for finding of significant changes to require 
antitrust review. Recommends schedule to allow Central 
Electric Power Cooperative to support its petition. 

KELLEY, d.L. Office of the General Counsel. 8ECY-A-79-4. 77/01/11. 

17pp. 

7908140073 DOCKET 90-399 Virgil C. Summer Nudoar Station, Unit I 
Forwards errata sheet re corrections in SC Public Sve 
Authority's motion to dismiss or motion for summary 
disposition re petition by Central Electric Power 
Cooperative, Inc dtd 790119. 

MORRISON. H. P. Cahill, Gordon «< Reindel. 79/01/83. 4pp. 


7908860146 DOCKET 90-395 Virgil C. Sommer Nuclear Station, Unit I 
Forwards "Errata Sheet" of corrections to 790119 motion to 
dismiss, or in the al ternativo, motion for summary disposition 
of SC Public Sve Authorl ty, Errata sheet t. Certificate of 
Bve and. , 

MORRISON, H. P, Cahill, Gordon h Reindel. 79/01/83. 4pp. 


79020B0309 DOCKET 50-395 Virgil C. Summer Nuclear Station, Unit 1 
In response to 7S1206 Central Electric Power Cooperative 
petition for antitrust revi eu, order s petitioners t, 
applicants to provide addl Info per stated schedule. 

CHILK, S. J. Office of the Secretary of the Commission. 79/01/86. 
3pp. 


7902130042 DOCKET 90-399 Virgil C, Summer Nuclear Station, Unit 1 
Central Electric Power Cooperative amended petition for 
finding of significant change t< opposition to motions to 
dismiss or for summary di sposi t ion. Certi f icate of Sve, 
affidavit It two exhibits end. 

BRAND, W.E., HALL,E.E. Pearce J, Brand. 79/01/31, 72pp. 


7902090392 DOCKET 90-399 Virgil C. Summer Nuclear Station, Unit I 
Forwards IE Insp Rept 50-399/70-31 on 7Si2l3-l5. No 
noncomp 1 iance noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction S, Engineering 
Support Branch 70/12/29. 2pp 


7902090393 DOCKET 30-399 Virgil C, Summer Nuclear Station, Unit 1 
IE Insp Rept 50-395/70-31 on 7B1S13-19. No nencomp 1 lane e 
noted. Major areas inspected : design veri f ica t ion, c outro 1 t, 
interfaces 

HERDT,A.R., BURDETTE, T. E. Region 2, At lanta. Reactor 

Construction t. Engineering Support Branch. 7S/12/29, 9pp. 


7902090080 DOCKET 90-395 Virgil C. Summer Nuclear Station, Unit 1 
Aek receipt pf NRC Audit Rept 50-395/70-31 on 701229. No 
proprietary info. 

JOHNSON, M.c, South Carolina Electric t, Gas Co. 79/01/31, ip. 


7902820232 DOCKET 50-399 Virgil C, Summer Nuclear Station, Unit 1 
Forwards revised pages to NRC 7S1814 Itr forwarding IE Insp 
Rept 50-395/78-27, 

MURPHY, C.E, Region 2. Atlanta, Reactor Construction I, Engineering 
Support Branch. 79/01/31. ip. 


7902280236 DOCKET 50-395 Virgil C, Summer Nuclear Station, Unit t 
Forwards IE Insp Rept 30~395/7Q-27 on 701127-30 t< notice of 
violation. W/o end. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction h 
Engineering Support Branch. 70/12/14. 2pp. 


7902200536 DOCKET 50-395 Virgil C. Summer Nuclear Station, Unit 1 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." M/list of 11 systematic evaluation program 
plants for which no action is required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/02/00. 2pp. 


7908860933 DOCKET 90-395 Virgil C. Summer Nudoar Station, Unit 1 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equi pmenl. " W/list of 11 systematic evaluation program 
plants for which no action is required. 

O'REILLY, J. P. Region 3, Atlanta, Office of the Director, 
79/02/00. 2pp. 


7902200189 DOCKET 50-395 Virgil C. Summer Nuclear Station, Unit t 
Forwards IE Info Notice 79-03, "Llmitorque Valve Geared 
Limit Switch Lubricant. " 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director, 
79/02/09. 2PP, 


7902880127 DOCKET 80-395 Virgil C, Summor Nuclear Station. Unit 1 
Forwards IE Info Notice 79-03, "Limitorque Valve Geared 
Limit Switch Lubricant. " 

O'REILLY, J, P, Region 2, Atlanta, Office of the Director. 
79/08/09, IP. 


7902820244 DOCKET 90-396 Univ. of Virginia Cavalier Reactor 
Forwards IE Insp Ropts 50-062/78-03 l< 50-396/78-02 on 
7SiiaB-30 8< notice of violation. 

LONS, F. J. Region 2, Atlanta, Reactor Operations Nudoar Support 
Oranch. 70/12/16. Spp. 


7902880246 DOCKET 90-396 Univ. of Virginia Cavalier Reactor 
Notice of violation from insp on 78112B-30. 

LONG, F. J. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 76/12/18. ip. 

7902820290 DOCKET 50-396 Univ. of Virginia Cavalier Reactor 
IE Insp Ropts 50-062/76-03 «i 50-396/76-02 on 7B118B-30. 

Noncompliance notod. Reactor Safety Committee approved 
procodure revision resulting in reactor operating from 
701083-1128 w/scram switch inoperable. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear 
Support Branch, 70/12/10, 5pp, 
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790S27D13J DOCKET S0-3<9A Univ. of Vi rain ia Cavallar Raactor 
Forward I IE Insp Rapt* 50- 0d> 2/76-04 6 50-396/7B-O3 on 
761226-29. No non c o«p I i anc * notsd. 

KENNA. H. 6. Rogion 2, Atlantai Safeguards Dranch. 79/01/12. 


7902050280 DOCKET 50-397 HPPSS Nuclear Project. Unit 2 
Notice of appearance by fiK Hoefllng on behalf of NHC. 

Certificate of Bvc end. 

HOEFLlNQi R. K. Office of the Eiecutive Legal Director. 79/01/19 
3pp. 


7902270126 DOCKET 50—396 Unlv. of Virginia Cavalier Reactor 
IE inep Repts 50-062/76-04 U 50-396/76-03 on 7O1220-29.No 
nonconpllance noted. Major area intpec t ed: phy slca I security 
pro gran. 

HESECKER, K. H, ■ 0 1 LLESP I E. F. P . Region 2. Atlante. Safeguards 

flranth. 79/01/11. 3pp. 


7902060133 DOCKET 50-397 HPPSB Nuclear Project. Unit 2 
NFIC responses to 790110 intervenor request for waiver of 
raquireraent for double spacing of documents. NRC has no 
objection. 

PATON.M. D. Office of the Eiecutive Legal Director. 79/01/19. 3pp. 


7901310169 DOCKET 50-397 WPPSS Nuclear Project. Unit 2 
Ad receipt l< expresses appreciation for 7BI21B 1. 790102 
Itrs re ATNS mods (. occupational eiposure. 

MATTSON. R.J, Division of Systems Safety. 79/01/ IB. Ip. 


7902220261 DOCKET 50-397 HPPBS Nuclear Project. Unit 3 
Addl contention l< legal argument pursuant to A8L0 790125 
permission. Contends inadequate assessment of safety pists 
Certificate of Sve and. 

OARBV.C, Affiliation Unknown. 79/02/Oi. 3pp. 


7902090343 DOCKET 50-397 UPPSS Nucltar Project. Unit 2 
Forwards OE topical rept NEDO-24010-2. Bupp 1 2. "Dases for 
Criteria for Combination of Earthquaka t< Other Transient 
Responses by the Square-Root-Bum-Of-Tho-Squares Method. “ 

Rapt is provided on behalf of Hark 2 owner's group. 

SDDON. L. J. General Electric Co.. Nuclear Energy Products Div 
79/02/05. Ip, 


7902130127 DOCKET 50-377 WPPS8 Nuclear Project, Unit 2 
Requests one copy of NRC requests for addl info be mailed 
directly to address of OK Earle during license review to 
expedite responses. 


RENDEROER.D. L. 
Ip- 


Washington Public Power Supply Systim. 79/02/06, 


7902090367 DOCKET 50-397 HPPSS Nuclear Project. Unit 2 

Suppl 2 "Dasis for Criteria for Combination of Earthquake fc 
Other Transient Responses By the Square-Root-Som-of-the- 
Squaras rtethod. Discusses method for eorabinlng multiple 
peak dynamic responses for blasts t, earthquakes. 

KENMEDYfR.P. General Electric Co, .Nuclear Energy Products Div. 
NeDa-240t0-2. 76/12/31. 30pp. 


79D2O6D320 DOCKET 50-397 MPPSS Nuclear Project. Un 1 t 2 
Forwards Amend 3 to Environ Rept. 

RENHEROER. D. L. Washington Public Power Supply Eg stem. 79/01/31 

2pp. 


7902260038 DOCKET 50-397 WPP83 Nuclear Project. Unit 2 
Forwerds IE Insp Rept 50-397/70-14 on 761219-20. No 
noncompl iance noted. 

SPENCER. 0.8. Region 5. Ban Francisco. Raactor Construction ti 
Englnaerlng Support Branch. 79/01/00. 2pp. 


7902260042 DOCKET 50-397 MPP8S Nucltar Projact. Unit 2 
IE Insp Rept 50-397/70-14 on 781219-20. No noncomplianca 
noted, Major areas inspec tad : si te const actlvitlas involving 
nnndastructlvo eiamlnatlon of welds. 

BISHOP, T.W,. HAYNES. R.C. Region 5. Sen Francisco. Raactor 
Construction (< Engitieerlng Support Branch. 79/01/05. Spp, 


7902060324 DOCKET 50-397 WPP S3 Nuclear Project. Unit 2 
Amend 3 to Environ Rept. 

s Washington Public Power Supply System. 79/0'l/31. 46pp. 

7902230061 DOCKET 50-397 MPPSS Nuclear Project. Unit 2 

Informs that TRADOC Pamphlet 350-30. "In terservic e Procedures 
for Instructional Sys Oevoiopnant" referenced In NUREO-0219 
is available in microfiche form from NRC. 

BESAW. H. J. Division of Document Control, 78/ 1 i /20. Spp, 


7902060011 DOCKET 50-397 WPPSS Nuclear Project. Unit 2 
Forwerds latest revisions of NRC review guidelines (t 
security plan evaluation rept workbook. Add I info re 
security plan needed for review to e ontinue. Round 1 
questions to be issued after receipt of revised plan. 

VARCA. S. A. Light Mater Reactors Branch 4. 79/01/10. 150pp. 


7902230075 DOCKET 50-397 HPPSB Nuclear Project. Unit 2 
Notification of 790213 meeting u/HPPSB in Qethesda.MD re 
steps to be taken to improve Unit 2 rept on physical 
security plan. 

LYNCH. M. 0. Light Mater Reactors Branch 4. 79/01/30. Spp. 


7901230027 DOCKET 50-397 HPPS3 Nuclear Project, Unit 2 

Forwards NUREG/Cn-0400i '*Ri ak Assessment Review Group Rept to 
the US MRC" (Lewis Hep t >, providing recommendations for use of 
risk assessment methodology t. assessment of HA8M-I400. H/o 
end. 

PATON.M. D. Office of the Eiecutive Legal Director. 79/01/10. Ip. 


7902060045 DOCKET 50-397 MPPSS Nuclear Project, Unit 2 

Second amended petition to i ntervena. supplementary except 
where noted, to 761115 petition Addresses contentions re need 
for power, alternat ives. Notic e of wi thdraual , af f Idavi t L 
Certificate of Sve end. 

GARRETT. S.H. Hanford Conversion Project. 79/01/10, Spp. 


7902060051 DOCKET 50-397 HPPSB Nuclear Project, Un 1 t 2 
Requests waiver of double-spacing requirement for filed 
documents because of added expense. Assures that documents 
will be legible. M/enel Certificate of Sve. 

GARRETT, S.M. Hanford Conversion Project, 79/01/10. Ip. 


7902050249 DOCKET 50-397 HPPS3 Nuclear Project, Unit 2 
Responds to 790101 Itr requesting opportunity to make 
limited appearance at public hearing. Informs that no date 
has yet been set. Written eiatl to be incorporated into record 
as part of statement should be addressed to ASLD, 

PATON, H. D. Office of the Executive Legal Director. 79/01/15. 3pp, 


7902260030 DOCKET 50-397 MPP83 Nuclear Project, Unit 2 
Forwards IE Insp Rept 50-397/76-11 on 781114-17,No 
noncompl iance noted. 

8PENCER, 0, 8. Region 5,. San Francisco, Reactor Construction te 
Engineering Support Drench. 79/01/09. 2pp. 


7902260034 DOCKET 50-377 HPPBS Nuclear Project. Unit 2 
IE Insp Rapt 50-397/70-11 on 761114-17. No noncomplianca 
noted. Major areas Inspqc tod: cons t activities including 
observations of safety-related piping work li review of 
quality records. 

BISHOP, T.H., VDRDEHDRUECGEN Regions, San Francisco. Office of 

tha Director. HAYNES, R.C. Region 5, San Francisco, Raactor 

Construction tc Engineering Support Branch. 79/Ol/OB. 12pp. 


7902120142 DOCKET 50-397 HPP83 Nuclear Project, Unit 2 
Forwards IE Info Notice 79-Oi. “Dergen-Paterson Hydraulic 
Shock (t Sway Arrestors (HBSA). " 

ENOELKEN, R. H. Region 5, 3an Francisco, Offica of the Dirac tor. 
79/02/02, 4pp. 


7902120142 DOCKET 50-397 HPPBS Nuclear Project. Unit 2 
Forwards lE Info Notice 79-01. "Bargen-Patarson Hydraulic 
Shock (i Sway Arrestors <HS3A), " 

ENOELKEN. R. H. Region 5, Ban Francisco, Office of the Director. 
79/02/02. Ip. 


7902230071 DOCKET 50-397 WPPSS Nuclear Project, Unit 2 

Forwards IE Bulletin 79-01. “Environ Quail f ication of Class 
IE Equipment,'' H/list of 11 systematic evaluation program 
plants for which no action is rtquirad, 

ENOLEKEN, H. H, Region 5, Ban Francisco. Office of the Dipeetor. 
79/02/09. Ip, 


7902270395 DOCKET 50-397 HPPSB Nucltar Project. Unit 2 
Forwards IE Info Notice 79-03, “Limitorque Velve Geared 
Limit Switch Lubricant." 

ENGLEKBNi R. H. Region 5, San Francisco, Office of the Director. 
79/02/09. Ip. 


7902150469 DOCKET 50-397 HPPSB Nuclear Project, Unit 2 
AeV receipt of 790117 Itr Forwarding deficiency rapt, 

ENOELKEN, B. H. Region 5, San. Francisco, Office of tha Oiraetor. 
79/01/30. Ip, 


7902070044 DOCKET 50-397 HPPSB Nuclear Project. Unit 2 
Transcript of 790125 prthaaring confaranct in Richland. HA. 

Pp 1-125, 

D0H6R3. E. S. < HILL, E. E. , COLE, R.F. Atomic Safety and Licensing loard 
Panel. 79/01/25. 126pp. 
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7902a66i88 DOCKET SO-397 UPPSS Nucliar Project. Unit 2 
Applicant'* proposed corrections to transcript of 790123 
prahearinp conference. Certl ficate of &vc end, 

RCYNOLDS. N. 8. Debsvolse i. Lleberman. 79/02/06. 9pp. 


7902080227 DOCKET 50-400 Shearon Harris Nuclear Power Plant. Unit 1 
Forwards rcpt on micaceous gneiss loger S. schistose zone 
requested by NHC during 781308 insp of main dam coretrench. 
Conclude* micaceous gneiss layer & schistose tone cannot be 
capable of fault*. H/photo l< four oversize drawings. 
ftCDOFFIE. H. A. Carolina Power i. Light Co. 79/02/02. t2pp. 


7902320066 DOCKET 30-400 Bhearnn Harris Nuclear Power Plant. Unit 1 
Forwards test rept* as requested by O Thompson re random 
rochf il 1. 

MCDUFFIE. H. A. Carolina Power b Light Co. 79/02/02. Ip. 


7902220072 DOCKET 50-400 Shearon Harris Nuclear Power Plant. Unit 1 
"Large Scale Trlazial Shear (c Permeability Tests." Forwards 
results of 15 inch diameter consolidated undralned triazial 
shear test, grain size analyses b 14 inch diameter constant 
head permeability tests. 

* Consumers Power Co. 73/04/30. 2Qpp. 


7902230074 DOCKET 50-400 Shearon Harris Nuclear Power Plant. Unit 1 
"Excavation. Bacitf 11 li Fi 11 ing tc Orading." Specifications for 
excavation, foundation preparation U backfill for plant area 
bldgi.all reservoir concrete structures b filling b grading 
in plant area. 

* Consumers Power Co. 79/01/02. 16pp. 


7902230073 DOCKET 30-400 Shearon Harris Nuclear Power Plant. Unit 1 
"Embankments. Dans. Dikes, b Channels." Specification cavers 
strlppllng of base for embankments, excavation of cutoff 
trenches, channel s. preparation of embankment foundation b 
placement of embenkiment matl In Class r dams, 
a Consumers Power Co. 79/Ol/OB. 24pp. 


7902230076 DOCKET 50-400 Shearon Harris Nuclear Power Plant. Unit 1 
"Random Rockflll Matl Teat VR-24-4-1. “ Contain* results of 
test fill VR-S4-4-1 which Includes larg* volume in-place 
denelty test b grain sire distribution tests. 

• Consumers Power Co. 76/13/21. 57pp. 


7903320077 DOCKET 50-400 Shearon Harris Nuclear Power Plant. Unit i 
"Random Rockflll Matl Test Vn-24-4-2. " Contains results of 
test fill VH-24-4-2 Which Indud’es 2 large volume In-placo 
density tests b grain site distribution tests, 
a Carolina Power b Light Co. 78/12/20. 40pp. 


7902050240 DOCKET 50-400 Shearon Harris Nuclear Power Plant. Unit 1 
Ratponse to 790103 request providing tables b Individual 
plant summaries from draft NUREO-0366 "Nuclear Power Plant 
Operating Eiparlence for 1977." 

BARTH.C.A. Office of the Executive Legal Director. 79/01/04. Sipp. 


7903330103 DOCKET 30-400 Shearon Harris Nuclear Power Plant, Unit 1 
Amend to petition to Intervene. Elaborates on H Eddleman b 
Kudiu Alllanca Interest in precteding b lists issues 
prsviously raised. 

EDDLEMAN. W. Affiliation Unknown. 79/01/04. S3pp. 


7902020007 DOCKET 50-400 Shearon Harris Nuclear Power Plant, Unit 1 
Forwards documents a* requested in 781220 1 tr; HASK-1 130. 
revised US AEC<1973> "Util Staffing b Training for Nuclear 
Power," Reg Guide 1.8. b NUREO 0094 "NRC Operator Licensing 
Guide. " 

BARTH.C.A. Office of the Executive Legal Director. 79/01/05. 2pp. 


7902090283 DOCKET 50-400 Shearon Harris Nuclear Power Plant, Unit 1 
Motion by interveners Conservation Council of NC b Hake 
Environ. Inc for Commission to remand to A8L8 the issue re 
need for proposed unit within time frame per const permits. 
.Certificate of Sve end. 

ERHIN.T. 8. Erwin, T. 8, 79/Ol/OB, 5pp. 


7901190211 DOCKET 50-400 Shearon Harris Nuclear Power Plant. Unit 1 
Ack receipt of NRC 790109 Itr re proceeding b resubmits 
App A. B b C as requested. 

REIS. E. vl. Office of the Eiecutlve Legal Director. 79/01/ii. 16pp. 


7902010296 DOCKET 50-400 Shearon Karris Nuclear Power Plant, Unit 1 
Submits petition on behalf of Kudiu Alllancs for reopened or 
remanded further hearings b petition to suspend const 
pending resolution of new evidence b updating new estimates. 
EDDLEMAN, W. Affiliation Unknown. 79/01/17. 7pp. 


7902010296 DOCKET 50-400 Shearon Harris Nuclear Power Plant, Unit 1 
Submits petition on behalf of Kudtu Alliance For reopened or 
remanded further hearings & petition to suspend const 
pending resolution of new evidence b updating new estimates 
EDDLEMAN, U. Affiliation Uninouin. 79/01/17. 7pp, 


79030500BB DOCKET 90-400 Shearon Harris Nuclear Power Plant. Unit 1 
Appeals ASLD 790110 order denying petitions to Intervene as 
general intervenor in safe mgt capability hearings Filed by 
Kudzu b If Eddleman. 

EDDLEMAN.M. Kudzu Alliance. 79/01/17. 33pp. 


7902030014 DOCKET 50—400 Shearon Harris Nuclear Power Plant. Unit 1 
Applicant's response to Conservation Council oF NC b Hake 
Environ Inc notion to remand to ASLQ for Further hearings. 

Sees no sense In reopening need for power i ssue. H/photos. 
afFl davit. Certi ficate of Sve b Capacity Plan. 

TROUBR IDGE. G. F. Shau. Pittman. Potts, b Trowbridge. 79/01/23. 

L66pp. 


7902060137 DOCKET 90-400 Shearon Harris Nuclear Power Plant. Unit 1 
Applicant's response to intervenor s ' 790100 motion to remand 
to ASLB for hearings re neod For power issue. Urges motion be 
denied due to economic issue b cost to applicant. U/ 
affidavit of KA Dof f ie. re lated Info b Certificate oF Sve. 
TRONBRIOGE. 0. F. Shaw. Pittman, Potts, b Trowbridge. 79/01/23. 
37pp. 


7903050378 DOCKET 90-400 Shearon Harris Nuclear Power Plant. Unit 1 
Notice of continuation on 790337 of hearing re mgt 
capabilities of app 1 lean t. Hear ing s wilt be held in Raleigh. 

NC. 

SMITH. I, H. Atonic Safety and Licensing Ooard Panel. 79/01/34. 2pp. 


7902060060 DOCKET 90-400 Shearon Harris Nuclear Power Plant. Unit 1 
Informs that const per ml t proceeding is pend Ing eicept for 
mgt capability Issue. Forwards memo from NRC geologist re 
Faulting at site. Several Faults have been noted! none yet 
proven capable. 

BARTH.C.A. Office of the Executive Legal Director. 79/01/26. ip. 


7902060060 DOCKET 90-400 Shearon Harris Nuclear Power Plant. Unit 1 
Informs that const permit proceeding is pending eicept For 
mgt capability Issue. Forwards memo from NRC geologist re 
Faulting at site. Several faults have been notedinone yet 
proven capab le. 

BARTH.C.A. Office of the Executive Legal Director. 79/01/26. Ip. 


7903120190 DDCKET 90—400 Shearon Harris Nuclear Power Plant. Unit 1 
Responds to NRC 76I3S0 Itr to 0 Hart re need For power From 
proposed si te. Del i eves truth Is missing From administrative 
proceedings. C laims f oreceqt a have been consistently too 
high. 

EDDLEMAN, U. Affiliation Unknown. 79/0k/S7. 3pp. 


7902260099 DOCKET 50-400 Shearon Harris Nuclear Power Plant. Unit I 
Requests that hearings on safe mgt capabilities in 
operations of nuclear facilities, to begin 790227 in Raleigh 
NC. be held In evenings after 6pii> or on weekends, as 
originally promised, to Facilitate public participation. 
BAOCETT.P.e. Affiliation Unknown. 79/01/37. Ip. 


7902030027 DOCKET 50-400 Shearon Harris Nuclear Power Plant. Unit I 
NRC opposition to Intervenors ' motion to remand proceeding 
to ASLD For further evidentiary hearings on need for Four 
nuclear power reactors. Recommends motion be denied. 

Certificate of Sve end. 

BARTH.C.A. Office of the Executive Legal Director. 79/01/29. 6pp. 


79022B0090 DOCKET 90-400 Shearon Harris Nuclear Power Plant. Unit 1 
Forwards IE Info Notice 79-01, "Oergen-PatersDn Hydraulic 
Shock b Sway Arrestors (HSSA). " 

0 'REILLY. U. P. Region 3. Atlanta. Office of the Director. 
79/03/02. 3pp. 


79022B0520 DDCKET 50-400 Shearon Harris Nuclear Power Plant. Unit 1 
Forwards IE Bulletin 79-01, "Environ Oual if ication of Class 
IE Equipment." H/list of 11 systematic evaluation program 
plants for which no action is required. 

O'REILLY. J. P. Region S, Atlanta, Office of the Director. 
79/02/00. 2pp. 


7903280093 DOCKET 90-400 Shear on Harris Nuclear Power Plant. Unit 1 
Forwards IE Info Notice 79-03, "Limitorque Valve Geared 
Limit Switch Lubricant." 

O'REILLY, J. P. Region 3, Atlanta, Office of the Director. 
79/02/09. 2pp. 
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7^02080237 DOCKET 50-401 Shearon Harris Nuc 1 rar Pouer Planti Unit 2 
Foruards rept on micacBous gneiss lager t> schistose lone 
req,uBsted bg hlRC during 781308 insp of rosin dam coretrench. 
C'ancludcs micaceous gneiss lager !< schistose lone cannot be 
capable of fau 1 ts. 14/photo t< four oversiie drauilngs. 

MCDUFFIE. M. A, Carolina Poiuer !< Light Co. 79/03/03. 13pp. 


7902320066 DOCKET SO-401 Shearon Harris Nuclear Pouer Plant. Unit S 
Foruards test repts as requested bg 0 Thompson re random 
roc k f i 1 1 . 

MCDUFFIE. f1, A, Carolina Pouer !< Light Co. 79/03/03. Ip. 


7902330073 DOCKET 30-401 Shearon Harris Nuclear Pouier Plant. Unit 2 
"Large Scale Triaiial Shear t. Perraeabllitg Tests." Foruards 
results of iS inch diameter consolidated undrained triacial 
shear tcst.gTain site analgses 14 inch diameter constant 
head permeabilitg tests. 

* Consumers Pouer Co 75/04/30. 38pp 


7903320074 DOCKET 30-40i Shearon Harris Nuclear Pouer Plant. Unit 2 
"Ei c a va t i on. Da c t f 1 1 1 . Fi 1 1 i ng & Qrading. " Specifications for 
Bicavation. foundatl on preparation 6 backfill for plant area 
bldgs. all reservoir concrete structures t filling fc grading 
in plant aroa 

• Consunbers Pouer Co. 79/01/03. 16pp 


7902220075 DOCKET 50-401 Shearon Harris Nuclear Pouer Plant. Un i t 3 
"Em b an bmen t s. Dams. D 1 k es. ?< Channels." Specification covers 
strlppling of base for embankman ts. ei cavat ion of cutoff 
trenc hes. c hanne 1 s, prapara t Ion of embankment foundation f< 
placement of embankment mat] in Class 1 dams. 

* Consumers Pouer Co. 79/OI/OB. 24pp. 


7902220076 DUCKET 50-401 Shearon Harris Nuclear Pouer Plant. Unit 2 
"nandom Roctflll Matl Test VR-24-4-1." Contains results of 
test fill VR-24-4-J uhleh includes large volume in— place 
density test 1< grain slso distribution tests. 

« Consumers Pouer Co. 70/13/21. 57pp. 


7902230077 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 2 
"Random Rockfill Matl Test VR-24-4-2. " Contains results of 
best fill Vfl— 24— 4-2 uhleh Includes 2 large volume in-place 
density tests 4 grain siie distribution teats. 

• Carolina Pouer ti Light Cd. 78/12/20. 40pp. 


7901190211 DOCKET 50-401 Shearon Harris Nuclear Pouer Plant. Unit 2 
Ack receipt of NRC 790109 Itr re proceeding t< resubmits 
App A. D tc C os requested. 

REISiE.O. Office of the Executive Legal' Dl rector. 79/01/11. t6pp. 


7902050240 DOCKET 50-401 Shearon Harris Nuclear Pouer Plant. Unit 2 
Response to 790102 request providing tables U individual 
plant summaries from draft NUfiEO-0366 "Nuclear Puuer Plant 
Operating Eiperienee for 1977. " 

BARTH.C.A. Office of the Executive Legal Director. 79/01/04, aipp. 


7902230105 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 2 
Amend to petition to i ntervene. Elaborates on H Eddloman b 
Kudiu Alliance Interest In proceeding b lists issues 
previously raised. 

EDOLEMAN. (4. Affiliation Unknown. 79/01/04. 25pp, 


7902020D07 DOCKET 5D-401 Shearon Harris Nuclear Power Plant. Unit 2 
Forwards ducumetits as requested in 781220 1 tr : WASH-1 130. 
revised US AEC< 19731 "Util Staffing l< Training for Nuclear 
PoujBT. " Reg Ouide 1,8. «< NUREO 0094 "NFIC Operator Licensing 
Quide. " 

BARTH.C.A Office of the Executive Legal Director. 79/Ol/OS, 2pp. 


7902090233 DOCKET SO-401 Shearon Harris Nuclear Power Plant. Unit 3 
Hotien by intarvenors Conservation Council of NC !< Make 
Environ. Inc for Commissian to remand to ASLD the issue re 
need for proposed unit within time frame per const permits. 
Certificate of Sve end, 

ERWIN. T. S Eruin, T, S. 79/Dl/OB. 5pp. 


7903010296 DOCKET SO-401 Shearon Harris Nuclear Power Plant. Unit 2 
Submits petition on behalf of Kudzu Alliance for reopened or 
remanded further hearings & petition to suspend const 
pending resolution of new evidence b updating new estimates. 
EODLEMAN. W. Affiliation Unknown. 79/01/17 7pp. 


7902050088 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 2 
Appeals A3LB 790IJ0 order denying petitions to intervene as 
general intervenor in safe mgt capability hearings filed by 
Kudxu ti W Eddleman. 

EDDLBNAN. W, Kudiu Alliance. 79/01/17, 23p p 


7902030014 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 2 
Applicant's response to Conservation Council of NC & Wake 
Environ Inc motion to remand to ASLB for further hearings. 

Sees no sense in reopening need for power 1 ssue. W/photos. 
af fidavl t. Cert 1 f 1 cate of Sve b Capacity Plan. 

TRQWDRIDOE. 0. F, Shau. Pittman. Potts, b Trowbridge. 79/01/23. 

166pp. 


7902060137 DOCKET 30-401 Shearon Harris Nuclear Power Plant. Unit 2 
Applicant's response to Intervenors ' 79010B motion to remand 
to ASLB for hearings re need for power issue. Urges motion be 
denied due to economic issue b cost to applicant. W/ 
affidavit of MA Duf f ie. r e lated info & Certificate of Sve. 
TROWBRIDGE. 0. F. Shau. Pittman, Potts, b Trowbridge. 79/01/23. 
27pp, 


79020S027B DOCKET SO-401 Shearon Harris Nuclear Power Plant. Unit 2 
Notice of continuation on 790227 of hearing re mgt 
capabilities of app 1 1 can t. Hearings will be held in Raleigh. 

NC. 

SMITH. I. W. Atomic Safety and Licensing Board Panel. 79/01/24. Rpp. 


7902060060 DOCKET SO-401 Shearon Harris Nuclear Power Plant. Unit 2 
Informs that const permit proceeding is pending except for 
mgt capability i ssue. Forward s memo from NRC geologist re 
faulting at site. Several faults have been noted! none yet 
proven capable. 

BARTH.C.A, Office of the Executive Legal Director. 79/01/26. Ip. 


7902120190 DOCKET 50-401 Shearon Harris Nuclear Pouer Plant, Unit 2 
Responds to NRC 791220 1 tr ta 0 Hart re need for power from 
preposed si te. Del leves truth is missing from administrative 
proceed Ings. Claims forecasts have been consistently too 
high. 

EDDLEMAN, W. Affiliation Unknown. 79/01/27. 3pp. 


7902030027 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 2 
NRC opposition to intervenors' motion to remand proceeding 
to ABLD for further evidentiary hearings on need for four 
nuclear power reac tor s. Recommend s motion be denied. 

Certificate of 9vc end. 

BARTH.C.A. Office of the Executive Legal Director. 79/01/29. 6pp. 


79022B0090 DOCKET 50-401 Shearon Harris Nuclear Pouer Plant. Unit 2 
Forwards IE Info Notice 79-01, "Qergen-Paterson Hydraulic 
Shock b Sway Arrestors (HSSAl. " 

D'REILLY.i J, P, Region 2. Atlanta. Office of the Director. 
79/03/02. Spp. 


7902280320 DOCKET 50-401 Shearon Harris Nuclear Power Plant. Unit 2 
Foruards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment. " W/1 ist of 11 systematic evaluation program 
plants for which no action is required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/02/08. 2pp. 


7902200052 DOCKET 50-401 Shearon Harris Nuclear Power Plant, Unit 2 
Forwards IE Info Notice 79-03. “Limltorque Valve Oeared 
Limit Switch Lubricant." 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/02/09. 2pp. 


79020B0227 DOCKET 50-402 Shearon Harris Nuclear Power Plant. Unit 3 
Forwards rapt on micaceous gneiss layer b schistose lone 
requested by NRC during 781208 Insp of main dam coretrench. 
Concludes micaceous gneiss layer b schistose tone cannot be 
capable of faults. W/photo b four oversiie drawings. 

MCDUFFIE. M, A, Carolina Power b Light Co. 79/02/02. 12pp. 


7902220066 DOCKET 50-402 Shearon Harris Nuclear Power Plant, Unit 3 
Forwards test repts as requested by 0 Thompson re random 
rockfill. 

MCDUFFIE. M. A. Carolina Power b Light Co. 79/02/02. Ip. 


7902220072 DOCKET 30-402 Shearon Harris Nuclear Pouer Plant, Unit 3 
"Large Scale Triaxlal Shear b Permeability Tests." Forwards 
results of 15 inch diameter consolidated undrained triaxlal 
shear test, grain size analyses b 14 inch diameter constant 
head permeab llity tests. 

HZ Consumers Pauier Co. 75/04/30. 2Qpp. 


7902220074 DOCKET 50-402 Ghearon Harris Nuclear Pouer Plant, Unit 3 
"Excavation, Back fU 1 . Fi 1 1 ing b Grading." Specifications far 
excavation, foundatl on preparation b backfill for plant area 
bldgs. all reservoir concrete s true tures b filling b grading 
in plant area. 

♦ Consumers Power Co. 79/01/02. 16pp. 
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7903330079 DOCKET 90-402 Sh^aron Harris Nuclaar Pouiar Planbi Unit 3 
, "Eabankaantst Damsi Di kati & Channels." Specification covers 
•trlppllng of base for embankmentsi escavstion of cutoff 
trBnehai> ehannelti preparation of embankment foundation t< 
placement of embankment matl in Class 1 dams. 

* Contumeri Pouer Co. 79/01/08. 24pp. 


790383007fi DOCKET 30-402 Shear on Harris Nuclear Power PI anti Unit 3 
"Random ftockflll Matl Test VR-24-4-1. " Contains results of 
test fill VR-24-4-i which includes large volume in-place 
tfeniitij test & grain size distribution tests. 

* CRUiumert Pouer Co. 70/18/21. 97pp. 


790882ti077 DOCKET 80-402 Shear on Harris Nuclear Power Planti Unit 3 
"Random Rockfill Matl Tost VR—24— 4-2. " Contains results of 
test fill VR-24-4-8 which includes 3 large volume in-ploee 
densttvi tests & grain size distribution tests, 
e. Carolina Pouer & Light Co. 78/18/20. 40pp. 


7901190211 DOCKET 90-402 Shearon Harris Nuclear Pouer Planti Unit 3 
Ack raeelpt of NRC 790109 Itr re proceeding fc resubmits 
App AiB (i C as requested. 

REISiE.J. Office of the Ezeeutlve Legal Director. 79/01/11. t6pp. 


7902090240 DOCKET 90-402 Shearon Harris Nuclear Pouer Planti Unit 3 
Response to 790102 request providing tables k individual 
plant summaries from draft NURE9-0366 "Nuclear Pouer Plant 
Operating Experience for 1977, “ 

BARTHiC.A. Office of the Eiecutlve Legal Director, 79/01/04. 21pp. 


7908230109 DOCKET 90-402 Bhearon Harris Nuclear Pouer Planti Unit 3 
Amend to petition to intervene. Elaborates on U Eddleman b 
Kudiu Alllancs Intsrest in procteding b lists issues 
prsviouslv relied. 

, EDDLEMANiM. Affiliation Unknoun. 79/01/04. 29pp. 


7902080007 DOCKET 90-402 Shearon Harris Nucldar Pouer Planti Unit 3 
Forwards documents as requested in 7Bt280 1 tr: HASH-1 ISOi 
revised US AEC<t973) "Util Staffing b Training for Nuclear 
Power*" Reg Outde l.Si b NUREO 0094 "NRC Operator Licensing 
Oulde. " 

BARTHiC.A. Office of the Ezecuttve Legal Director. 79/01/08. 2pp. 


7902090283 DOCKET 90-402 Bhearon Harris Nuclear Pouer Planti Unit 3 
Motion bg interveners Conservation Council of NC b Hake 
Environ* Inc for Commission to remand to A8LD the Issue re 
need for proposed unit within time frame per const permits. 
Certificate of Bve end. 

ERHIN. T. 8. Eruim T. S. 79/01/08. 5pp. 


7902010896 DOCKET 90-402 Bhearon Harris Nuclear Power Plant. Unit 3 
Submite petition on behalf of Kudzu Alliance for reopened or 
remanded further hearings b petition to suspend const 
pending resolution of neu evidtnet b updating new estimates. 
EDDLEHANiW. Affiliation Unknown. 79/01/17. 7pp. 


7908090086 DOCKET 90-402 Bhearon Harris Nuclear Pouer Plant. Unit 3 
Appeals A8LB 790110 order denying petitions to intervene as 
general Intervenor in safe mgt cepabllity hearings filed by 
Kudxu b W Eddleman. 

EDDLEMAN. W. Kudzu Alllancs. 79/01/17. 23pp. 


7908030014 DOCKET 90-402 Bhearon Harris Nuclear Power Plant. Unit 3 
Applicant's response to Conservation Council of NC b Heke 
Environ Inc motion to remand to ASLB for further hearings. 

Saes no sense in reopening need for power iesue, H/photos. 
affidavit) Certificate of 8vc b Capacity Plan. 

TROHBRIDOEi 0. P. 8hawi Plttmam Pottsi b Trowbridge. 79/01/23. 

166pp. 


7908060137 DOCKET 90-402 Bhearon Harris Nuclear Power Planti Unit 3 
Applicent'i reiponee to Intervenors' 790100 motion to remand 
to ASLB for hearings re need for power issue. Urges motion be 
denied due to economic issue b cost to applicant. H/ 
affidavit of MA Duff le. related info b Certificate of Svc. 
TROHBRIDOE, 0. F. Bhaui Pittman. Potts, b Trowbridge. 79/01/23. 
87pp. 


7902090878 DOCKET 90-402 Bhearon Harris Nuclear Power Planti Unit 3 
Notice of continuation on 790227 of hearing re mgt 
capabilities of applicant. Hearings will be held in Raleigh. 

NC. . 

SMITH* I. U. Atomic Safety end Licensing Board Panel, 79/01/24. 2pp. 


790S060060 DOCKET 90-402 Shearon Harris Nuclear Pouer Plant. Unit 3 
Informs that const permit proceeding is pending except for 
mgt capability issue. Forwards memo from NRC geologist re 
Faulting 6t sits. Several faults havt been notadinone yet 
proven capable. 

BARTHiC.A. Office of the Executive Legal Director, 79/01/26. Ip. 


7908120190 DOCKET 90-402 Shearon Harris Nuclear Power Plant. Unit 3 
Responds to NRC 781220 Itr to 0 Hart re need for pouer from 
proposed si te. Bel i eves truth is missing from administrative 
proceed ings. Claims forecasts have been consistently too 
high. 

EDDLEMAN, H. Affiliation Unknown. 79/01/27. 3pp. 


7902030027 DOCKET 30-402 Shearon Harris Nuclear Power Plant. Unit 3 
NRC opposition to Intervenors' motion to remand proceeding 
to A8LD for further evidentiary hearings on need for four 
nuclear pouer reactors. Recommends motion be denied. 

Certificate of Svc end, 

BARTHiC.A. Office of the Executive Legal Director, 79/01/29. 6pp. 


7908280090 DOCKET 90-402 Shearon Harris Nuclear Power Plant. Unit 3 
Forwards IE Info Notice 79-Oi. "Bergen-Paterson Hydraulic 
Shock b Sway Arrestors (HSSA). " 

□ 'REILLVi J. P. Region 3i Atlanta, Office of the Director. 
79/08/02. 9pp. 


7902280920 DOCKET 90-402 Shearon Harris Nuclear Power Plant. Unit 3 
Forwards IE Bulletin 79-01. "Environ Oualtf ication of Class 
IE Equipment." H/list of 11 systematic evaluation program 
plants for which no action is required. 

O'REILLV. J. P. Region 2. Atlanta, Office of the Director. 
79/08/08. 8pp. 


7902280092 DOCKET 90-402 Shearon Harris Nuclear Power Plant, Unit 3 
Forwards IE Info Notice 79-03. "Llmitorque Valve Geared 
Limit Switch Lubricant " 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/02/09. 2pp. 


7902080227 DOCKET 90-403 Shearon Harris Nuclear Power Plant, Unit 4 
Forwards rept on micaceous gneiss layer & schistose zone 
requested by NRC during 781208 Insp of main dam core trench. 
Concludes micaceous gneiss layer b schistose tone cannot be 
capable of faults. H/photo b four oversize drawings. 

MCDUFFIE.M, A. Carolina Power b Light Co, 79/02/02. 12pp. 


7902220066 DOCKET 90-403 Shearon Harris Nuclear Power Plant* Unit 4 
Forwards test repts as requested by 0 Thompson re random 
rockf i 1 1. 

MCDUFFIE. H, A. Carolina Power b Light Co. 79/02/02, Ip, 


7902280072 DOCKET 90-403 Shearon Harris Nuclear Power Plant. Unit 4 
"Largo Scale Triaxlai Shear b Permeability Tests." Forwards 
results of 19 inch diameter consolidated undralncd triaxial 
shear test. grain size analyses b 14 inch diameter constant 
head permeability tests. 

» Consumers Power Co. 73/04/30. 2app. 


7902220074 DOCKET 80-403 Shearon Harris Nuclear Power Plant. Unit 4 
"Excavation. Sac k fl 1 li FI 1 1 ing b Grading. " Speci f Icat i ons for 
excavation, foundation preparation b backfill for plant area 
bldgs. all reservoir concrete structures b filling b grading 
in plant area. 

s Consumers Power Co, 79/01/02. 16pp, 


7902220078 DOCKET 80-403 Shearon Harris Nuclear Power Plant, Unit 4 
"Embankments, Dams, Di ket, b Channels." Spedfleatlon covers 
strlppllng of base for embankments, excavation of cutoff 
trenches. channel s. preparation of embankment foundation b 
placement of smbankmont matl in Class I dams. 

» Cdnturaers Power Co, 79/01/08. 84pp, 


7902220076 DOCKET 80-403 Shearon Harris Nuclear Power Plant, Unit 4 
"Random Rockfill Matl Teat VR-24-4-1." Contains results of 
test fill VR-24-4-1 which includes largo volume In-place 
density test b grain size distribution tests. 

» Consumers Power Co. 70/18/21. 97pp, 


7902821^077 DOCKET 80-403 Shearon Harris Nuclear Power Plant, Unit 4 
"Random Rockfill Matl Test VR-24-4-2, " Contains results of 
test fill VR-84-4-2 which includes 2 large volume in-place 
density tests b grain size distribution tests. 

» Carolina Pouer b Light Co, 78/12/20, 40pp. 


7902080240 DOCKET 80-403 Shearon Harris Nuclear Pouer Plant. Unit 4 
Rasponte to 790108 request providing tables b individual 
plant summaries from draft NUREO-0366 "Nuclear Power Plant 
Operating Bzperienee for 1977. " 

BARTHiC.A. Office of the Executive Legal Director. 79/01/04. 2!p 


7902830109 DOCKET 90-403 Bhearon Harris Nuclear Pouer Plant. Unit 4 
Amend to petition to intervene. Elaborates on W Eddleman b 
Kudzu Alliance interest in proceeding b lists issues 
previously raised. 

EDDLEMAN. W. Affiliation Unknown. 79/01/04. 2Spp.. 
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7902020007 DOCKET 50-403 Shsaron Harris Nuclear Pouer Plant* Uni 
Forwards documents as requested in 70J22O 1 tr : WflSH-1 130< 
revised US AEC<1973) "Util Staffing & Training for Nuclear 
Power, - Reg Guide 1. B, t NUnEO-0094 -NRC Operator Licensing 
Guide. • 

BARTH.C A. Office of the Ejecutive Legal Director. 79/01/05. 


2pp. 


79020902B3 DOCKET 50-403 Shearon Harris Nuclear Power Plant, Unit 4 
Motion bg interveners Conservation Council of NC t, Nate 
Environ, Inc for Couaaission to remand to ASL0 the issue re 
need for proposed unit within time frame per const permits. 
Certificate of Sve end. 

ERWIN. T.S. Erwin, T. S. 79/01/06. 5pp. 

7902050063 DOCKET 50-403 Shearon Harris Nuclear Power Plant, Unit 4 
Appeals A5L6 790110 order denging petitions to intervene as 
general intervenor in safe mgt capabilitg hearings filed bg 
Kodiu b W Eddlman. ’ 

EDOLEHAN.W. Kudiu Alliance. 79/01/17. 23pp. 

790203M14 DOCKET 50-403 Shearon Harris Nuclear Power Plant, Unit 4 
Applicant's response to Conservation Council of NC t Wake 
Environ. Inc motion to remand to ASLB for further hearings. 

reopening need for power 1 ssue. U/photos, 
affidavit, Certificate of Sve b eapacitg plan. 

Ifc^p**^*^^’** b Trowbridge. 79/01/23. 

7902040137 ^KET 50-403 Shearon Harris Nuclear Power Plant, Unit 4 
* »-e»Ponso to intervenors' 790103 notion to remand 
P®""" issue. Urges notion be 
dented due to economic issue b cost to applicant. H/ 

^ Ouf fie, related info b Certificate of Sve. 

TROWBRIDGE, e.F. Shaw, Pittman, Potts, b Trowbridge. 79/01/23 

«J/P p. 

50-403 Shearon Harris Nuclear Power Plant, Unit 4 
Notice of continuation on 790227 of hearing re isgt 
dpabiltties of applicant. Hearings will be held in Raleigh. 

SMITH, l.H. Atomic Safetg and Licensing Board Panel. 79/01/24. 2pp. 

PI*"*' Unit 4 

mot caLhitdu ? ‘ proceeding is pending eicept for 

J ^'‘P" geologist re 

prov« capable *'■** '*‘'‘** '’p*®-'"’®"- 9** 

BAHTH.C.A. Office of the Eiecutive Legal Director. 79/01/26. Ip. 

J«c«dingi*ri!ui*Jo? ‘'‘“r h* '"‘**‘"9 f''®" administrative 

proceedings. Claims forecasts have been consistentlg too 
EDOLEMAN.W. Affiliation Unknown. 79/01/27. 3pp. 

ARTH.C.A. Office of the Eiecutive Legal Director. 79/01/29. 4pp. 

CTS^^Jllir5.*"‘Alluia°tiorUn^no!n" 79/0?/“"“ jZ 

Shock b Swag Arr.stoi! <hLaI " ®®''9®"-'’**®”®>* Hydraulic 

?9/02/02:'' 5 pp, P^ ‘he Director. 

^’Forwards ?“BdleUn®79^?"2e Harris Nuclear Power Plant. Unit 4 

IE Equipment ■ ; QP*liflcation of Class 

79/M/08 2 pp P<* ‘he Director. 


7902230052 DOCKET 30-403 Shearon Harris Nuclear Power Plant# Unit 4 
Forwards IE Info Notice 79-03, "Ltmitorque Valve Scared 
Lieiit Suitch Lubricant. 

O'REILLV, J. P. Region 2. Atlanta. Office of the Director. 

79/02/09. 2pp. 

7902120210 DOCKET SO-404 North Anna Power Station, Unit 3 
Ack receipt of 731121 Itr. Requests clarifications re 
implementation of Category i reg guides. Expresses 
uncertainly re final design description for operating 
license application. 

DROWN, B.C. Virginia Electric b Power Co. 79/02/04, 2pp. 

7902030213 DOCKET 50-404 North Anna Power Station, Unit 3 
Endorsement 39 to Policy MF-57, w/changes in llahllltu for 
VA Electric b Power Co. 

OERAS, T. Nuclear Energy Liability Insurance Association. 70/12/14. 

7902030204 DOCKET 30-404 North Anna Power Station, Unit 3 
Endorsement 51 to form part of NELIA Policy NF-1Q4, , w/amend 

cLtf’fn^^SA J/P.hPdily Injury or property damage litiurance 
costs for VA Electric b Power Co. 

79/0i%3 ^"•'■99 Liability Insurance Association. 

7902200025 DOCKET 50-404 North Anna Power Station, Unit 3 
Endorsement for calendar year 1979 for NELIA Policy NF-tD4. 

• Virginia Electric b Power Co. 79/01/20. ip, 

7902240441 DOCKET 50-404 North Anna Power Station, Unit 3 
Endorsement 22 to NELIA Policy NF-240 for calendar year 

• Nuclear Energy Liability Insurance Association. 79/01/20. Ip. 

7902230139 DOCKET 30-404 North Anna Power Station, Unit 3 
Shock b Sway Arroslors (HSSA). " ww,«uuc 

79/02/02 5 pp. Atlanta, Office of the Director. 

?9/02/oI '^pp. Office Of the Director. 

'■ ••l,”*,. Of.lc, o, th. D,r„t.,, 

I;.".::;;:*- '• -■■‘'‘■•‘■•n 

BROWN, B.C. Virginia Electric b Power Co, 77/02/15. ip, 

implemenUtlo“n' ofca e ^^y'^r^rrou? 

--- Vorziz.u., 

BROWN, S.C. Virginia Electric b Power Co. 79/02/04, 2 pp, 

VA Electric b Power Co “/change, in liability for 

Ip. Nuclear Energy Liability Insurance Asioclatlon. 7B/12/14. 

7902030204 DOCKET 50-405 Mnni-h a,. 

Endorsement 51 to form part of NELIa'^p*’i ^ 

of Condition 4 re bodllu NF-ta4, w/amond 

®“*‘» foT VA Electric b^Pouer L*”* ‘”'“'’"’’*9 damage iniuratiee 
79/0i%a ip!^'*'*®*’’ Energy Liability Insurance Association. 

^'^Endo^siLnts'^rto^fo^m parrof"Bind““*%®**“'’"' 

OERAr? *?"“**« El®®*"!®” Powfr 

^ERAS,T. Nuclear Energy Liability Insurance A.^ciallon, 79/01/12. 

• Virginia Elec?rirb‘;a2:rc^’^%^%,^i^'^ 
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7902260461 DOCKET 50-405 North Anna Power Station. Unit 4 
Endoneaent 22 to NELIA Policy NF-240 for colendar year 
1979. 

• Nuclear Energy Liability Insurance Association. 79/01/20. Ip. 


7902K30139 DOCKET 30-405 North Anna Power Station. Unit 4 
Forwards IE Info Notice 79-01. ''Bergen-Paterson Hydraulic 
Shock t( Sway Arrestors <H8SA). " 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director 
79/02/02. 5pp. 


7902200529 DOCKET 50-405 North Anna Power Station. Unit 4 
Forwards IE Bulletin 79-01. “Environ Qualification of Class 
IE E^uipaent. '' U/list of It systematic evaluation program 
plants for which no action is required. 

O'REILLY, d. P. Region 2. Atlenta. Office of the Director. 
>9/02/08. 2pp. 


79022QO16Q DOCKET 50-405 North Anna Power Stetlon. Unit 4 
Forwards IE Info Notice 79-03. "Limitorque Valve Oeared 
Limit Switch Lubricant. “ 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/02/09. 2pp. 


7902270274 DOCKET 50-405 North Anna Power Station. Unit 4 
Forwards "Rock Anchor Test Program Repf re verification 6 
evaluation of design parameters. 

BROWN. 8. C. Virginia Electric 1. Power Co. 79/02/15. Ip. 


7902220119 DOCKET 50-409 La Crosse Dolling Water Reactor 

Informs that TRADOC Pamphlet 350-30. “Inter sarvl ce Procedures 
for Instructional Bys Development" referenced in NUREO-0219 
is available in microfiche form Prom NRC. 

BE8AM. W. d. Division of Document Control. 79/01/09. 2pp. 


7902230094 DOCKET 50-409 La Crosse Boiling Hater Reactor 
Requests addl Info for review of 781018 response to NRC 
fire protection guidelines on administrative controls* 
functional responsibilities l< QA. Forwards NRC position on 
specific concerns re fire protection review. 

ZIEHAMN.D. L. Operating Reactors Branch 2. 79/01/30. 7pp. 

7902090251 DOCKET 30-409 La Crosse Boiling Meter Reactor 
Forwards addl info on fire protection review re smqke 
detection lyi.eiterlor hose houses, fire pump performance tt 
flra door assemblies. 

LINDER. F. Dairy land Powar Cooperative. 79/01/31. 9pp. 


7902870282 DOCKET 50-409 La Crosse Dolling Water Reactor 
Bubmtts changes to modified amended security plan. Changes 
withheld iraf 10CFR2. 7901. 

TAYLOft. d. M. Dairyland Power Cooperative. 79/02/21. 2pp. 


7902050252 DOCKET 50-409 La Crosse Doillng Water Reactor 
Forwards aAND77-l 927. "Transport of Radionuclides in Urban 
Environs: Mork ing Draft Assessment" b two info repts 
<8ECY-73-311 & SECY“7a-311A). which indicate NRC view of 
rept findings on regulatory policy. W/o end. 

MOODHGAD. L. P. Office of the Executive Legal Director. 79/01/08. 
2pp. 


7901220268 DOCKET 50-409 La Crosse Bolling Water Reactor 
Forwards 8ECV-73-311 b BECV-7e-311A w/"Corr#ctl on Notice. " 

Both documents were inadvertently omitted from 790108 Itr. 
WOODHEAD. C. P. Office of the Executive Legal Director. 79/01/12. 
tp. 


790201023D DOCKET 50-409 La Crosse Boiling Mater Reactor 

Notification of 790209 meeting «/util to discuss elements of 
a soil properties Investigation program to be performed 
under systematic evaluation program Topic 11-4. 

METMOREi d. S.' Operating Reactors Branch 2. 79/01/24, Ip- 


7902050184 DOCKET 50-409 La Crosse Roiling Hater Reactor 
Forwards revised table & verified data ro Safety Topic 
V- 1 1 . A, . " 1 BO 1 at i on of Low Pressure Sys from Reactor Coolant 
Sys. " 

LINDER.F. Dairyland Powor Cooperative. 79/01/26. 2pp 


7902090312 DOCKET 50-409 La Crosse Boiling Water Reactor 

Forwards addl info requested in NRC 781229 Itr for review of 
proposed mod to spent fuel storage pool. 

LINDER. F, Dairyland Power Cooperative, 79/01/31. Spp 


7902140219 DOCKET 30-409 La Crosse Doiling Water Reactor 
In response to NRC 781 129 I tr. provides info to justify 
continued unlimited containment ventilation (purgingJ in 
accordance w/Option 3 of Itr. Drawings cncL. 

LINDER. F, Dairy 1 and Power Cooperative. 79/02/01,, 13pp. 


7902260435 DOCKET 50-409 La Crosse Belting Water Reactor 
Reports results of sampling & analysis actions tt addl 
operational info For four periods when reactor thermal power 
changed by more than 15V, of rated thermal power within one 
hour while In Operational Condition 1 or 3. 

LINDER.F. Dairyland Power Cooporat i ve. 79/02/14. 12pp. 


7902260446 DOCKET 50-409 La Crosse Dolling Water Reactor 

Forwards addl Info re seismic analysis of spent fuel storage 
pool drain line submitted 781229. Responds to 7Q121Q telcon 
request. 

LINDER.F. Dairyland Power Cooperative. 79/02/14. 10pp. 


7902010030 DOCKET 50-409 La Crosse Dolling Water Reactor 
Forwards Insp Rapt 50-409/78-15 on 781 1 19— 22. Not 1 ca of 
violation withheld (ref lOCrR2. 790). 

HIND. J. A. Region 3. Chicago. Safeguards Oranch. 79/01/12. 2pp. 


7902010036 DOCKET 50-409 La Crosse Boiling Water Reactor 

IE Insp Rept 50-409/78-15 on 701 1 19-22. None omp 1 lance noted: 
access controls b security organ! tat ion, Detai Is withheld 
<ref 10CFR8 790). 

MADEDA.T.J.I CHRISTOFFERi 0. M. HIND.U.A. Regions. Chicago. 

Safeguards Branch. 79/01/10. Ip. 


7902120132 DOCKET 50-409 La Crosse Doiling Water Reactor 
Forwards IE Info Notice 79-01. "Dergen-Pater son Hydraulic 
Shock b Sway Arrestors (H5SAI. " 

KEPPLEH.J. 0. Region 3. Chicago. Office of tho Director. 79/02/02. 
IP- 


7902210202 DOCKET 50-409 La Crosse Bolling Water Reactor 

Forwards IE Bulletin 79-01. “Environ Qualification of Class 
IE Equipment." W/llst of 11 systematic evaluation program 
plants for which no action Is required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/02/09. 
Ip- 


7902270346 DOCKET 50-409 La Crosse Doiling Water Rcoctor 
Forwards IE Info Notice 79-03. "Limitorque Volve Oeared 
Limit Switch Lubricant. “ 

KEPPLERiJ. 0. Region 3. Chic.igo. Office of the Director. 79/02/0-9. 

Ip. 


7902000214 DOCKET 50-409 La Crosse Doiling Water Reactor 7902130064 DOCKET 50-407 La Crosse Bolling Water Reactor 

Forwards Endorsement 30 to NELIA Policy NF-817. Forwards monthly operating rept for Jan 1979. 

OEUINC.H. F. Dairyland Power Cooperative, 79/01/29, 3pp. LINDER.F. Dairyland Power Cooperative. 79/02/08. Ip. 


7902010127 DDCKET 50-409 La Crosee Bolling Water Reactor 
Forwards LAC-TR-066. "Reactor Containment Bldg Integrated 
Leak Rate Test For the La Crosse Bolling Water Reactor. “ 
dtd Dec 1978. First pressurltatlon containment bldg leakage 
rate for 1978 was 0, l083X/84-h. 

LINDER.F, Dairyland Power Cooperative. 79/01/17. tp. 


7902010135 DDCKET 50-409 La Crosse Dolling Water Reactor 
"Reactor Containment Bldg Integrated Leak Rate Test 
for the Le Crosse Balling Hater Reactor." performed in 
Oct (t Nov 1978. Includes data analysis t. instrument error 
analysis. 

* Dairyland Power Cooperative. LAC-TR-066. 78/12/31, 54pp. 


7902020036 DOCKET 50-409 La Crosee Boiling Water Reactor 

Suawsary of 790109 meeting re liquefaction potential at site. 
Llquafactlon analysis prepared by US Army Engineer Waterways 
Experiment Station end. 

METMORE. J. 9 Operating Reactors Branch 2. 79/01/20. 42pp. 


790213006S DOCKET 50-409 La Crosse Bolling Water Reactor 
Monthly operating rept for Jan 1979, 

PAPWDRTH. L. 0. Dairy land Power Cooperative. 79/02/06. 18pp. 


7902060295 DOCKET 50-409 La Crosse Doiling Meter Reactor 
Forwards LER 79-002/01 T-O. 

LINDER.F. Dairyland Power Cooperative. 79/01/29. 6pp, 


7902060299 DOCKET 50-409 La Crosse Doiling Water Reactor 
LER 79-002/01T-0 on 7901 IS; p erlod ic leakage rate testing 
rcveeled electrical ponetratian unite 3.4 b 6 did not meet 
Type C test cr i ter ia. Imbri tt 1 citien t of epoxy sealant 
contributed to lea k s. Repaired w/reapp 1 1 cat i on of epoxy. 
BABWORTH. J. C. Dairyland Power Cooperative. 79/01/29. Ip. 


7902060246 DOCKET 50-409 La Crosse Doiling Water Reactor 
Forwards LERs 79-0O3/01T-O b 77-004/01T-0, 

LINDER. F. Dairy I and Power Cooperative. 79/02/01 . 3pp. 



lie 


DOCKETED ITEMS 


7902060350 DOCKET 50-^09 La Croase Soiling Wattr Reactor 
LER 79~003/01T“0 on 790118: indicated loakase rate for seal 
injection ays makeup value was 0 6B4 atd cubic #t/h. Cause 
unknoiun. Valve ref aired p nou) complies uj/Type C test criteria, 
PAPWORTHp L. O. Dairyland Pouer Cooperative. 79/02/01. Ip. 


7902130014 DOCKET 50-412 Deaver Valley Power Statloni Unit 3 
Foriuards IE Info Notice 79-01 1 "Berji en-Paterson Hydraulic 
Shock U Swaij Arrestors (HSSA), " 

79/02/02^ ip ^Philadelphia, Office of the Director, 


>-0 Crosse Bo 11 ins Water Reactor 
LEH 79-004/017-0 on 790H9: Indltcated leak rate for 
demineTal iied water isolation valve was 0. S97 std cubic 
ft/b. Caused by normal surface wear. Valve repaired it noL, 
complies w/Type C test criteria. 

PAPWORTH, L. 0. Dairyland Power Cooperative. 79/02/01. 


Ip- 


79022a04D6 DOCKET SO-412 Beaver Valley Power Station, Unit 2 
Forwards IE Bulletin 79-01, "Environ Dual if icatlon of Clast 
IE Equipment." H/llst of 11 systematic evaluation program 
plant's for uhleh no action li required. 

ORIERiD.H. ReglO’n 1, Philadelphia! Office of the Director 
79/02/00. IP, 


SOCKET S0-4!O Nine Mile Point Nuclear Station, Unit 2 
responses re BUR purjlng t. venting. 

7908080290 DOCKET 50-410 Nine Mile Point Nuclear Station, Unit 2 
Notification of 790233-14 meeting w/Mar k II owners group to 
ANDERSDN^c'^1 ** safety relief valve pool dynamic loads. 

ANDERSON. C. J. Containment Sys tems Branch. 79/01/24, 2pp. 

7902090343 DOCKET 50-410 Nt ne M i I a P 0 i nt Nuc 1 ea r Station, Unit 2 
Forward, OE topical rept NEDO-24010-a, Sopp 1 2, "Bases f^r 
Criteria for Combination of Earthquake 8r Other Transient 
Responses by the Square-Root-Sum-af-The-Squares Method " 
hshalf of Mark 2 owner's group. 

79/02/05 Electric Co. .Nuclear Energy Products Dlv, 


7902230061 DOCKET 30-413 Catawba Nuclear Station, Unit 1 

Informs that TRADQC Pamphlet 350-30, "Interservlce Proceduri, 
for Instrue ttona i Sys Development" referenced in NUREQ-0aj9 
Is available in microfiche form from NRC. 

BESAW.W.J, Divlsian of Document Control 70/11/20. 3pp. 

7902280235 DOCKET 50-413 Catawba Nuclear Station, Unit I 
Forwards IE Info Notice 79-01. "Berg en-Paterson Hydraulic 
Shock & Sway Arrestors <HSSA>. " 

Region 2, Atlanta. Office of the Dlraetor, 

79/02/02, Spp. 

7902230069 DOCKET 30-413 C.ataiifba Nucl-ear Statlorif Unit 1 
Forwards IS Info Notice 79— 03i '^Llnttorque Valva Ociarfi'd 
Limit Switch Lubricant," 

Si Region 2, Atlanta, Office of the Director, 

79/02/09, Sp-P' 


Nuclear Station, Un 1 1 2 

Bes»s for Criteria for Combination of Earthquake t 
Other Transient Responses By the Squsre-Roat-Sum-of-the- 
Squares Method.'* Discusses method for combining multiple 
KENMFnrro" «- uarthqoaVes. 

^ESo-sKo'o-a. ;S/l2}3L 

50-410 Nine Mile Point Nuclear Station, Unit 3 
radwaste incinerator project by 
oibls^rin® ^‘^S'Ta-Nohawk Power Corp const permit until 
public concBfna arfr satisfied. 

HEftHANSi R. Affiliation Unknown. 79/01/22. Ip. 

7902260235 DOCKET 50-410 Nine Nile Point Nuclear Station. Unit 2 
Summaries 781813 meeting In Dethesda, HD, u/representatlves 

rovf^tV nations to discuss pending OL 

review matters, including staff policies & review priority 
*• ^^t^f'dees list enei, 

LJCITBA.E. Light Water Reactors Branch 3. 79/01/12, 8pp. 

7902010266 DDCKp 50-410 Nine Mile Point Nuclear Station, Unit 2 
PowerSuppfle^”"^" Volt Vital AC 

79/01/16”" Office of the Director, 

7903130037 docket 50-410 Nine Mile Faint Nuclear Station, Unit 2 
?9-01. "Dorgen-Paterson Hydraulic 
Shack & Sway Arrestors (HS3A>. ' 


ORIER. D. H. 
79/02/02, 


If. 


Region ], Philadelphia, Office of the Director, 


7902230493 DOCKET 50-410 Nine Nila Point Nuclear Station, Unit 2 
Forwards IE Bulletin 79-01, “'Environ Qualification of Class 
Ln2s‘$:rM “ systematic evakuattSrprogram 

pl4ni& for wMth no action is rfl’quired, 

79/08/08”' IP P''i»a<ielPhia, Office of the Director. 


7902230061 DOCKET 50-414 Catawba Nuclear Station, Unit 2 

Informs that TRADOC Pamphlet 350-30. "Interservlce Procedures 
for Instructional Sys Development" referenced in NUfiEO-0819 
is available in microfiche form from NRC. 

BESAW.W.J. Division of Document Control. 78/11/20. 3 pp. 


7902280235 DOCKET 30-414 Catauba Nuclear Station. Unit 2 
Forwards IE Info Notice 79-01. "Derg en-Paterson Hydraulic 
shock I( Sway Arrestors <HBSA>. " 

^ Region 2, Atjanta, Office of the Dlreeter. 
7t/ 02/0S, 5pp> 

7902200089 DOCKET 50-414 Catauba Nuclear Station. Unit 2 
Forwards IE Info Notice 79-03, "Llmltorque Valve Geared 
Limit Switch Lubricant,” ^ 

79/02/09^ 2i)p Office of the Director. 

7902030022 DOCKET 50-415 Draiil Nuclear Plant 

Requests amend to Eeport License XR-Bl to incorporate 
equipment, tools, components b matls disposal or tpansfer to 
anpth<r facijitij. 

BAKIN, T, R. Mestinghouse Electric Corp. 79/01/19, ip, 

7902020315 DOCKET 50-416 Orand Oulf Nuclear Station, Unit 1 
Summary of 790109 meeting on safety review schedule. 
Suggestions to facilitate revi ew: approach licensing schedule 
w/same discipline as const schedule recovery planiensure all 
items are addressed In FSAR, 

TH0MA9.C. 0 . Light Uater Reactors Drench 1. 79/01/23. 9pp. 

7902230029 DOCKET 80-416 Orand Oulf Nuclear Station, Unit 1 
Notice of site visit for routine observation of^giolqaie 
aspects of circulating ueter pumphouse excavation h 
79020l°02*^ aspects of s 1 te. Reschedul ed from 790128-26 to 

THOMAS. C.O. Light Hater Reactors Branch 1. 179/01/24. Spp. 


7902090180 SOCKET 50-412 Deaver Valley Powar Station, Unit 2 
fnr"NSr*,- J-svisions to amended physical security plan 

for NRC review N comment. Revlsl ons Included Introduction, 

'>'>je':tlves,organUation restruc tor ing. employ ee 
screening program change. W/o and, r < 

MARQUARDT. W, H. Duquesne Light Co, 79/01/26. Jp. 

7902D6020S DOCKET 50-4 J2 Beaver Valley Power Station. Unit 2 
Forwards draft revisions to amended physical security clan 
Plan withheld iref 10CFR2.790}, securisy p lan. 

WAROUARDT. H. H. Duquesne Light Co. 79/02/02. Rpp. 

7902010256 SOCKET 50-412 Beaver Valley Power Station, Unit 2 

f::;: s:,",:!'':"" *' 

79m/16”’ Spp""®*'"’ Office of the Director. 


79020B009B DOCKET 80-416 Orand Oulf Nuclear Statldn, Unit 1 
Forwards first round requests- for addl info as d result of 

F8AR. Requests util amend FSAR to reflect responses 

DV 790504* 

STOLZ, J.F, Light Hater Reactors Branch 1. 79/01/29. 33pp. 

7902210087 DOCKET 50-416 Orand Oul# Nuclear Statldn. Unit 1 
Responds to NRC 701109 request. Forwards sat snic iref lectl on 
profile data.epeelflcally seismic line 11, Bechtel Corp, 

fre* lScFR"79S?, <*■*<• proprietary 
BTAMPLEY. N. L. Mississippi Power I. Light Co, 79/02/06. Ip 

I 

7902210004 DOCKET 50-416 Grand Oulf Nuclear Station. Unit 1 
Forwards first round requests for addl info as ifesult of 
review of FSAR, Requests util amend F8AR to reflect 
responses by 790504. ) 

STOLZ, J.F. Light Mater Reactors Branch 1. 79/02/00. S4pp. 



DOCKETED ITEMS 


7908180199 DOCKET 50-416 Grand Oulf Nuclear Station. Unit 1 
Foruerda affidavit of »vc on distribution of Amend 27 per 
NflC 7B0627 itr. 

MCOAUSHV. J. P. Mississippi Power & Light Co. 79/02/06. 2pp. 


7908010060 DOCKET 50-416 Orand Oulf Nuclear Station. Unit 1 
Forwards application for Amend 27 to application for 
licensas. 

STAHPLEYi N. L. Mississippi Power (.Light Co. 79/01/31. 8pp. 


7908010064 DOCKET 50-416 Brand Oulf Nuclear Station. Unit 1 
Application for Amend 87 to application for licenses. Amend 
Is In form of answers. to questions re F9AR. per NRC 780687 
Itr. 

8TAMPLEY. N. L. Mississippi Power U Light Co. 79/01/89. Ip. 


7908010069 DOCKET 50-416 Orand Gulf Nuclear Station. Unit 1 
Aiipllcatlon for Amend 87 to F8AR. Discusses safetg 
features, containment sys. ECC8. habitability sys. fission 
product removal (c control sys (i Inservlce intp of Class 8 & 
3 components, H/ene 1 evtrtlied drawings. 

• Mississippi Power & Light Co. 79/01/31. 160pp. 


7908000132 DOCKET 50-416 Orand Oulf Nuclear Station. Unit 1 
Forwards IE Insp Repts S0-416/7B-S3 it 50-417/78-28 on 
7S1S13-1S. No noncompllanct noted. 

HURPilY. C, E. Region 2. Atlanta. Reactor Construction St Enginesrlng 

Support Branch. 78/1S/8S. 8pp. 


79OS0B013S DOCKET 50-416 Orand Oulf Nuclaar Station. Unit 1 
IE Insp Repts 509-416/70-28 It 50-417/73-28 on 7S1S13-IS, No 
noncomp 1 lance noted. Major areas lnspscted;QA Implementing 
procedures. protection of instelled electrical equipment, 
fire Bupprefilon equipmsnt ti quality pscords. 

RUFF.A.B.. BRYANTiJ.C. Regions. Atlanta. Rsaetor Construction 
It Engineering Support Branch. 78/18/87. 4pp, 


7908860136 DOCKET 50-416 Grand Oulf Nuclear Station. Unit 1 
Forward! IE Insp Repts S0-416/7S';81 St 50-417/70-81 on 
761813-15. No noncompUanes noted, 

MURPHY. C, E. Region S. Atlanta. Reactor Construction St Engineering 

Support Branch. 79/01/03. 8pp. 


7908860141 DOCKET 50-416 Grand Oulf Nuclaar Station. Unit 1 
IE Insp Repts 50-416/76-81 (< 30-417/78-21 on 761813-13. No 
noncoMp 1 lance noted. Major areas InipeetediQA program 
ImpleMentatlon. welding actlvitlss. NRC reporting. cadweld ing 
observation b Insp of const activities. 

RAUSCH.J.K.. OOUOE.M.J.. HERDT.A.R, Regions. Atlanta. Reactor 
Construction (. Engineering Support Branch. 79/01/03. 9pp. 


DOCKET 50-416 Orand Oulf Nuclaar Station. Unit 1 
Forwards IE Insp Rtpts 60-416/78-83 fc 60-417/76-83 on 
781887-89. No noncompl lance noted. 

MURPHY. C.E, Region 8. Atlanta. Reactor Construction (i Engineering 
Support Branch. 79/01/18. Spp, 


7908880448 DOCKET 50-416 Orand Oulf Nuclear Station. Unit 1 
IE Insp Repts 80-416/78-83 (t 50-417/76-83 on 781887-89. No 
noneonpl lance noted. Major areas Inspsctedi reactor coolant 
prassure boundary pipe welding activities 1. rscords. (. 
safaty-reletad pipe welding eetlvitiee, 

CROULEV. B. R. . CONLON. T. E. Regions. Atlanta. Reactor 
Construction (..Engineering Support Branch. 79/01/tS. 7pp 


7902030038 DOCKET 30-416 Orand Oulf Nuclear Station. Unit 1 
Act receipt of IE Insp Rapt 30-416/78-80 U 50-417/70-20. 
on 781180-1201. No proprietary info. 

MCOAUOHY. J. P. Mississippi Power l< Light Co. 79/01/19. Ip. 


7908810100 DOCKET 30-416 Orand Oulf Nuclear Station. Unit 1 
Act receipt of IE Imp Repts 30-416/78-28 (c 50-417/78-88 on 
781813-19. No proprietary info. 

HbOAUOHY. J. P. Mississippi Power 8. Light Co, 79/01/24. Ip. 


7908860934 DOCKET 90-416 Orand Oulf Nuclear Station. Unit i 
Forwards IE BuHbtln 79-01, "Environ Qualif Icatlon of Class 
IE Equipment, » N/list of 11 systematic eveluetion program 
plants for which no action is required. 

O'REILLY, J, P. Region 8. Atlanta, Office of the Director, 
79/08/08. Spp. 


7902880181 DOCKET 90-416 Orand Oulf Nuclear Station. Unit 1 
Forwards IE Info Notlcs 79-03, "Umitorque Volvo Oearsd 
Limit Switqh Lubricant. " 

O'REILLY, J. P. Region 8, Atlanta, Office of the Director, 
79/08/09, IP. 


7902080318 DOCKET 80-417 Grand Oulf Nuclear Station. Unit 3 
Summary of 790109 meeting on safety review schedule. 

Suggestions to facilitate revi ew: approach licensing schedule 
w/same discipline as const schedule recovery planiensure all 
Itams are addressed In F8AR. 

THOMAS, C. 0. Light Hater Reactors Branch 1. 79/01/33. 5pp. 

7908260025 DOCKET 50-417 Grand Oulf Nuclear Station. Unit S 
Notice of site visit For routine observation of geologic 
aspects of circulating water pumphouse eicavation (< 
hydrologic aspects of site. Rescheduled from 790185-86 to 
790201-08, 

THOMAS. C. 0. Light Hater Reactors Branch 1. 79/01/24. Spp. 


79020B0090 DOCKET 50-417 Orand Oulf Nuclear Station. Unit S 
Forwards first round requests for addl Info as a result of 
review of FSAR. Requests util amend FSAR to reflect responses 
by 790504. 

STOLZ.J. F. Light Heter Reactors Branch 1. 79/01/29. 33pp. 


7902210087 DOCKET 50-417 Grand Oulf Nuclear Station, Unit 2 
Responds to NRC 7B1109 reques t. Forwards seismic reflection 
profile da ta. specif leal ly seismic line lliBochtel Corp. 
Monett# Area, Craghead County , AR, Enc losed data proprletaTy 
(ref 10CFR2, 7901. 

BTAMPLEV, N. L. Mississippi Power (< Light Co. 79/02/06, Ip, 


7902210004 DOCKET 50-417 Grand Oulf Nuclear Station. Unit 3 
Forwards first round requests for addl info as result of 
review of FSAR. Requests util amend FSAR to reflect 
responses by 790504. 

STOLZiJ. F. Light Hater Reactors Branch 1. 79/02/OB, 34pp. 


7902120199 DOCKET ,50-417 Grand Oulf Nuclear Station. Unit 2 
Forwarde affidavit of sve on distribution of Amend 87 pep 
NRC 780627 Itr. 

HCOAUOHV, J. P. Mississippi Power b Light Co. 79/02/06. 2pp. 


7902010060 DOCKET 50-417 Grand Gulf Nuclear Station, Unit 8 
Porwardi application for Amend 27 to application for 
licenses. 

STAMPLEV.N, L. Mississlpp I Power (< Light Co, 79/01/31. 2pp. 


7902010064 DOCKET 50-417 Grand Oulf Nuclear Station, Unit 2 
Application for Amend 27 to application for licenses. Amend 
is in form of answers to quBStloni re FSAR. per NRC 7B0627 
Itr. 

STAMPLEY. N. L. Mississippi Power b Light Co. 79/01/29. Ip. 


7903010069 DOCKET 30-417 Grand Oulf Nuclear Station, Unit 2 
Application for Amend 27 to PBAR. Dlecusses safety 
features, containment sys. ECC8. habitability sya> fission 
product removal b control sys b inservlce Insp of Class 2 b 
3 components. M/enc 1 oversliod drawings, 

* Mississippi Power b Light Co. 79/01/31. 160pp. 


79020B0138 DOCKET 50-417 Orand Oulf Nuclear Station. Unit 2 
Forwards IE Insp Repts 50-416/70-88 b 50-417/78-22 on 
781313-16. No noncomp! lance noted, 

MURPHY. C. E. Region 8. Atlanta. Reactor Construction b Engineering 
Support Branch. 78/18/88. Spp. 


7908080135 DOCKET 50-417 Orand Oulf Nuclear Station. Unit 8 
IE Insp Repts 509-416/70-88 b 50-417/70-22 on 781813-15. No 
noneonpl lance noted. Major areas Inspected; GA implementing 
procedures, protection of instelled electrical equipment, 
fire tuppresilon equipment b quality records. 

RUFF.A.B., BRYANTiJ.C. Region 2. Atlenta. Reactor Construction 
b Engineering Support Branch. 70/12/27. 4pp. 


7902800136 DOCKET 50-417 Orand Oulf Nuclear Station, Unit 8 
Forwards IE Insp Repts 50-416/70-81 b 50-417/70-81 on 
761813-15. No noncompllancB noted. 

HURPHYi C. E. Region 8. Atlanta. Reactor Construction b Engineering 
Support Branch. 79/01/03. Spp, 


7908880141 DOCKET 50-417 Grand Oulf Nuclear Station. Unit 8 
IE Inep Repts 50-416/70-81 b 50-417/78-81 on 7018t3-l5, No 
noneompl lance noted. Major areas inspectediQA program 
implementation, welding ectivities, NRC reporting, cedwelding 
observation b Insp of const activities. 

RAUSCH.J.K,. OOUOE.M.J.. HERDT.A.R. Regions. Atlanta, Reactor 
Construction b Engineering Support Branch. 79/01/03, 9pp. 


7908800446 DOCKET 30-417 Orand Oulf Nuclear Station, Unit S 
Forwards IE Insp Repts 30-416/78-83 b 50-417/78-83 on 
781887-29. No nencompUance no^ed. 

MURPHY. C.E. Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch, 79/0!/18. Spp, 
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DOCKETED ITEMS 


790Sa80<l4a DOCKET 50-417 Grand Oul# Noclear Station. Onit S 
IE Insp Repts 30-416/'7a-&3 & 50-417/70-23 on 701227-29, No 
noneompl iance noted. Major areas inspected; reactor coolant 
pressure boundsrg pipe ueidinp activities b records, t> 
sa Pety-relaled pipe uelding activities 
cnoWLEV, B, R. . CONLON.T.E. Region 2, Atlanta. Reactor 
Construction 4< Engineering Support Branch. 79/01/12. 7pp. 

7902030058 DOCKET 50-417 Grand Golf Nuclear Station, Unit 2 
Act receipt of IE Insp Rept 50-416/78-20 (< 50-417/78-20. 
on 7B1 1 S8~ 1 3CI1 . No propri etaTtj in^o. ^ 

MCOAUOHVi J, P. Mississippi Power «, Light Co. 79/01/15. ip. 

7902210108 DOCKET 50-417 Brand Gulf Nuclear Station, Unit 2 

30-416/78-22 t, 50-417/70-22 on 
781213-19. No proprietary info. 

MCOAUOHy, J. P. Mississippi Power & Light Co. 79/01/24. Ip. 

79022S0634 DOCKET 50-417 Grand Gulf Nuclear Station, Unit 2 
Bulletin 79-01, "Environ Oual i f Icat ion of Class 
IE Equipment. “ H/Ust of 11 systematic evaluation program 
plants for which no action is required, 

79%2/Ob’ 2pp '’® 5 lon 2, Atlanta. Office of the Director, 

7902200121 DOCKET 90-417 Brand Oulf Nuclear Btation. Unit 2 
PoTwardm IE Info Notice 79-03, "Limitorque Valve Seared 
uinit Switch Lubricant.” 

79/02/09! IP '** 3 *°'’ 2 , Atlanta. Office of the Director, 

CDCKET 50-423 Millstone fCuclear Power Station, Unit 3 
responses re BUR purging h venting, 



Millstone Nuclear Power Station, Unit 3 
Requests addl info re financing of refueling outage bldg 
const. W/ontl questionnaire, ’ 

21EMANN, D, L. Operating Reactors Branch 2, 79/01/22, 4pp, 

^’por^ardr Nuclear Power Station, Unit 3 

Forwards Endorsement 2 to NEHA Binder EB-1 5, EB-16. XB-15 {, 

Urougrr??? "" ‘‘*'”■*‘*^""^''9 binder protection 

SEGER, R. M. Northeast Utilities. 79/02/09. 9pp, 

bucket 50-423 Millstone Nuclear Power Station, Unit 3 

S''®!?®"*.®* MF-52, effective 790101. 

SEGERiR. M. Northeast Utilities. 79/02/06. 3pp. 

7902130167 DOCKET 50-423 Millstone Nuclear Power Station, Un 1 t 3 
Forwards certified copies of Endorsement 57 to Policy NF-173 
re premluni b amend af Condition 4 For 1979. 

BEOEWf R. H. MortJieast Utilities. 79/02/06! 3pp. 

79020700BS DOCKET 50-423 Millstone Nuclear Power Station, Unit 3 
Forwards IE Insp Rept 50-423/78-06 on 781128-1201. No 
noncDntpl lane e noietf. 

o ‘L Philadelphia. Reactor Construction b 

Engineering Support Branch. 78/12/26. 2pp. 

7902070091 DOCKET 50-423 Millstone Nuclear Power Btation, Unit 3 
3t>-«3/78-06 on 781128-1201. No none omp 1 lance 
noted. Major areas inspected: quality verification records 
for containment structure concrete b related specs 6 
procedures. 

HCGAUGHr, R, W. . VARELA, A A, CHAURDHARY, S. K. Reg 1 on 1. 
ya/U/EL Bpr”'*'*"’' *• Engineering Support Branch. 

7902010270 DOCKp 50-423 Millstone Nuclear Power Station, Unit 3 
Forwards IE Circular 79-02. "Failure of 120 Volt Vlt^ AC 
PauitT Supplies, “ 

79/01/16^' app”*^^*" Philadelphia. Office of the Director. 

7902130022 DOCKET 50-423 Millstone Nuclear Power Btation. Unit 3 
79-01, "Bergen-Paterson Hydraulic 
Shad t Swag Arrestors <H8SA). “ ’ 

79/02/02^' 2pp”®®^“"' *' '’hi lad el phi a. Office of the Director. 

^^Forwa^dl Pouier Station, Unit 3 

Forwards IE Bulletin 79-01, "Environ Qual if Icatlon of Class 
IE Equipment. H/list of 11 systematic evaluation program 
plants For uhich no action is raquirsd, 

1' Philadelphia, Office of the Director. 

/V/0*J/0B. Spp, 


7902020320 DOCKET 50-423 Millstone Nuclear Power Btation, Unit 3 
Act receipt of 781227 Interim rept on significant deficiency 
re Uestlnghouse AR-40 relays. 

CARLBDN,R.T, Region 1. Philadelphia, Reactor Construction fc 
Engineering Support Branch. 79/01/12. Ip, 

7902030325 DOCKET 50-423 Millstone Nuclear Power Station. Unit 3 
Interim rept on potential deficiency in design t, const of 
Hestlnghouse AR-40 relay installed in facility solid state 
protection sys, 

CDUNSIL, M, 0, Northeast Utilities, 78/12/27. Ip, 

7902050101 DOCKET 50-423 Hi 11s tons Nuclear Power Station. Unit 3 
Repts on insp of 100 OA Category I TUBECO pipeline spools. 

Results indicate TUBECO QA program is properly Implemented, 

Due to improper matl use, insp hold point on pipe cutting 
operation is retained on ASME 111 work. 

COUNSIL, H, 0. Northeast Utilities. 79/01/29. 2pp. 

79020501 81 DOCKET 50-424 Alvin W. Vogtle Nuclear Plant. Unit 1 
Responds to alleged inaccuracy It inadequacy of 781031 
contentions by Georgians against Nuclear Energy to suspend 
const permits, W/entl re load forecasts. generation capacities 
« reserves. 

EHRENSPEROER. W. Georgia Power Co. 79/01/30, 7pp. 

^ ^OBtle Nuclear Plant. Unit 1 
Informs that TRADOC Pamphlet 350-30, " Interservlee Procedures 
for Instructional Sys Develo'ptnent" rtferencad In NOREO-0219 
is available In microfiche form from NRC. 

BESAU.W, J. Division of Document Control. 78/11/20. 3pp. 

Alvin M. Vogtle Nuclear Plant, Unit I 
Agrees u/NRC s decision to extend govt indemnity to spent 
fuel stored at reactor site other than where it was 
generated, 

HHITMER.C, F. Georgia Power Co, 79/01/30, Ip, 

7902080150 DOCKET 50-424 Alvin U. Vogtle Nuclear Plant. Unit 1 
*’’®P Repts 50-424/78-10 I, 60-425/78-10 on 
781218-31, No proprietary info. 

BTAFFA.fl.H, Georgia Power Co.. 79/01/29. Ip. 

7902080152 DOCKET 50-424 Alvin U. Vogtle Nuclear Plant. Unit 1 
Forwards IE Insp Repts 50-424/70-10 t< 50-425/78-10 on 
781218-21. No none otnp 1 1 ance noted, 

SUTHERLAND, J T. Region 2, Atlanta, Fuel Facility It Materials 
Safety Branch. 79/Ot/il. 2pp. 

7902000156 DOCKET 50-424 Alvin H. Vogtle Nuclear Plant, Unit 1 
IE Insp Repts 50-434/78-10 I, 50-425/78-10 on 701218-21, No 
noncompliance noted. Major areas inspected: environ issure, 
Including control progrem. const effects monitoring, onsite 
meteorological nteasurements, waste mgt I, erosion. 

CUNNIMOHAM.A, L., ALLEN, J.R., HUFHAM, J. W. Region 2, Atlanta, 
Fuel Facility (< Materials Safety Branch. 79/01/10. 4pp. 

7902200071 DOCKET 50-424 Alvin W. Vogtle Nuclear Plant, Unit 1 
Info Notice 79-01> "B*rgen-Pater«on Hydraulic 
shock 6 Busy Arreotoro <HSSA). 

Region 2, Atlanta, Office of the Director. 

/t/OS/ 02. Spp- 

7902280526 DOCKET 50-424 Alvin H. Vogtle Nuclear Plant. Unit 1 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment. " U/list of 11 systematic evaluation program 
Flants for uhich no action 1* reci.uired. 

R«flion 2, Atlanta, Office of the Director. 

79/02/00. 2pp. 

7902280115 DMKET SO-424 Alvin H. Vogtle Nuclear Plant. Unit i 
Forwards IE Info Notice 79-03, "Limltorque Valve Geared 
Limit Switch Lubricant." 

79%3/09' 2PP Atlanta. Office of the Director. 

7902050181 DOCKET 50-425 Alvin W. Vogtle Nuclear Plant, Unit 3 
Responds to alleged Inaccuracy It Inadequacy of 781031 
contentions by Georgians against Nuclear Energy to suspend 
const p ermi ts. U/enc 1 re load forecasts, generation capacities 
I, reserves, 

EHRENSPEROER, H. Georgia Power Co. 79/01/30. 7pp. 

7902230061 DOCKET 50-42S Alvin W.' Vogtle Nuclear Plant, Unit 2 
Informs that TRADOC Pamphlet 350-30, "Interservlee Procedures 
for Instructional Sys Development" referenced in NURE0-02t9 
Is available in microfiche form from NBC. 

BESAH, H. J. Division of Document Control. 78/11/20. 3pp. 



DOCKETED ITEMS 


7902090289 DOCKET 50-428 Alvin H,. Vogtle Nueleai' Plant. Unit 2 
Agrta* w/NdC'* dacision to extend govt indemnity to ipant 
fual atorad at reactor site other than uhere it mas 

laheratad. 

HHlThCR.C.P. Oaorgia Power Co. 79/01/30. Ip. 


7902080180 DOCKET 80-428 Alvin H. Vogtla Nuclear Plant. Unit 2 
Acl racaipt op IE Inep Rapts 50-484/7B-10 %c 30-42B/7Q-10 on 
701218-21. No proprietary info. 

BTAPFAi R. W. Oaorgia Power Co. 79/01/29. Ip. 


7903080182 DOCKET 80-428 Alvin U. Uogtle Nuclear Plant. Unit 2 
Forward! IE Inop Repts 80-424/78—10 1. 80-425/78-10 on 
781218-21. No noncompliance noted. 

SUTHERLAND. U. T. Region 2. Atlanta. Fuel Facility b Materials 

Safety Oranch. 79/01/11. 2pp. 


79020801 5A DOCKET 80-428 Alvin W. Vogtla Nuclear Plant. Unit 2 
IE Inep Rept! 50-424/78-10 b 50-428/78-10 on 781218-21. No 
noncompl iancB noted. Major area* inipeeted; environ issue*. 
Including control program. const affects monitoring. onsite 
miteorolagical measurements. waste mgt b erosion. 

CUNNINOHAM. A. L. . . ALLEN. J. R. . HUFHAM. J. M. Region 2. Atlanta. 

Fuel Facility b Materials Safety Branch. 79/01/10. 4pp. 


7902280071 DOCKET 80-428 Alvin U. Vogtle Nuclear Plant. Unit 2 
Forward* IE Info Notice 79-01. ''Dergen-Patcrson Hydraulic 
Shock b Sway Arrestors (HBBA). " 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/02/02. 3pp. 


7902280526 DOCKET 80-428 Alvin M. Vogtle Nuclear Plant. Unit 2 
Forwards IE Bulletin 79-01. “Environ Quallf Icatlon of Clast 
IE Equipment.'' U/list of 11 systomatlc evaluation program 
plants for which no action is retiuired. 

O'REILLY, d. P. Region 2. Atlanta. Office of the Director. 
79/02/08. 2pp. 

79022B011S DOCKET 80-428 Alvin W. Vogtle Nuclear Plant. Unit 2 
Forwards IE Info Notice 79-03. "Llmilomue Valve Oeared 
Limit Bwitch Lubricant. “ 

O'REILLY, d. P. Region 2. Atlanta. Office of the Director. 
79/02/09. 2PP. 


7902120101 DOCKET 80-433 UC -Santa Barbara Research Reactor 
Forwards 1978 annual rapt of operation* for L-77 reactor. 
Llcsnss R-124. Enel withheld (ref t0CFH2. 790>. 

1U10E8. R. d. Affiliation Unknown. 79/02/06. 1pp. 


79020B0219 DOCKET 8TN- 50-43 7 Floating Nuclear Plant 

Forward* trip rept re exchange of sump water w/basln water 
surrounding floating nuel»ar plant after postulated core 
melt through accident. M/lnfo re sump water-basin water 
exchange model. 

HAOA.P. B. Offshors Power Systems (subs, of Hestinghouse Electric 
Corp. ). 79/01/30. 24pp. 


7902090332 DOCKET 8TN-50-437 Floating Nuclear Plant 

Informs MRC "Mechanical Handling Sys Definition Drawing 
Elevator for Safeguards I.” document 42SK011/C is being 
transmitted to U8 Coast Ouard for review b approval. 

HAOA.P. B. Offshore Power Bystems (sub*, of Uestlnghouss Electric 
Corp. ». 79/01/31. Ip. 


7902130110 DOCKET 8TN-30-437 Floating Nuclear Plant 

Submits addl info re containment shell buckling criteria b 
application. Requests concurrence u/approach before inclusion 
in rept. 

HAOA.P. B. Mountaineer. Inc. 79/01/31. 8pp. 


7902270323 DOCKET 8TN-80-437 Floating Nuclear Plant 
No comment necessary for FEI8 ( NURE0-0S02 > . 

BAOOETT.C, North Carolina. State of. 79/02/19. Ip. 


7902010184 DOCKET 8TN-50-437 Floating Nuclear Plant 

Forwards FES Part 111 re floating nuclear power plants. 
Requssts rslsvant comments be sent to NRC before 79080B. per 
Office of Mgt b Budget Circular A-95. H/o end. 
HCCONNAUOHHAY. d Maryland. State of. 79/01/18. Ip. 


7902010143 DOCKET 8TN-30-437 Floating Nuclear Plant 
Ack receipt of FES Part III (NUREO-OS02). 
DIBILVESTRE. A. Treasury. Dept. of. 79/01/19. Ip. 


7902030217 DOCKET 9TN-S0-437 Floating Nuclear Plant 
Ack receipt of FES Part III (NUfiE0-0S02). Review Is in 
progress. 

OULLETT. 0. P. Louliiens. State of. 79/01/29. Ip. 


7902010133 DOCKET BTN-50-437 Floating Nuclear Plant 

Ack receipt of FEIS (NUREO-0502). “Floating NucIeaT Potuer 
Plants. ■“ Mi'll forward comments at later date. 

BAOOETT.C. North Carolina. State of. 79/02/01. Ip. 


7902120211 DOCKET STN-50-437 Floating Nuclear Plant 

Ack receipt of FEI9 (NURE0-05O2). "Floating Nuclear Power 
Plants." No comments offered. 

HAYHARD.N. Delaware. State of. 79/02/06. Ip. 


7902020064 DOCKET STN-SO-437 Floating Nuclear Plant 

Forwards Electric Power Research Inst test rept referred to 
in memo from d O'Orlen forwarded by NRC on 781222. 

80HINKI.8. M. Office of the Executive Legal Director. 79/01/02. Ip. 


7902020068 DOCKET STN-50-437 Floating Nuclear Plant 

"Preliminary Results of Turbine Missile Casing Tests." 

Provides data on both energy-absorbing mechanisms of Impact 
process b. i f breakthrough occurred. exl t conditions of 
fragment. Pinal rept to Include more detailed data. 

YOSHIMURA. H. R. . SCHAMAUN. d. T. Sand ia Lab ora tor ies. 70/10/31. 
31pp. 


79020B0322 DOCKET 8TN-50-437 Floating Nuclear Plant 

Consents to Offshore Power Systems motion that direct briefs 
be filed by 790109 b reply briefs by 7901 15. H/7B1222 request 
for extension of time for filing. 

CONNER. T.B. Conner. Moore b Corbor. 79/01/02. Ip. 


7902230219 DOCKET 8TN-S0-437 Floating Nuclear Plant 
Cites failure to receive applicant 781031 Itr to NRC 
describing proposed schedule for responding to update review 
matters. Reques ts Board direct applicant to cease negligent 
behavior immediately. 

ROISMAN.A. Z. Natural Resources Defense Council. 79/01/11. 2pp. 


7901250284 DOCKET 8TN-S0-437 Floating Nuclear Plant 

''Analysis of Public Consequences trim Postulated Severe 
Accident Sequences in Underground Nuclear Power Plants." 
ARMISTEAD.R.A. California. State of, 77/12/31. 250pp. 


7902010888 DOCKET 8TN-80-437 Floating Nuclear Plant 

Applicant's reply brief re mfg license for floating nuclear 
plant. Decision ALAD-46? withholding applicability of annex 
to floating plant cannot stand. 

COHAN, B.Z.. DAUGHERTY. T, M. , KENRICK.J.R. Offshore Power Systems 
(subs, of Hestinghouse Electric Corp. ). 79/01/22. S6pp. 


7902020368 DOCKET 8TN-80-437 Floating Nuclear Plant 
NRC reply brief in support of affirmative finding on 
certified quest ion. Bel ieves Class 9 accidents are proper 
subject for consideration in environ statement. Believes OPS 
argument should be rejected. H/Certlficate of Svc. 

80HINK1, 8. H. . MALSCH.M. 0. Office of the Executive Legal Director. 
79/01/22. 19pp. 


7902080048 DOCKET STN-SO-437 Floating Nuclear Plant 

Reply amicus curiae brlof of Union of Concerned Scientists. 
Believes applicant's facility should receive special 
treatment since it Is fundamentally different. Hopes NRC will 
decide issues in publ Ic, W/Certif tcate of Svc, 

HE18S.E. R, Sheldon. Harmon b Rotsman. 79/01/22. 7pp. 


7908070013 DOCKET 8TN-50-437 Floating Nuclear Plant 
Forwards NRC correspondence re floating nuclear plant 
licensing requested by UCS. 

BOHINKI.S, M. Office of the Executive Legal Director, 79/01/30. 
2pp. 


7902070014 DOCKET 8TN-50-437 Floating Nuclear Plant 

Forwards "Rept on Consideration of Coro Meltdown as a Design 
Basts Requirement b Alternate Courses of Action to Conclude 
Review of Floating Nuclear Power Plant (FNP) Application." 
Requeste comments by 790407. 

CASE.E, 0. Office of Nuclear Reactor Regulation. 78/03/31. Ip. 


7902070016 DOCKET 8TN-S0-437 Floating Nuclear Plant 

Forwards rept on core melt consequences b alternate wags to 
process floating nuclear power plant (FNP) applications. 

CASE.E. 0. Office of Nuclear Reactor Regulation. 79/03/31. Ip. 


7902070017 DOCKET aTN-50-437 Floating Nuclear Plant 

"Rept on Consideration of Core Meltdown a* a Design Basis 
Rsquirement b Alternate Courses of Action to Conclude Review 
of Floating Nuclear Power Plant (FNP) Application." 

Discusses problems b options, 

» Off let of Nuclear Reactor Regulation. 78/03/84, 18'pp. 
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79020700IB DOCKET aTN-30-437 Floatin® Nuclear Plant 

Responds to 7S033S rnerno on core melt eoniiderations. Suggests 
core msltdoun consequences Por floating plants mag be tuorse 
than for land facilities due to poor disporsion over uater. 
KOUTSt H. 0, C. Office of Nuclear Regulatorg Research. 79/04/11. 
2pp. 


7902070019 DOCKET BTN-50-437 Floating Nuclear Plant 

Foruards legal rnerno re need to discuss Class 9 accidents in 
safety evaluations tt EIS. Rec ommends Alternative 4 In "Dept 
on ConsideratioTi of Core Keltdoun’’ to be adopted. 

SNAPARi H. K. Office of the Eiecuttve Legal Director. 79/04/16. 
30pp . 


7902070021 DOCKET gTN-90-437 Floating Nuclear Plant 
Discusses rept on floating plant 1 teens Ing. Agrees 
Alternative 1 Is untenable. Doubts Alternative 4 uilll solve 
prob 1 em. Oe 1 ieves licensing depends on plant design adequacy 
& on advisability of locating plant offshore. 

HANAUER.B.H, Office of the Esecutlve Director for Operations, 
73/04/ia. 11pp. 


7902070030 DOCKET STN-SO-437 Floating Nuclear Plant 

Orders an eitonsion to 790209 for NRC revieui of ALAB-S17. 

CHILK> 9. J. Office of the Socratary of the Commission. 79/02/01. 

Ip. 


7902220201 DOCKET STN-9D-437 Floating Nuclear Plant 

Appllcant-'s rept to ASLO re status of hearings b motion to 
establish schedule. Proposed schedule encl. 

DOUQHERTV.T. H. . CONAN. D.Z., HENRICK. J. R. Mountaineer. Inc. 
79/02/06. 7pp. 

7902230043 DOCKET flTH-30-437 Floating Nuclear Plant 
flotlon for order dismissing NRDC programmatic Impact 
itatament contention as an issue due to NRDC's failure to 
comply u/7aoeOi AELD order filing a motion by 790129, Related 
papers li Certificate of Sve encl, 

COWAN. D.Z., DAUOHEflTV. T. M, , KENRICK.J, R. Mountaineer. IhC, 
79/02/06, 13pp. 


7902230047 DOCKET BTN-SO-437 Floating Nuclear Plant 

Foruiama FES Part HI (NURE0-0502> providing a comparison of 
risks to environ from accidental releases of radioactivity 
far floating land~baseii nuclear pauer plants, 

DALLARD. R, L. Environmental Project Branch 1, 73/12/29. ip. 


7902230070 DOCKET 8TN-90-437 Floating Nuclear Plant 
Notice of availability of FEE Part III (NUHE0-OS02) , 

"Comparison of Rlsls from the Accidental Release of 
Radioactive to the Environ for Floating b Land-Based Nuclear 
Foyer Plants, '* 

BALLARD. R, L. Environmental Project Branch 1. 79/12/29. 3pp. 


7902270327 DOCKET STN- 50-437 Floating Nuclear Plant 
Aek receipt of FES Part III CNUREO-OSO?) , Circ ula t ed 
notification to state agencies for comments. 

EURE. J. H. Nou Jersey, State of. 79/02/09. ip. 


7902260314 DOCKET STN-30-437 Floating Nuclear Plant 

Informs NRC of recent changes of upper ngt at Offshore Power 
Bye. 

HAOA, P. D. Mountaineer. Inc. 79/02/12. Ip. 


7902120229 DOCKET aTN-:50-437 Floating Nuclear Plant 

Forwards IE Info Notice 79-01. "Bergon-Paterson Mytfreullc 
Bhoek U Buoy Arrestors (HBBAl. " 

D'REIULVi J, P. Region 2. Atlanta. Office of the Director, 
79/02/02. 4pp. 


7902BB0043 DOCKET aTN-50-437 Floating Nuclear Plant 

Forwards IE Info Notice 79-03. "Llmitorque Valve Oeared 
Limit Switch Lubricant." 

‘ O'RElLLy. J. P. Region 2. Atlanta. Office of the Director. 
79/02/09. Ip. 


7902140276 DOCKET 30-436 Dallefonte Nuclear Plant. Unit 1 
Forwarda electrical instrumentation b control drawings. 
Drawings to be withheld (ref 10CFR2. 790). M/affl davit of 
JH Taylor. 

OILLELAND. J. E. Tennessee Valley Autijortty. 79/02/OB. Bpg. 


79022B0192 DOCKET B0-43B Dallefonte Nuclear Plant. Unit 1 
Because util const schedule is being delayed at least one 
yeariTeview schedule is being changed to reflect delay. . 
BOURNIAiA. Light Water Reactors Branch 3. 79/02/09. tp. 


7902140272 DOCKET SO-433 Belief onto Nuclear Plant, Unit 1 
Forwards affidavit certifying that Amend 18 to F8AR was 
served upon specified Individuals on 790126. 

MILLS. L.M. Tennessee Valley Authority. 79/02/02. 2pp. 


7902120050 DOCKET 30-43^ Del lef onto Nuclear Plant, Unit 1 
Forwards IE Info Notice 79-01. "Bergen-Paterion Hydraulic 
Shock b Sway Arrestors (HSBAl. " 

O'REILLV. J. P. Region 2, Atlanta. Office of the Director. 
79/02/02. 2pp. 


7902200134 DOCKET S0-43B Qellefonte Nuclear Plant. Unit 1 
Forwards IE Info Notice 79-03. “Limitorque Valve Seared 
Limit Switch Lubricant. " 

O'REILLy. J. P. Region 2. Atlanta. Office of the Director. 
79/02/09. 8PP. 


7902260033 DOCKET 30-438 Qellefonte Nuclear Plant. Unit I 
Forwards IE Insp Repts 50-43B/7B-80 b 30-439/78-20 on 
781211-14. No noncompl lance noted. 

MURPHY. C.E. Region 2, Atlanta. Reactor Construction b Englnteriiif 
Support Branch. 70/12/26. 2pp. 


7902280044 DOCKET 30-438 Bellefonte Nuclear Plant, Unit i 
IE Insp Repts 30-436/70-80 b 50-439/70-20 on 701211-14. No 
noncemp 1 lance noted. Major areas Inspected: procedure controli 
OC investigative rept di spot ition. concrete wall placement U 
subcontractor QA manual review. 

URIOHT, R. VI. , UILCOX.J.D., HERDT, A. R. Region 2, Atlantai Redcter 

Construction b Engineering Support Branch. 76/18/22. 9pp. 

7902140276 DOCKET 30-439 Qellefonte Nuclear Plant. Unit 2 
Forwards electrical instrumentation b control drawings. 

Drawings to be withheld (ref 10CFR2. 790). N/effldevlt of 
JH Taylor, 

OILLELAND. J. E. Tennessee Valley Authqrltjj. 79/02/00. Bpp. 

79022B0192 DOCKET 30-439 Dellefonte Nuclear Plant. Unit 2 
Because util const tchidule is being delayed at least one 
year. review schedule is being changed to reflect delay. 

BOURNIAi A. Light Water Reactors Qranch 3. 79/02/09. tp. 


7902140272 DOCKET 80-439 Bellefopte Nuclear Plant, Unit 2 
Forwards affidavit certifying that Amend 18 to FBAR was 
served upon specified individuals on 790126, 

MILLS, L.M. Tennsssse Vallsy Authority. 79/02/02. 2pp. 


7902120030 DOCKET 30-43? Qsllefpnte Nuclsar Plant. Unit 8 
Forwards IE Info Notice 79-01, "Bergen-Pattrson Hydraulic 
Shock b Sway Arrestors (HSSA). " 

□ ‘'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/02/02. 2pp. 


7902260134 DOCKET 50-439 Bellefonte Nuclear Plant. Unit 2 
Forwards IE Info Notice 79-03. "Limitorque Valve Oearsd 
Limit Switch Lubricant. " 

□ 'REILLY, J.P. Region 2, Atlanta. Office of the Director. 

79/02/09, 2PP, 


7902260033 DOCKET 50-43? Bellefonte Nuclear Plant. Unit 2 
Forwards IE Insp Repts 80-438/76-20 b 80-439/70-80 on 
731211-14. No noncompl iance noted; 

MURPHY. C.E, Region 2. Atlanta. Reactor Construction b Englnssring 

Support Branch. 78/12/26. 2pp. 


7902260044 DOCKET 50-439 Ds lie fonts Nuclear Plant. Unit 2 
IE insp Repts 50-433/78-20 b 50-439 /7S-20 on 701211-14. Mo 
noncompliance noted. Major areas Inspected: procedure control. 

QC investigative rept disposition, concrete wall placsmsnt (i 
subcontractor QA manual rsvltw. 

HRIOHT.R, N. , VIILCOX. J. D. > HERDT, A. R. Region 2, Atlanta. Reacier 
Construction b Engineering Support Branch. 70/12/22. 9pp. 

7902050186 DOCKET 80-440 Parry Npe 1 #ar~PowVr P lant, Uni t 1 
Forwards environ licensing decumsnts;OH EPA 401 
Certl f Icatlon. OK EPA Permit to Initell.Army Corps of 
Englrtesrs Intake-Discharge Permit b OH EPA questions b 
Cleveland Electric rasponsss re plant dasign. 

DAVIDSON. D.R. Clavaland Electric Illuminating Co. 79/01/29. 24fp. 


7902230061 DOCKET 80-440 Ptrry Nuclear Power Plant, Unit 1 
Informs that TRADOC Pamphlet 350-30. "Intarsarvlce Proeatfurea 
for Instructional 8ys Dsvalopmsnb'' rsfsrancsd in NUHE6-0219 
is available In microfiche form from NRC. 

BESAVI.VI, J. Division of Document Ct^ntrol. 76/11/20. 3pp. 


7902200207 DOCKET 80-440 Perry Nuclear Power Plant, Unit 1 
Forwards IE Insp Ripts S0-44Q/7B-16 b 80-441/78-15 on 
781803-00. No noncomplianee noted,. 

HEI6HHAN, R. F. Region 3. Chicago. . Reactor Canstruetion b 

Engineering Support Branch. 79/01/10. 8pp. 
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7508aBOaai docket SO -440 Pamj Nuclsar Power Plant. Unit I 
IE Insp Rapt* 90-440/76-16 & 90-441/78-15 on 701809-00. No 
non« amp 1 1 ance noted. Major areas Inspec ted; 1 icensse action on 
previous items tc on NPC 700200 Itr. ongoing const tt OA 
imp lementlng procedures re electrical components (< systems. 
HAXWEtUO. F. . HUGHES. J. . SPESSARD. R. L. Region 3. Chicago. 

Reactor Construction 8< Engineering Support Branch. 79/01/09. 
10pp. 


79081200BS DOCKET 50-440 Perry Nuclear Power Plant. Unit 1 
Foruarda IE Info Notice 79-01. "Bergen-Patorson Hydraulic 
Bhsck tc Suay Arrestors <KS9A). 

KEPPLEfl. J. O, Region 3. Chicago. Office of the Director. 79/02/08, 
Ip. 


790S210209 DOCKET 90-440 Perry Nuclear Power Plant. Unit 1 
Ac k receipt of 790110 Itr informing NRC of steps taken to 
correct violations noted in IE Inep Repts 30-440/70-14 b 
80-441/78-13. 

HEIBHHANi R. P. Region 3. Chicago. Reactor Construction b 

Englnaerifig Support Branch. 79/02/02. Ip. 


7902210213 DOCKET 90-440 Perry Nuclear Power Plant. Unit 1 
Responds to NRC 7B1219 Itr re Violations noted in IE Inep 
Rept SO-440/78-14 b SO-441 /7B-13. Corvee tlve actions: create 
adequate program for Insp of saf oty-related backfill 
activities b fo I louup/c 1 ose-out surveillance done. 

DAVIDSON. D. R. Cleveland Electric Illuminating Co. 79/01/lB. 4pp. 


7902210212 DOCKET 90-440 Perry Nuclear Power Plant. Unit I 
Farwarde IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment." U/llst of 11 systematic evaluation program 
plants for which no action is required. 

KEPPLERi U. 0. Region 3. Chicago. Office of the Diroctor. 79/02/09. 
Ip. 


7902270330 DOCKET 90-440 Perry Nuelaer Power Plant, Unit I 
Forwards IE Info Notice 79-03, "Limitorque Valve Geared 
Limit Switch Lubricant. " 

KEPPLERi J. 0. Region 3. Chicago. Office of the Director. 79/02/09, 
Ip. 


7902230120 DOCKET 80-440 Perry Nuclear Power Plant, Unit 1 
Responds to 790112 telcon b forwards "Interim Rept on 
Significant Def le 1 ency ; SbM Constructors, Ine OA Program 
Breakdown Regarding Control of SbM Subcontractor. Hal vorsen 
Boiler b Enolnserlng Co. " 

DAVIDSON, 0, R. Cleveland Electric Illuminating Co. 79/02/18. Ip. 


7902230186 DOCKET 90-440 Perry Nuclear Power Plant, Unit 1 
"Interim Rept on Significant Deficiency: SbM Constructors, 
Inc OA Program Breakdown Regarding Control of SbM 
Sube ontractor. Ha Ivorsen Boiler b Engineering Co." 

» Cleveland Electric Illuminating Co. 79/02/00. 12pp. 


79080901S6 DOCKET 50-441 Perry Nuclear Power Plant, Unit 2 
Forwards environ licensing documents; OH EPA 401 
Certification. OH EPA Parmi t to Ins tal 1. Army Corps of 
Engineers Intake-01 scharga Permit b OH EPA questions b 
Cleveland Electric responses re plant design. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 79/01/29. 84pp, 


7902230061 DOCKET 90-441 Perry Nuclear Power Plant. Unit 2 
Informs that TRADOC Pamphlet 350-30. " Interaarvice Procedures 
for Instructional Sys Oevolopmont" referenced in NUREO-0219 
is available in microfiche form from NRC. 

BESAUiM. J. Division of Document Control. 78/11/20. 3pp. 


7902230207 DOCKET 50-441 Perry Nuclear Power Plant. Unit 2 
Forwards IE Insp Repts 90-440/78416 b SO-441/78-19 on 
7B1209-OB. No none ompl lance noted. 

HEISHMAN. R. F. Region 3, Chicago. Reactor Construction b 

Enginearlng Support Branch. 79/01/10. 2pp. 


7902200221 DOCKET 80-441 Perry Nuclear Power Plant. Unit 8 
IE Insp Repts 50-440/70-16 b 90-441/78-13 on 701309-08, No 
noncompl iance noted. Major areas inspected; 1 iceneee action on 
revlous items b on NRC 7B0208 Itr. ongoing const b QA 
mplamonting procedures re electrical components b systems. 
HAXHELL. Q. F. . HUGHES. J. . BPES6ARD, R. L. Regions. Chicago. 

Reactor Construction b Engineering Support Branch. 79/0i/09. 
10pp. 


7902120008 DOCKET 90-441 Perry Nuclear Power Plant. Unit 2 
Forwards IE Info Notice 79-01, ‘'Dergon-Paterson Hydraulic 
Shock b Sway Arrestors (HBSA). 

KEPPLERi J. O. Region 3, Chicago. Office of the Director. 79/08/03, 

ip. 


7903210309 DOCKET 90-441 Perry Nuclear Power Plant. Unit 2 
Ack receipt of 79011a Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-440/76-14 b 
50-441/7B-13. 

HEISHMAN, R. F. Region 3. Chicago, Reactor Cons true 1 1 on b 

Engineering Support Branch. 79/02/02. £p. 


7902210313 DOCKET SO-441 Perry Nuclear Power Plant, Unit 2 
Responds to NRC 7B1219 Itr ra Violations noted in IE Insp 
Rapt S0-440/7G-14 b 50-441 /70-13. Correc live ac t ions: create 
adequate program for Insp of safety-related backfill 
activities b f ol lowup/close-out surveillance done. 

DAVIDSON. D. R. Cleveland Electric Illuminating Co. 79/Ot/ia. 4pp. 


7902210212 DOCKET 30-441 Perry Nuclear Power Plant, Unit 2 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment " U/list of 11 systematic evaluation program 
plants for which no action is required. 

KEPPLER.J, O. Region 3. Chicago. Office of the Director. 79/02/09, 
ip. 


7902270330 DOCKET 30-441 Perry Nuclear Power Plant. Unit 2 
Forwards IE Info Notice 79-03, "Limitorque Valve Geared 
Limit Switch Lubricant. " 

KEPPLER.J. Q, Region 3. Chicago, Office of the Director, 79/02/09. 
ip. 


7903230130 DOCKET 30-441 Perry Nuclear Power Plant. Unit 2 
Responds to 790113 telcon b forwards "Interim Rept an 
Significant Oeflc lone y: SbM Construe tars. Inc QA Program 
Breakdown Regarding Control of SbM Subc ontrac tor, Ha Ivorsen 
Boiler b Engineering Co. " 

DAVIDSON. D. R. Cleveland Electric Illuminating Co. 79/02/18. ip. 


7908830180 DOCKET 50-441 Perry Nuclear Power Plant. Unit 3 
"Interim Rept on Significant Def ic lency ; Bbh Constructors. 
Ine QA Program Breakdown Regarding Control of SbM 
Subcontractor. Halvoroen Boiler b Engineering Co." 
e Cleveland Electric Illuminating Co. 79/02/0B. 13pp. 


7903300384 DOCKET 30-443 Beabrook Nuclear Station, Unit 1 
Forwards Amend 3 to CPPR-133 b 136 b Federal Register 
notice. 

SOYO,R.0. Division of Project Hanagoment. 79/01/31. 4pp. 


79022802Ba DOCKET 90-443 Soabrook Nuclear Station, Unit 1 
Amend 2 to const permit CPPR-139 b Amend S to CPPR-I36i 
authorljlng transfers of ownership interests to HA Municipal 
Hholesal B Electric Co. 

QOYD, R. 0. Division of Project Management. 79/01/31. 0pp. 


7903230061 DOCKET 90-443 Beabrook Nuclear Station, Unit 1 

Informs that TRADOC Pamph let 090-30, " In terscrvico Procedures 
for Instructional Bys Develapment" referenced in NVRE0-02t9 
Is available in microfiche form from NRC. 

OESAN.H.J. Division of Document Control. 76/11/20. 3pp. 


7902030095 DOCKET 90-443 Beabrook Nuclear Station, Unit 1 

Forwards errata to NRC alternative site study testimony, Upon 
review of state of ME statute.NRC concludes that statute 
could net be raised as ownership barrier. consequently 
applicant will haveito prove reasonable ownership. 

BRENNER, L. Office of the Esecutlve Legal Director. 79/01/03. ?pp. 


7903020030 DOCKET 90-443 Beabrook Nuclear Station. Unit 1 
Forwards "Errata In Direct Tostlmony of the NRC BtefF" to 
replace errata mailed 790103. 

QRENNER.L. Office of the Esecutlve Legal Director. 79/Ol/tO. Bpp- 


7902270211 DOCKET 90-443 Soabrook Nuclear Station. Unit 1 
Announces A5LAQ schedule re filing of proposed findings of 
fact b conclusions of law. Parties should submit memoranda 
similar to District Court op Ini ons, Forward s 2 esbibtts; 
photos of cooling tower b table of p opula t Ion. t)/o ancle. 

QRENNER.L. Office of the Executive Legal Director. 79/01/22. 2pp, 


7902060030 DOCKET SO-443 Soabrook Nuclear Station, Unit I 
Admits into evidence applicants' Exhibit 79-1, "Revi sed 
Ordinances as Amended through Sept 1970," issuetf by the Touin 
of York, HE. 

DUFLOi M, E. Atomic Safety and Licensing Appeal Panel. 79/01/24, 
4pp. 


7908360339 DOCKET 50-443 Seabraok Nuclear Btatlon, Unit 1 
Summarlies 781313 meeting in Qethesda. MO, u/representatives 
of ut'ils w/post-CP applications to discuss pending OL 
review matters, including staff policies b review priority 
criteria. Discussion areas b attendees list cncl. 

HCITRAiE. Light Mater Reactors Branch 3. 79/01/12, Bpp, 
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Seabrook Nuclear Station, Unit I 
0 ,,"”“”'' *' ""1.. ,h. Dlr.<,.r. 

7902130026 DOCWET SO-443 Saabroot Nuclear Station. Unit 1 

79-DI,-Der9an-Pate^rH«dr^l c 
SftocJe fi Swag Arrestors (HBSA). " nyuiauiic 

79 /oa> 02 *^ n* 3 ion 1 , Philadelphia, Office of the Director, 

79022003013 DOCKET 50-t43 Seabroak Nuclear Station, Unit 1 
Forward* IE Bulletin 79-01. "Environ Oualif ication of Class 
“ syatematlc evaluation propram 
plants for which no action is required 

79/02>0a”' IP Office of the Director, 


7902260284 DOCKET SO -444 Seabrook Nuclear Btation, Unit 2 
Forwards Amend 2 to CPPR-135 4 lOi i, Federal Register 
notic 9 . 
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flOYDiR. S, Division of Project Management, 79/01/31, 


4pp, 


79022BO2aB DOCKET 50-444 Seabrook Nuclear Station, Unit 2 
Amend 2 to Const permit CPPR-135 S, Amend 2 to CPPfi-13A. 
Sh^ellUllectMc'^o,*’' <=^nership interests to MA Municipal 
liaYD.«,S, Division of Project Management, 79/01/31, Bpp. 

7902230061 DOCKET SO-444 Seabrook Nuclear Station, Unit 2 
Jor“^n!tr'’“h'^''To '’“"P''!*'' 350-30. -'Inter, ervlce Procedures 
Development" referenced in NURE0-O219 
IS available In microfiche form from NBC, 

DEBAH, W. J, Division of Document Control. 70/11/20, 3pp. 

7902020055 DOCKET 50-444 Seabrook Nuclear Station, Unit 2 
Forwards errata to NBC alternative site skudu testlmonu Uoon 
r!u r statute. NRC concludes that statute 

could not be raised as ownership barrier, eonsequentlg 
nSpiuio",* **’ reasonable ownership. 

BBENNER.L, Office of the Eiecutive Legal Director. 79/01/03. 

7902020029 DOCKET SO-444 Seabrook Nuclear Station, Unit 2 
Forwards Errata in Direct Testimony of the NRC Staff" to 
replace errata mailed 790103. ararr to 

BRENNER, L. Office of the Eiecutive Legal Director. 79/01/10, 

7902270211 DOCKET SO-444 Seabrook Nuclear Station, Unit 2 
Announces ASLAH schedule re filing of proposed findings of 

tlmilL «hould submit memoranda 

similar to District Court opini uns. Forwards 2 exhibits' 

BHENWFrV ‘"’nii?® *> table of populali on, W/o ends. 

BRENNER. L. Office of the Executive Legal Director. 79/01/22. 

DOCKET 50-444 Seabrook Nuclear Station, Unit 2 
Orrfln!« applicants' Exhibit 79-1 , "Revised 

Sf Vod.”|. " th'-oush Sept 1976," issued bg the Town 

DUFLO,M.E. Atomic Safety and Licensing Appeal Panel. 79/01/24, 

7902260233 DOCKET 50-444 Seabrook Nuclear Station, Unit 2 
Summer las 701213 meeting in Bethesda. MO, w/repr sentaUves 
ef utils w/post-CP applications to discuss pending OL 

policies U review priority 
^ attendees list end. ^ 

UICITRA.E, Light Hater Reactors Branch 3. 79/01/12, Spp. 

7902010263 docket 50-444 Seabrook Nuclear Station, Unit 2 
F“:“r"'’9!p;uer^“‘" Uolt ,iu\ AC 

79Joi>?6^' 0pp”**‘'‘" *’ '’'“•“‘••IP''**' Offi« Of the Director. 

7902130028 DOCKET 50-444 Seabrook Nuclear Station, Unit 2 

3hocr2%'^ *"2“" 79-01, "Dergen-Pat.r,orHgdrld?c 

Shock 4 Sway Arrestors (HSSA) " ^ 

?9Jo2/02*^’ t. Pbiladelphle. Office of the Director. 

7902260503 DOCKET 50-444 Seabrook Nuclear Station, Unit 2 
Forward, IE Dul leti n 79-01 . "Environ OuallMcatlon of Class 

dants*A"**"*'i., i;*'''*®*' “ systematic evaluation program 

mb action is required. ® 

79^02/08*^ *’ P*“^‘“»P''ia. Office of the Director, 


7pp. 


Bpp. 


2pp, 


79020B0297 DOCKET SO-445 Comanche Peak Steam Electric Bta. , Unit 1 
Summary of 781023 meeting in Bethesda, MD. w/technical 
reviewers re plant review status, schedule b site visit H/ 
end list of atitendeea. 

NAVENTI.R. Light Hater Reactors Branch 4. 79/01/17. 'Agp, 

7902090299 DDCKET 50-445 Comanche Peak Steam Electric Bta.. Unit 
Notification of 781023 meeting in Bethesda.MO w/technlca) 
visits*''* plant review statue, schedule b site 

NAVENTl.R. Light Hater Reactors Branch 4, 70/10/16. ip. 

Comanche Peak Steam Electric Sta. , Unit I 
Summary of 731205 meeting in Dethesda>MD re request for addl 
info re QA program. H/llst of attendees. 

NAVENTl.R, Light Hater Reactors Branch 4. 79/01/17. Spp. 

7902010273 SOCKET 50-445 Comanche Peak Steam Electric Sta., Unit I 
Informs of delay in prospective decision date for fuel 
loading to Apr 1981. Caseload Forecast Panel to visit reactor 
1**! on 790212-13 to develop independent estimate of fuel 
ISSS Poi-wards revised milestone dates for review. 

BQVD.R.S, Division of Project Management. 79/01/23. 5pp. 

^’Nodfi.r Comanche Peak Steam Electric Sta.., Unit i 

application for operating licenses is 
accepted for full review, Forwards notice of availabllitu of 
r**"* ** of opportunity for hearing. 

VAROA, S. A. Light Hater Reactors Branch 4 . 79/01/26. Spp. 

7902280412 DDCKET 50-445 Comanche Peak Steam Electric Sta., Unit I 
Notice of availability of applicants' environ rept, 

of Issuance of facility operating licenses, b 
uanQl^o"!*'* *‘*o’'ln9 on applicants' request by 79030S. 

VAROA. 3, A. Light Hater Reactors Branch 4, 79/01/26, bpp. 


7902290423 DDCKET 50-445 Comanche Peak Steam Electric ata. . Unit 1 
NBr‘?f opportunity for public participation in proposed 
NRC licensing action. Gives 30 days after 790205 for public 
uan^!'‘c*A* “ hearing according to Instructions given. 

VAROA, B. A. Light Water Reactors Branch 4. 79/01/26. 2pp. 

^’porwardi Comanche Peak Steam Electric 8te. , Unit I 

Forwards Annex L of State of TX Disaster Plan re 
implementation, operation, organisation b authority to carry 
Provisions of TX Disaster Act of 1979. 

EDHARDS.J.D. Texas Utilities Services, Inc. 79/01/29, 32pp, 

’"’Forward! “^^KET 50-445 Comanche Peak Steam Electric Ste. . Unit I 
‘.'“IS*'’""®*® P®Tformance Branch 

questions <0831.1-0231.11,0232.1-0232.) re fuel performance 

DACKo”n*s*’"®r Jf/'^Mansmitted to NRC in FSAR Amend 4. 

DACKO.B.S. Texas Utilities Services, Inc. 79/01/31, SSpp. 


Unit I 


’’po^walds ini till Comanche Peak Steam Electric Sta 

Forwards initial responses to Auxiliary Systems Branch 

coV, u:iiiTu^' component 

code b seismic classification. Responses will be 

PSAR Amend 4. 

DACKO. B. S. Texas Utilities Services, Inc. 79/01/31. 92pp. 

’’’po^waJd* Inltil/®"^'*® Comanche Peak Steam Electric Sta., Unit I 
ouestron»*(n^no*,''n2SS"2S? ^‘"“’‘Reneil Planning Branch 

2adioin»?rl?^^®' »®i®rgBncy action levels for 

radiological emergency condition. Responsoa will be 
retransmitted to NRC in FSAR Amend 4 
EIST.C.K. Texas Utilities Services, Inc. 79/01/31. 96pp. 

”Fo?w2id? Inltfll®”"'*'’® Peak Steam Electric Sta., Unit 1 

Forwards initial responses to Beismology-Geoloou Branch 
questions <0361. 16-0361. 24,0362. 10-0362 22) rS lnfS 
concerning status of wells near sit*. Responses will be 
Amend 4, 

I9T,C.K. Texas Utilities Services, Inc. 79/01/31. 96pp. 

^’po^waJd^ P®*'' Steam Electric Sta., Unit I 

* responses to NRC Round 1 questions on 
ove^^J?2d' d**"?"*** '’«/?*’"®''»'"lhted in FSAR Amend 4. Siven 
capabuuie8*“ ®M®l-Info requested concerns svc spillway 

WERNER, R. Texas Utilities Services, Inc. 79/01/31, 41pp. 

^Fo^wards Comanche Peak Steam Electric Sta., Unit i 

SfflueMt Treatment 8ys Branch 
question <0320. B) re solidification process control 

LEONARD E*’y'’”T! “‘V* NRC in FSAR Amend 4. 

LEONARD.E. J. Texas Utilities Services, Inc. 79/01/31, OSpp. 



DOCKETED ITEMS 


7<K)20SO2S0 DOCKET 90-449 Conanch* Paali Steam Electric Sta. . Unit 1 
Forwardi initial rtfpontes to Ouality Assurance Branch 
)|uestioni <0481. 1— Q421.42> re OA progran. Responses mill be 
retraninittod to the NRC in FSAR in Amend 4. 

LE0NAR0>E. J. Teias Utilities Services. Inc. 79/'01/31. S4pp. 


7902880176 DOCKET 90-44S Comanche Peak Steam Electric Bta. . Unit 1 
Notification of 790213 eietting in Dethesda.HO to discuss 
first round guestlons from branches. 

BURWELL.S. B. Light Water Reactors Branch 2. 79/02/05. 2pp. 


7908280184 DOCKET 90-449 Comanche Peak Steam Electric Sta. . Unit 1 
Notification of 790327-20 meeting in Olen Rose. TX to 
evaluate const progress b assess fuel load date. Raschedul es 
790212-13 meeting. 

BURWELL.S. B. Light Water Reactors Branch 2. 79/02/05. 2pp. 


7902090170 DOCKET 90-445 Comanche Peak Steam Electric Sta.. Unit 1 
Forwards anvlran rapt loperating license stage) file 
10040. Affidavit end. 

OARY. R.J. Tetas Utilities Generating Co. 79/01/19. 2pp. 


7902090391 DOCKET 90-445 Comanche Peak Steam Electric Sta.. Unit 1 
Submits affidavit of sve of copies of environ rept. 

Distribution made at directed by NRC 790109 Itr. 

8CHHI0T.H. C. Texas Utilities Generating Co. 79/01/30. 7pp. 


7902270319 DOCKET 90-449 Comanche Peak Steam Electric Sta.. Unit 1 
Lists documents transmitted by 790119 Itr b referenced by 
invlron rapt. 

GARY. R.J. Texas Utilities Generating Co. 79/02/09. 2pp. 


7902270321 DOCKET 90-449 Comanche Peak Steam Electric Sta.. Unit 1 
’Environ Monitoring Program. " 1976 annual summary. 

» Texas Utilities Generating Co. 79/12/31. 220pp. 


7908270326 DOCKET 90-449 Comanche Peak Steam Electric Sta.. Unit 1 
"Environ Monitoring Program. “ 1979 annual summary. 

• Texas Utilltiss Generating Co. 79/12/31. 3S0pp. 


7902270331 DOCKET 50-449 Comanche Peak Steam Electric Sta.. Unit 1 
"A Biological Re-Examination of Selected Sites in Lake 
Granburyi TX. " submitted to TX Util Generating Co b prepared 
by Bouthern Methodist University. 

c Texas Utilities Generating Co. 76/06/86. 2S0pp. 


7908870337 DOCKET 90-449 Comanche Peak Steam Electric Sta.. Unit 1 
"Final Rapt on an Environ Survey of Aquatic Ecosystem 
Affected by Const of Proposed Comanche Peak Steam Electric 
Station. " 

a Texes Utilities Generating Co. 74/12/30. 420pp. 


7902270343 DOCKET 90-445 Comanche Peak Bteam Electric Sta., Unit 1 
"Hopauell School Site. a Late Archaic Campsite in Central 
Braios River Valley.*' 

» Texas Utilities Generating Co. 76/12/31. 131pp. 


7908870391 DOCKET 50-449 Comanche Peak Steam Electric Sta. > Unit 1 
"Dinosaur Track Discovery of Comanche Peak Steam Electric 
Station. Somervatl County. TX." 

* Texas Utilities Generating Co. 79/02/87. 16pp. , 


7908230189 DOCKET 90-449 Comanche Peak Steen Electric Sta.. Unit 1 
Responds to NRC request for review b comment on facility 
environ rept. Commends util on effort to Identify historical 
sites b landmarks. Suggests rept be submitted for comment to 
T Latimer of TX Historical Commission. 

MANDLEY.R. B. Interior. Dept. of. 79/02/19. Ip. 


7902230061 DOCKET 90-449 Comanche Peak Steam Electric Sta., Un 1 t I 
Informs that TRADDC Pamphlet 350-30. "Inter service Procedures 
for Instructional Sys Development" referenced in NUREO-0219 
Is available In microfiche form from NRC. 

BESAW. W. J. Division of Document Control. 70/11/30. 3pp. 


7902090298 DOCKET 50-449 Comanche Peak Steam Electric Sta. . Unit 1 
Informs that 781823 reiquest to intervene by NH Jacobson Is 
premature, because no notice of opportunity for hearing has 
been published in Federal Register. 

REYNOLDS. N. S. Debevolac b Liebernan. 79/01/lt. Ip. 


7902180041 DOCKET 50-445 Comanche Peak Steam Electric Sta. , Unit 1 
Applications for operating licenses have bean accepted for 
full review. Forwards Federal Register notices. 

VARGA. S. A. Light Water Reactors Branch 4. 79/01/86. 3pp, 


7902120046 DOCKET SO-44S Comanche Peak Steam Electric Sta.. Unit I 
Notices of availability uf applicante' environ rept. 
consideration of issuance of licenses b opportunity For 
hearing. 

VARGA. S. A. Light Water Reactors Branch 4. 79/01/26. 6pp. 


7902010173 DOCKET 50-449 Comanche Peak Steam Electric Sta.. Unit 1 
Forwards revised list of recipients of documentation copies, 
GARY.R. J. Texas Utilities Generating Co. 79/01/24. 2pp. 


7908120197 DOCKET 90-445 Comanche Peak Steam Electric Sta.. Unit I 
Submits Amend 4 to FSAR. Af F Idavl t encl. 

GARY. R. J. Texas Utilities Generating Co. 79/01/31. 2pp. 


7902120190 DOCKET 50-449 Comanche Peak Steam Electric Sta., Unit I 
Amend 4 to FSAR. Includes changes to environ radiation 
monl torlng. design criteria b nuclear steam supply sys. 

GARY, R.J. Texas Utilities Generating Co, 79/01/31. lOOOpp, 


7902210162 DOCKET 90-449 Comanche Peak Steam Electric Sta.. Unit I 
Forwards affidavit of sve to Amend 4 to FSAR. 

SCHMIDT, K. C. Texas Utilities Oenerating Co. 79/02/13. 3pp. 


7902030037 DOCKET 50-445 Comanche Peat Steam Electric Sta., Unit 1 
NRC initial interrogatories b requests for production of 
documents propo.und»d to Houston Lighting b Power Co b TX 
Util Generating Co in antitrust proc eedlng. Ccrtl f Icate oF 
Sve encl. 

LESSY.R. P. . BLUHEi H. 0. Office of the Executive Legal Director. 
79/01/15. a7pp. 


7902060190 DOCKET 30-449 Comanche Peak Steam Electric 8ta. . Unit I 
Motion by Central Power b Light extension of time until 
790220 within which to answer interrogatories b produce 
documents. W/Certif 1 cate of Sve. 

RYAN. T. 0. Isharn, Lincoln b Beale. 79/01/17, 7pp. 


7902060124 DOCKET 90-445 Comanche Peak Steam Electric Sta., Unit I 
Application for issuance of subpoenas, tf/f ive draft subpoenas 
for deposition b five subpoenas for production of documents 
re general issue of competition In electric util Industry. W/ 
Certificate of Sve. 

RYANrT.Q. Ishan. Llncnln b Deale. 79/01/l£l. 52pp. 


7902810096 DOCKET 90-445 Comanche Peak Steam Electric Sta. • Unit 1 
Motion For extention until 790206 in which to File response 
to objections b to motions for protective orders to compel 
production re City oF Austin''# responses. H/Cert i f icate of 
Bve encl. 

PARMEhITER, F. H. Justice. Dept. of. 79/01/23. 7pp. 


7908090034 DOCKET 30-448 Comanche Peak Steam Electric Sta.* Unit I 
TX Util Oenerating Co motion for extension of time until 
790309 to file answers or ob j oc t i ons, produe e documents or 
otherwise plead. Cer tificato of Sve encl. 

KNOTTS. J. D, Debevolso b Lieborman, 79/01/29, 4pp. 


7908120042 DOCKET 80-443 Comanche Peak Bteam Electric Sta. , Unit 1 
Houston Lighting b Power Co motion for extension of time to 
respond or object to NRC InlorroBn tor i os due to eitensive 
investigation r equir ed. Certi f 1 cat e of Sve end. 

FRANKLIN, M, J. Lowenstein. Newman. Reis, Ax elrad b Toll. 79/01/30 
5pp, 


7908830049 DOCKET 50-449 Comanche Peak Steam Electric Sta-. Unit 1 
Rept on progress of discovery during Jan 1979 pursuant to 
ASLB 780681 order. Informs oF primary process oF reviewing 
matl received. Certificate of Sve end. 

HARRIS. J.L., CLARK, R.H., PARMEhITER. F, H. Justice. Dept, of 
79/01/30. 7pp. 


7902060393 DOCKET 50-449 Comanche Peak Steam Electric Sta . Unit 1 
Grants extensions of time .to utils to respond to discovery 
requests b to Justice Dept to respond to objectlnns b 
motions for protective orders. 

MILLER. M. E. Atomic EaFety and Licensing Board Paiiol 79/01/31 

8pp. 


7903140243 DOCKET 50-445 Comanche Peak Steam EJoetric Sta.. Unit 1 
Opposes intrastate-only operating provisions of 
participation in Fad 1 1 ti es. duo to adverse effect on 
interregional power supply b options designed to decroasc 
charge for electricity. 

PFEFFER. J.L, Energy. Dept. of. 79/01/31. 2pp. 



DOCKETED ITEMS 


7902210057 DOCKET 50-443 Conanche Peal Steam Electric Sta. ■ Unit 1 
Advises of discover^ states tt foruards opinion of US 
District Court in related antitrust trial in uhich tuo TX 
intrastate utils sued tuo other TX intrastate uti Isi al leg ing 
antitrust conspiracy 

LESSYiR.P. < SLUMEjH B. Office of the Eiecutlve Legal Director. 
79/02/02. 2pp, 


7902220080 DOCKET 50-445 Comanche Peak steam Electric Sta. < Unit 1 
TX Utils Generating Co rept on discovery during Jan 1979 per 
ASLQ request. Informs of receipt of Npc interrogatories !< 
answer to DOJ request. Certificate of Svc end. 

KNOTTSi J, a. Dehevolse & Heberman. 79/02/02, 5pp, 


7902270233 DOCKET 80-44S Coraancho Peak Steam EUetrte Sta.. l/tiit t 
Supplements 790117 verbal rept re possible deficiency in 
installing pipe elbows connecting steam generetore to croii- 
leg p ip Ing. Cone ludas matter is not reportab le. under 
lOCFRSO. SS(e). 

OARV.R.J, Texas Utilities Oeneratlng Co. 79/02/20, Ip. 


79020S0132 DOCKET SO-446 Comanche Peak Steam Electric Sta , , Unit 2 
Forwards initial responses to Seismology-Oeology Dranch 
questions (0361.16-0361.24.0362.10-0362.22) re info 
concerning status of wells near site. Responses wilt be 
retransmitted to NRC in F8AR Amend 4. 

PE18T.C.K. Texas Utilities Services. Inc. 79/01/31. S6pp. 


7902220267 DOCKET 50-445 Comanche Peak Steam Electric Sta,, Unit 1 
DOJ's response to TX Util Generating Co's objections tt 
motions for protective orders re DOJ's 790112 discovery 
raqusst, Urges A9LB to overrule objections & deny motions. 
Certificate of Svc end. 

HARRtS.J. L.. CLARK. R.H., PARMENTER, F. H. Justice, Dept uf. 
79/02/06. 26pp. 


7902220273 DOCKET 50-445 Comanche Peak Steam Electric Sta., Unit 1 
Ketion to compel TX Util Generating Co to provide further 
responses to DOJ 761122 discovery request due to 
insufficiency of 790112 answers. Cert 1 ficate of Svc end, 

HARRIS, J.L., CLARK, R.H., PARMENTER, F. H, Justice, Deot of 
79/02/06, 14pp. 


7902230051 DOCKET SO-44S Comanche PeakI Steam Electric Sta., Unit 1 
Motion to compel Houston Power 6 Light to provide further 
responses to DOJ 781122 discovery request due to 
Insuffldeney of 79011 1 answers. Certificate of Svc end 

L., ^^CLARK'R, H. , PARMENTER, F. H, Justice, Dept. of. 


7902260220 DOCKET 50-445 Comanche Peal Steam Electric Sta., Unit I 
notion to compel city of Austin, TX to provide fuller 
responses to DOJ 761130 discovery request because of 
insufficiency of 790112 answers, Cerll ficate of Svc end 
HARRIS, J.L., CLARK, RH,. PARMENTER, I,. H. Justice, Dept, ' of. 
79/02/06. i6pp. 

7902230036 DOCKET 50-445 Comanche Peak Steam Electric Sta,, Unit 1 
Houston Lighting 6 Power Co's second set of interrogatories 
6 requests for production of documents to DOJ, Ant i trust Dlv 
Certificate of Svc end. 

FRANKLIN, H, J, Baker 6 Batts, 79/02/09. 7pp. 

S0-44S Comanche Peak Steam Electric Sta., Unit I 
Houston Lighting tt Power Co's second set of interrogatories 
& requests far production of documents to NfiC. Certificate of 
ovt end, 

FRANKLIN, U J. Baker tt Dotts, 79/02/09, 7pp. 


Unit 1 


79022B0159 DOCKET 30-445 Comanche Peak Steam Electric Sta 

M D 30-446/78-23 on 

/8l^ie-20. No noncompl iancB noted, 

l«"Sod"Dranch, "' 2 ^^' Construction 6 Enyineeri 


79022S0166 DOCKET 50-445 Comanche Peak Steam Electric Sta , Unit 1 
IE Insp Repts 50-445/70-23 t, 50-446/78-23 on 761218-20 No 
norcompliance noted. Major areas inspected; const activities 

RSslNnERG‘/r‘*ramoi[l‘!’ « ">P 1 ^mentadon 

ROSENBERG, A. B. , CROSSHAN, H, A. . HALL.R.E, Region 4. Dallas, 
Reactor Construction b Engineering Support Branch, 79/01/04, 7 f 


^Foiuard Comanche Peak Steam Electric Sta., Unit 1 

''OfSon-PatPrson Hydraulic 
Snock & Sttfdv Arrestors <HSSA). '* ’ 

SEVFRIT.K, V. Region 4, Dallas, Office of the Director. 79/02/0; 


^^Nolifiratfon^th Comanche Peak Steam Electric Sta. , Unit 1 

lOint decontamination room Is 
GARV T* ““JS" ^fiT‘Bncy under lOCFfiSO. 35. 

OARV.R.J. Texas Utilities Generating Co, 79/02/06. Ip, 

7902220090 DOCKET 30-445 Comanche Peak Steam Electric Sta Unit 1 

tener.ators to crossover leg piping, ^ 

OARV.R.J, Texas Utilities Oeneratlng Co, 79/02/13. ip. 

.... u»,. , 

Yi R. J, Texas Utilities Oeneratlng Co. 79/02/19. Ip, 


7902080297 DOCKET SO-446 Comanche Peak Steam Electric Sta., Unit 2 
Summary of 701023 meeting in Dothesda.MD u/technical 
reviewers re plant review status. schedule b site visit. W/ 
end lilt of attendees. 

NAVENTlifi. Light Water Reactors Dranch 4, 79/01/17. 4pp. 


7902080299 DOCKET SO-446 Comancho Peak Steam Electric SU. , Unit 2 
Notification of 701023 meeting in Dethesda.MD w/tachnical 
reviewers to discuss plant review status, schedule 6 slt« 
visits, 

NAVENTl.R. Light Water Reactors Dranch 4, 70/10/16. Ip. 


7902000320 DOCKET 80-446 Comanche Peak Steam Electric Ota. r Unit 2 
Summary of 781205 meeting in BethesdaiMD re request for addl 
info re QA program. W/1 ist of attendees, 

NAV6NT1,R. Light Water Reactors Dranch 4. 79/01/17. Spp. 


7902010273 DOCKET 50-446 Comanche Peak Steam Electric Sta.. Unit 2 
Informs of delay in prospective decision date for fuel 
loading to Apr 1981, Casel oad Forecast Panel to visit reactor 
site on 790212-13 to develop independent estimate of fuel 
load date. Forwards revised milestone dates for review. 

BOYD. R. 8. Division of Project Management. 79/01/23. 3pp. 


7902280407 DOCKET SO-446 Comenehe Peak Steam Electric Ota . 1 Unit S 
Notifies util that application for operating licenses Is 
accepted for full revl ew. Forwards notice of availability of 
environ ropt b notice of opportunity for hearing. 

VARGA, S.A, Light Water Reactors Dranch 4. 79/01/26. 3pp. 


7902280412 DOCKET 50-446 Comanche Peak Steam Electric Sta, . Unit S 
Notice of availability of applicants' environ rept. 
consideration of Issuance of facility operating llcensesi U 
opportunity for hearing on applicants' request by 790305. 

VARGA. 9, A. Light Water Reactors Dranch 4. 79/01/26. 6pp. 


79022B0423 DOCKET 50-446 ^Comanc ho Peak Steam Electric Sta . 1 Unit 2 
Notice of opportunity for public participation in proposed 
NRC liconsing ac t Ion. (Jives 30 days aftor 790203 for public 
to request a hearing according to Instructions given. 

VARGA, 8. A. Light Water Reactors Branch 4. 79/01/26. Hpp. 


7902050221 DOCKET 50-446 Comanche Peak Steam Electric Htn . 1 Unit 2 
Forwards Annex L of State of TX Disaster Plan re 
implementation, operation, organiiatlon b authority to carry 
out provisions of TX Disastor Act of 1975. 

EDWARDS. J.D. Texas Utilities Sorvicee, Inc. 79/01/29, 3Spp, 


7902050099 DOCKET 30-446 Comancho Peak Steam Electric Ota, , Ur 
Foruards initial responsos to Core Performance Dranch 
questions (0231.1-0231.11,0232.1-0232.) re fuel performance 
nAnSn retransmitted to NRC In F8AR Amend 4. 

DACKO, B. S, Texas Utilities Services, Inc. 79/01/31, 83pp. 


UDCKET 30-446 Comanche Peak Steam Electric Sta, 


Forwards initial responsos to Auxiliary Oysteme Dranch 

questions ( 0005 . 1 - 0009 . 3 , 0010 . 2 , 0010 . 4 - 0010 . 19 ) ro component 
code b seismic classification. Responses will bo 
retransmitted to NRC In FBAR Amend 4. 

DACKO, D.S. Texas Utilities Services, Inc. 79/01/31, 92pp. 




docket 50-446 Comanche Peak Steam Electric Ota.. Unit S 
Forwards initial responses to Emergency Planning Dranch 
questions (0432. 1-Q438. 25) re emergency action levels for 
radiological emergency cond 1 1 ion. Responses will be 
retransmitted to NRC in FSAR Amend 4, 

FEIST, C.K. Texas Utilities Oervieos, Inc. 79/01/31. 96pp. 

^pfruainl SO"'*'** Comanche Peak Steam Electric Ota., Unit 2 

initial responses to NRC Round 1 questions on 
over! nil' be retransmitted in FSAR Amend 4. Sevan 
!apnbniue!®“ sncl.Info requested concerns svc spillway 

WERNER, R, Texas Utilities Services, Inc. 79/01/31. 41pp. 



DOCKETED ITEMS 


127 


a 7902120041 DOCKET 50-446 Comanche Peak Steam Electric Sta < Unit 2 

Applications for operotitii) licenses Have been accepted for 
full r e V i eu Forujar d s Federal Register notices. 

VAROAi S. A Light Hater Reactors Drsnch 4. 79/01/26. 13pp. 


7902120046 DOCKET 50-446 Comanche Peak Steam Electric Sta . Unit 2 


7902090168 DOCKET 90-446 Comanche Peak Steam Electric Sta. i Unit 
Feruiard* initial response to Effluent Treatment Sya Branch 
citjtstlon (0320.3) re solidification process control 
program. Response uill be transmitted to NRC in FSAFI Amend 4. 
LEONARD. E. J. Tesas Utilities Services. Inc, 79/01/31. 35pp, 


7902090220 DOCKET 30-446 Comanche Peak Steam Electric Sta. . Unit 2 
PoTuards Initial rasponsas to Qualitij Assurance Branch 
questions (0421.1-0421.42) re QA proararn. Re sponses uill be 
rotransmitted to the NRC In FSAR in Amend 4. 

LEONARD. E. J. Teias Utilities Servlcos. Inc. 79/01/31, 94pp, 


7902300176 DOCKET SO-446 Comanche Peek Steam Electric Sta.. Unit 2 
Notification of 790213 metting in Sethesdo.TID to discuss 
first round questions from branches. 

BURHELL. 8. D, Light Water Reactors Branch 2. 79/02/05. 2pp, 


7902260184 DOCKET 50-446 Comanche Peak Steam Electric Sta. . Unit 2 
Notification of 790327-28 meeting In Olen Rose, TX to 
evaluate const progress 8i assess fuel load date. Reschedu los 
790212-13 meeting. 

BURWELL. 8, B. Light Water Reactors Branch 2. 79/02/05. 2pp. 


7902090170 DOCKET 90-446 Comanche Peak Steam Electric Sta. . Unit 2 
Forwards onvlron rept (operating license stage) file 
10040. Affidavit end. 

OARV.R, J, Texas Utilities Oeneratlng Co. 79/01/19. 2pp, 


7902090391 DOCKET 90-446 Comanche Peak Bteam Electric Sta, . Unit 2 
Submits affidavit of svc of copies of environ rept. 

Distribution made as directed by NRC 790109 Itr. 

8CHMJDT.H. C, Texas Utilities Generating Co. 79/01/30, 7pp. 


7902270319 DOCKET 50-446 Comanche Peak Gteam Electric Sta.. Unit 2 
Lists documents transmitted by 790119 Ur h referenced by 
onvlron rapt. 

OARr. R. J. Texas tltilltles Oeneratlng Co, 79/02/09. 2pp. 


7902270321 DOCKET 50-446 Comanche Peak Stgam Electric Sta,. Unit 2 
"Environ Monitoring Program. " 1976 annual summary. 

* Texas Utilities Oeneratlng Co. 79/12/31. 220pp. 


7902270326 DOCKET 50-446 Comanche Peak Steam Electric Sta.. Unit 2 
"Environ Monitoring Prografn. " 1975 annual summary. 

» Texas Utilities Generating Co. 75/12/31. 3S0pp. 


7902270331 DOCKET 90-446 Comanche Peak Steam Electric Sta.. Unit 2 
"A Biological Re-Examlnation of Selected Sites in Lake 
Oran6uru> TX. " submitted to TX Util Oeneratlng Co h prepared 
by Southern Methodist University. 

• Texas Utilities Oeneratlng Co. 76/06/26. 3S0pp. 


7902270337 DOCKET 50-446 Comanche Peak Steam Electric ' Unit 2 
"Final Rept on an Environ Survey of Aquatic Ecosystem 
Affected by Const of Proposed Comanche Peak Steam Electric 
Station. *' 

* Texas Utilities Osneratlng Co. 74/12/30. 420pp, 


7902270343 DOCKET 50-446 Comanche Peak Steam Electric Sta.. Unit 2 
"Hopewell School Stte.a Late Archaic* Camps ite in Central 
Sraxos Rlvsr Valley. " 

* Texas Utilities Oeneratlng Co. 76/12/31. 13ipp. 


7902270391 DOCKET 50-446 Comanche Peak Steam Electric Sta,. Unit 2 
"DinDsaur Track Discovery of Comanche Peak Steam Electric 
Station. Somervel 1 County. TX. " 

e Texas Utilities Generating Co. 79/02/27, I6pp, 


7902230189 DOCKET SO-446 Comanche Peak Steam Electric Sta.. Unit 2 
Responds to NRC request for rovieut t. comment on facility 
environ rept. Commends util on effort to identify historical 
sites & landmarks. Suggests rept be submitted for comment to 
T Latimer of TX Historical Commission. 

HANOLEY.n. 0. Interior. Dept. of. 79/02/19, ip, 

7902230061 DOCKET 90-446 Comanche Peak Steam Electric Sta.. Unit 2 
Informs that TRAOOC Pamphlet 390-30. "Interservice Procedures 
for Instructional Sys Development" reforencod in NUREQ-0219 
is available in microfiche form from NRC. 

BE8AVI. N. J. Division of Document Control. 78/11/20. 3pp. 


7902090292 DOCKET SO-446 Comaneho Peak Steam Electric Sta.. Unit 2 
Informs that 7B1223 request to intervene by NH Uacobson is 
prtmature. because no notice of opportunity for hearing has 
bain published in Federal Register. 

REYNOLDS. N. S. Debevoise St Lieberman. 79/01/11. ip. 


of availability of applicants' environ rept. 
consideration of issuance of licenses t< opportunity for 
hearing. 

VAROAi S. A Light Mater Reactors Branch 4. 79/01/26. 6pp. 

7902010173 DOCKET 50-446 Comanche Peak Steam Electric Sta . Unit 2 
Farworris revised list of recipients of documentation copies. 
OARV.R. J, Texas Utilities Generating Co 79/01/24 2pp, 

7902120197 DOCKET 50—446 Comanche Peak Steam Electric Sta, • Unit 2 
Submits Amend 4 to FSAR. Af f idavi t encl 

OARV.R. J. Texas Utilities Oenerating Co. 79/01/31. 2pp 


7902120193 DOCKET 50-446 Comanche Peak Steam Electric Sta.. Unit 2 
Amend 4 to FSAR Includes changes to environ radiation 
monitoring, design criteria i< nuclear steam supply sys, 

GARY. R. J. Texas Utilities Generating Co. 79/01/31, 1000pp. 


7902210162 DOCKET 90-446 Comanche Peak Steam Electric Sta.. Unit 2 
Forwards affidavit of svc to Amend 4 to FSAR. 

SCHMIDT, H. C. Texas Utilities Generating Co. 79/02/13. 3pp. 


7902050037 DOCKET 50-446 Comanche Peak Steam Electric Sta,. Unit 2 
NRC Initial interrogatories 6- requests for production of 
documents propounded to llauston Lighting & Power Co b TX 
Util Oeneratlng Co in antitrust proceed ing. Cent i f i cate of 
Bye encl. 

LESSYiR. P. I BLUME. h. 0. Office of the Eiocutive Legal Director. 
79/01/19. 27pp. 


7903060150 DOCKET 90-446 Comanche Peak Steam Electric Sta. . Unit 2 
Motion by Central Power t< Light extension of time until 
790220 within which to answer Interrogatories !< produce 
doc uments. V)/ Certificate of Bve 

RYAN.T.Q. Isham, L incol n & Deal e. 79/01/17. 7pp. 


7902060124 DOCKET 30-446 Comanche Peak Steam Eloctric Sta. . Unit 2 
Application for issuance of subpoenas M/five draft subpoenas 
for deposition tc five subpoenas for production of documents 
re general issue of competition in electric util Industry. W/ 
Certificate of Svc . 

RYAN. T. 0. Isham, Lincoln 6 Beale. 79/01/13, 52pp, 


7902210096 DOCKET 90-446 Comancho Peak Steam Electric Sta. . Unit S 
Motlan for extentlon until 790206 in which to file responso 
to objections 1. to motions for protective orders to compel 
production re City of Austin’s re sponse s. W/Cer t i f 1 cate of 
8vc encl, 

PARMENTERi F, H, Justice, Dept. of. 79/01/25. 7pp. 


7902050034 DOCKET 50-446 Comanche Peak Steam Electric Bta, . Unit 2 
TX Util Generating Co motion for extension of time until 
790305 to file answers or ob jec t t ons, pr oduc e documents or 
otherwise plead. Certificate of Bve one i , 

KNOTTB. J, D, Debevoiso’ !< Lieberman. 79/01/29 4pp. 


79021HC042 DOCKET 30-446 Comanche Peek Steam Electric Sta, . Unit 2 
Motion by util for oxtension of time to respond or object to 
NRC interrogator 1 Bs due to extensive investigation required. 
Certificate of Bve cm cl. 

FRANKLIN, H. J. Lnweris t e in. Newman. Re I s. Ax elrad 8. Toll. 79/01/30, 
3pp. 


7902230045 DOCKET SO-446 Comanche Peak Steam Electric Sta. . Unit 2 
Rept on progress of discovery during Jan 1979 pursuant to 
ASLD 7B062I order. Informs of primary process of reviewing 
matl rece I vod. Cer t i f I ca t e of Svc encl. 

HARRIB.J. L. , CLARK, R.H., PARMEM7ER, F . H. Justice. Dept, of. 
79/01/30. 7pp, 


7902060353 DOCKET 30-446 Comanche Peak Steam Electric Sta . Unit S 
Grants extensions of time to utils to respond to discovery 
requests tc to Justice Dept to respond to objections tc 
motions for protective orders. 

MILLERpH. E. Atomic Safety and Licensing Board Panel. 79/01/3t. 

2pp. 


7902140245 DOCKET 90-446 Comanche Peak Steam Electric Sta. > Unit 2 
Opposes intrastate-only operating provisions of 
participation in Pac i I Hi as, due to adverse effect on 
interregional power supply f. options designed to decrease 
charge for electricity. 

PFEFFERiJ.L. Energy. Dept. eP. 79/01/31. 2pp. 
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S^., unit 2 

a«titri:t%:,Up:rI“« intra^tat. . t i U, al lag ing 

79/02/03^ " 2 pp*^^^‘ ° Office of the E»ecL-tive Legal Director. 

^^TX^Uti?? OeSerltln'''?* Comanche Peak Steam Electric Sta, , Unit S 
Ikfl re nforL of"*'* diacoverv during Jan 1979 per 

• 0. B. Debevoi se & Lleberman. 79/02/02. Spp, 

CcTotl^tloneT ' ^ 

motions fo^ protective orders re DEJJ-’* 790112 discoverii 
Ce?t“:p?ca;rapitc o^idctione . den, .otiose, 

79/0a%6;‘-26pp"''‘'’" '' ' '’^'’«^«TER,F,H. Jaetice, Dept. of. 

’’Matiprta“compIi®?i'’Stl5"Seneiatr®^®^^ Electric Sta., Unit 2 
to OOJ 781122 discovery ?ea“es? durtp" 

”«ouSn®{o‘'Sii'H:ustan7:::?Vu^ - ^ 

-spanee, to goj 7euardr» Cer\'i ue ? 


DOCKETED ITEMS 


Unit 2 


Unit 2 


50-446 Comanche Peak Steam Electric Sta 
Hotion to compel city of Austin, TX te provld^ful or 
responses to DOJ 781130 discovery request 0 ^ 05 ^ 0 ^ 


"’i!!sfcon\?SungTpouer":?r:e::nS f-" Sta., Unit 2 

FRANPiLIN. H. J, Dater It Dotts. 79/03/09. 7 pp. 

Lr’”r.“ "’' t, mc"c"”"tS", 

FRANKLIN, W, J, Daker I, Dotts. 79/02/09. 7 pp. 

BPiniP nancomp 1 lance noted. 

Support Dranch. ^79/OjVok ^^ 2 pp.*’ Construction & Engineering 

7902280166 DOCKET 50-446 Comanche Peak Steam Electric Sta Uni* o 

S0-446/7B-23 on 'sioll-ao No 

nencempl anCB noted. Major areas i nspe c ted: c ons t ac t Ivi t iL 

ROsInBER^ aT' "crSssSaS. S '’a"’"' SAL2’'rE'"’'’ ' 

Reactor Construction «, Engineering Support Dranfh'’" 79/0?)or' 7 pp, 

Shod * Sway Arrestors (HSSAl " ’ auiic 

SEVFniT, K. V, 

IP- 


Region 4, Dallas, Office of the Director. 79/02/02. 


’^NoUFUatiSn'^that^ot^* Comanche Peak Steam Electric Sta., Unit 2 
!!.?» expansion joint decontamination room is 

OARY under lOCFfiSO. 85. 

OARY, R, J. Toies Utilities Oerieratlng Co. 79/02/06, Ip. 

Electric Sta , Unit 2 

79 oJi 7 rfinst^ri-® ‘ "r" * ‘ ‘ deficiency rope^ed 

^ dhows connecting steam 

generators to crossover leg piping. 

OARY. R.J. Tsias Utilities Oeneraling Co. 79/02/10. Ip. 

7902270237 DOCKET 50-446 Comancho Peal Steam Electric Sta Unit a 
iea?tnr Potentially reportable weld metal defects in 

irrrr^pra^ny^'cSn^lir.Srto'NSc' investigated, util 

CARY, R.J. Tetas Utilities Oenerating Co. 79/02/19. Ip. 


7902270233 DOCKET 50-446 Comanche Peal Steam Electric Sta 
Supplement. 790117 verbal rept re possible deHciencrtn 
eo^niil"® pip® /‘tows connecting steam generator! to eross- 
lOCFRSO.^slur''"**” '"dtto'* ‘s not reportable, under 

OARY, R.J, Te«as Utilities Generating Co. 79/02/20. Ip. 

790-2230059 DOCKET STN-50-447 GESSAR-238 

Rept NEDE-24142, "Fast Scram Control Rod Qualification 

H£LTEMES,cV ‘stand t0CFfi2. 790>. 

Litnts, c.J. Standardiiatlon Dranch. 79/02/12, 2 pp. 

7902230063 DOCKET 8TN-50-447 0ESSAR-23B 
Finds Info in Revisions I S, 2 to rept 22A4365An 

proerledr^ k ‘ Containment- is 

HFLTBMrc i*" withheld (ref 10CFR2. 790). 

HELTEMEB.C, d, Sta ndard i lat 1 on Dranch. 79 / 02 / 12 , 2 pp. 

7902230061 DOCKET 80-448 Douglas Point Nuclear Station. Unit 1 
nforms that TRADOC Pamphlet 350-30, ■■ Inter!ervi!e P?;,cedidi 
is^'avan'^M **?"*', ^'‘* Development" referenced in NURBQ-0219 
microfiche form from NRC. 

ESAW.W, J, Division of Document Control. 7B/11/20. Spp, 

7902230061 DOCKET 50-449 Douglas Point Nuclear Station itni* o 

^ 0 ^“?:.%::::!.'"^^ '’t*’*®* 35o-3S‘."nte:!:rvi«‘p?Ue?“.f 

1 ! ai^n Development" referenced in NUREG-0219 

niefu 'n 'PidfoPidhe form from NRC, 

OESAH,W, J. Division of Document Control, 78/11/20. 3 pp. 

^NRC^lnltial^^nl Douglas Point Nuclear Station, Unit 2 

‘ ‘ntarrogatories S< requests for production of 
Util propounded to Houston Lighting t< Power Co St TX 

Bve'end,^’'^*'"® antitrust proceeding. Certificate of 

LESSY, R.P. Office of the Executive Legal Director. 79/01/15. 23 

7902280066 DOCKET 50-454 Dyron Station, Unit t 

ur;ram7M"^!euder, “ ®- ‘ 

SLATER. M. Environmental Project Dranch 1 , 79/01/25. 8 pp. 

7902220083 DOCKET 50-454 Dyron Station, Unit 1 

Forwards af/daWt stating that distribution of environ 

* ■" 

NAUOHTQN, W. F. Commonwealth Edison Co, 79/02/13, ip. 

7902230061 DOCKET 50-454 Byron Station, Unit 1 

Pamphlet 350-30. "Interservice Procedures 

Is avallabl!*in^in^^**?®K‘’‘a'‘"®'’*" ''*<’*'‘®Dded in NUREO-0219 
npofu u in microfiche form from NRC. 

ES W,H. J. Division of Document Control, 70/11/20. 3 pp, 

7902090380 DOCKET 50-4 54 Dyron Station. Unit 1 

Petition by P Neiner.U Creek, L & A Nalsh to intervene 
r!j ^ir*r' '’® adversely affected by 

d Svr^nd,'’ ** discharges. Affirmation. «< Certificate 

GORDON, T. Waaler, Evans J, Gordon, DOCK, C. A. Dock.C.E. 79 / 01 / 12 , 

79020B0275 DOCKET 50-454 Byron Station, Unit 1 

I^AzS^rV^ ‘-icensing Board in proceeding. 

LA20,R. M. Atomic Safety and Licensing Board Panel, 79/01/23. 2 pf 

7902150436 DOCKET 50-4,54 Byron Station, Unit 1 

Util s answer to petition te intervene filed by M Westerman 

& f””rS*to IrreiJ 0 ^ to establish standing 

NoUce! '* for evidentiary hearing, 

M?,*, OB f apPddranee «< Certificate of Sve end 

79/0?%S: '*• ' “'^‘-''WSKl. A, P. I, ham. Lincoln «, Beale. 

DOCKET 50-454 Byron Station, Unit 1 

79/ot/l9.'‘*i6pp,“''‘‘'^'’'^ ‘“ Isham. Lincoln «< Deale. 

7902220139 DOCKET 50-454 Dyron Station, Unit 1 
KARMAN, M. Office of the Executive Legal Director. 79/01/29. ip. 



DOCKETED ITEMS 


7908220197 DOCKET 30-494 Bgron Station, Unit 1 

An»u»r in opposition to H Westerman's petition to intervene. 
Patltion fails to satisfg interest requirement {• does not 
include contentions, Certi fi cate of Svc end 

KARHAH,M. Office of the Eiecutive Legal Director, 79/01/29. 4pp 


7908260394 DOCKET 80-454 Bgron Station, Unit 1 

Answers DeKalb Area Alliance for Responsible Energy petition 
to intervene. Standing requirement satisfied, sub j to 
authorliation for HJ Shineflug to act on their behalf. 

Contentions must be f i I ed . Cer t i f i cate of Svc end. 

KARHAN,M. Office of the Executive Legal Director. 79/01/29. 4pp 


7902230186 DOCKET 30-434 Bgron Station, Unit 1 
Forwards 1978 Annual Rept for utilitg. 

BRESEMANNi R. y. Commonwealth Edison Co. 79/08/13. ip. 


7908830194 DOCKET 30-494 Byron Station, Unit 1 

1978 Annual Rept. Reviews 1978, five year summary of 
operations t< mgt, tt flnanical statement, 
e Commonwealth Edison Co. 78/12/31. 24pp. 


7902140078 DOCKET 30-454 Byron Station, Unit 1 

Forwards Amend iB to application for const permits & 
operating licenses, w/rosponses to KRC questions raised 
during F8AR acceptance review. Lists questions unanswered due 
to time limit. 

REED, C. Commonwealth Edison Co. 79/02/08. 2pp. 


7902140086 DOCKET 30-434 Byron Station, Unit 1 

Amend 18 to F5AR. Inc lud es responses to NRC questions raised 
during FSAR acceptance review. 

« Commonwealth Edison Co. 79/01/31. 7S0pp. 


7902230166 DOCKET 30-434 Byron Station, Unit ) 

Forwards affidavit required bg 10CFR2. 101<a>(4) stating 
that Amand 18 to FSAR has been distributed in accordance 
with 781020 Ur. 

NAUOHTON, W. F, Commonweal th Ed i son Co, 79/02/14. 2pp. 


7902140090 DOCKET 30-434 Bgron Station, Unit 1 

Forwards IE Insp Repts 30-454/78-09 4 30-455/70-09 on 
781031-1 102, notice of violation t, notice of deviation. 
HEISHHANi R. F. Region 3, Chicago, Reactor Canstruetlon I, 

Engineering Support Branch. 78/12/28. Spp. 


7902140092 DOCKET 30-434 Ogron Station, Unit 1 
Notice of violation from insp on 701031-1102. 

e Region 3, Chicago, Office of the Director. 78/12/15. Ip. 


7902140093 DOCKET 30-434 Byron Station, Unit 1 
Notice of deviation from insp on 781031-1108 

e Region 3, Chicago, Office of the Director. 70/12/13. 2pp, 


7902140100 DOCKET 30-434 Byron Station, Unit 1 

IE Insp Repts 30-454/70-09 & 50-435/78-09 on 781031-1102. 
Noncompliance noted : fai lure to follow procedure re insp of 
desiccants inside valves tc deviation from procedures. 

NEI6LER, U. H. , LEE, E. M. , HAYE9, D. M. Regions, Chicago, Office of 
the Director. 78/12/15. 15pp. 


7902090091 DOCKET 50-454 Ogron Station, Unit I 

Ack receipt of 790122 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-454/73-09 li 
80-455/78-09. 

HEISHMANr R. F. Region 3, Chicago, Reactor Construction «, 

Engineering Support Branch. 79/01/31. ip. 


7902090101 DOCKET 50-434 Byron Station, Unit 1 

Responds to NRC 781226 Itr re violations noted In IE Insp 
Repts B0-4S4/7B-09 ?i 30-455/78-09. Corrective actions; revised 
insp procedures for valves stored outside or inside unheated 
anc 1 OS ures) welding procedures revised. 

REED, C. Commonwealth Edison Co. 79/01 /22, 5pp. 


7902130034 DOCKET 80-434 Byron Station, Unit 1 

Forwards IE Info Notice 79-01, "Bergen-Po ter son Hydraulic 
Shock h Swag Arrestors <HSSA)''. 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director. 79/02/02. 
4pp. 


7902210220 DOCKET 50-454 Byron Station, Unit 1 

Forwards IE Bulletin 79-01, “Environ Oual i f 1 cat ion of Class 
IE Equipment, " N/list of 11 systematic evaluation program 
plants for which no action is required. 

KEPPLBR, J. 0. Region 3, Chicago, Office of the Director, 79/02/09, 
>P- 


7902270232 DOCKET 50-454 Bgron Station, Unit 1 

Forwards IE Info Notice 79-03. "Limitorque Valve Soared 
Limit Switch 1-ubricant '' 

KEPPLER.J O. Region 3, Chicago, Office of the Director. 79/02/09. 
Ip 


7902280066 DOCKET 50-4 5S Bgron Station. Unit 2 

Forwards updated distribution lists for plant’s environ 
repts & amends. Lists replace those sent as end to 761101 
Itr from PM Kreutier. 

SLATER. M. Environmental Project Drench I, 79/01/23. flpp. 


7902220053 DOCKET 50-455 Byron Station, Unit 2 

Forwards affidavit stating that distribution of environ 
r ep t. op era t ing license stage, has been made in accordance 
w/NRC 781020 Ur 

NAUQHTQN, W. F. Commonwealth Edison Co. 79/02/13, Ip. 


7902230061 DOCKET 50-453 Byron Station. Unit 3 

Informs that TRADOC Pamphlet 350-30, ■" I ntersorvi c e Procedures 
for Instructional Sys Devolopmont" referenced in NURE8-0B19 
Is available in cnicroficho form from NRC. 

DESAy,U.<J. Division of Oecumont Control. 76/11/20. 3pp. 


7902090380 DOCKET S0-43S Bgron Station, Unit 2 

Petition by P Neiner.L CroekiL I, A Ualsh to intervene. 

Petitioners claim they will be adversely affected by 
radioactive releases ^ d i sc barges. Af f i rmat i ons U Certificate 
of Svc encl 

ODRDDNpT. Naaler. Evans S< Oordon DDCK.C.A. Bock. C E. 79/Oi/lS. 
I7pp. 


7902030275 DOCKET 30-453 Byron Station. Unit 2 

Informs of establishment of Licensing Board in proceeding. 

LAZO, R. M, Atomic Safety and Licensing Board Panel. 79/01/23. 2pp. 


7902130436 DOCKET 30-435 Byron Station. Unit 2 

Util's answer to petition to intervene filed by M yesiorman. 
Opposes petition nn grounds of failure to Dstabllah standing 
U failure to specify proper sub j for evidentiary hearing. 

Notices of appearance Certificate of Svc end, 

MILLER.H.I., MURPHY, P.M.. D I EL AH 3K I . A. P. tsliam. Lincoln t< Deal*. 

79/01/25 14pp. 


7902130073 DOCKET 50-435 Byron Station, Unit 8 

Util urges denial of petitions to intervene submitted ity 
Bob Nelner rarms.League uf Uamen Vniers of Fiat k f ord, Deka 1 b 
Area Alliance for Rusponsible Energy U Sinnissippi Alliance 
for Environ Cert i f i cat B of Svc end. 

BIELAUSKl , A. P. , MILLER, Ml., MURPHY. P.M. Ishnm. Lincoln Deale 
79/01/89, 16pp, 


7902280139 DOCKET 50-433 Byron Station, Unit 2 

Notice of appearance of M Karman t< RJ Goddard on behalf of 
NRC. Cor 1 1 f 1 ca tc of Svc encl. 

KARMAN, M. Office of the executive Legal Director. 79/01/29. Ip. 


7902320157 DOCKET 50-433 Byron Station. Unit 2 

Answer in apposition to M yestsrman's petition to intervune. 
Petition fails to satisfy interest requirement h does not 
include contentions, Certificate of Bve encl. 

KARMAN, M. Office of the Executive Logoi Director. 79/01/29. 4pp. 


7902860304 DDCKET 30-455 Byron Station. Unit 2 

Answers DeKalb Area Alliance for ResponEihle Energy petition 
to i ntorvenc. Stand ing requirement satlaf 1 ed» sub j to 
authorliation for HJ Bhlttoflug to act on tlieir behalf. 

Contentionc must be f I I ed. Cert i f ica t e of Svc end. 

KARMAN, M. Office of the Executive Legal Director. 79/01/29. 4pp, 


7902230106 DOCKET 50-453 Bgron Station. Unit 2 
Forwards 1970 Annual Rept for utility. 

BRESEHANN, R. W, CommonwaoUh Edison Co. 79/02/15. Ip. 


7902230194 DOCKET 30-455 Dyron Station, Unit 2 

1970 Annual Rep t . Revl euis 1970. five year summary of 
operations h mgt, l< flnanical statement, 
tt Commonwealth Edison Co. 78/12/31. 24pp. 


7902140070 DOCKET 50-453 Byron Station, Unit 2 

Forwards Amend 18 to application for const permits t< 
operating I Ic enses , u/respons es tn NRC questions raised 
during FSAR acceptance rev j ew, L i s ts questions unanswered due 
to time limit. 

REED, C. Commonwea 1th Edison Co. 79/02/06. 2pp. 


7902140066 DOCKET 30-435 Byron Station, Unit 2 

Amend 18 to FSAR. Inc 1 udes rosponaes to NRC questions raised 
during FSAR acceptance review. 

» Commonwealth Edison Co. 79/01/31. 7S0pp. 



DOCKETED ITEMS 


790a2301iA DOCKET 50-455 BijrDn Station, Unit 2 

For-uiar4s affidavit required by 10CFR2, 101 (a) <4) stating 
that Amend 18 to F5AR has teen distributed in accordance 
ulth 761020 Ur. 

NAUGHTON. W F. Commomuca 1th Edison Co, 79/02/16, 2pp. 


790E1 40090 DOCKET 50-455 Byron Station, Unit 2 

Foruards IE Insp Repts 50-454/70-09 t 50-455/70-09 on 
781031-1 lOSt notice of violation h notice of deviation. 
HEISHMANiR, r Region 3, Chicago, Reactor Construction fc 

Engineering Support Branch. 70/12/28. 2pp. 


7902090330 DOCKET 50-456 Bralduood Station, Unit I 

Petition by P Nolnoril. Creek,!. %c A Walsh to intervene. 

Petitioners claim they will be adversely affected by 
radioactive releases & d i schargos. Affirmations fc Certifieeto 
of 8vc end. _ 

GORDON, T, Waalor, Evans tt Gordon. BOCK, C. A, BocItiC.E, 79/01/la. 
17pp. 

7902050275 DOCKET 50-456 Qraidutood Station, Unit 1 

Informs of establishment of Licensing Board in proceeding. 

LAZOiR.M, Atomic Safety and Licensing Board Panel. 79/01/23. 2pp. 


7902140092 DOCKET 50-455 Byron Station, Unit 2 
Notice of violation from insp on 781031-1102, 

* Region 3, Chicago, Office of the Director. 70/12/15, ip. 


7902140095 DOCKET 50-455 Byron Station, Unit 2 
Notice of deviation from Insp on 701031-1102. 

» Region 3, Chicago, Office of the Director. 70/12/15. 2pp. 


7902140100 DOCKET 50-455 Byron Station, Unit 2 

IE In’Sp Repts 50-454/70-09 8, 50-455/70-09 on 701031-1102. 
Noncompliance noted : fai lure to follotu procedure re insp of 
desiccants inside valves 8< deviation from procedures. 

NEISLER, J. H , LEE, E. W, . HAYES, 0 H. Region 3, Chicago, Office of 
the Director, 76/12/15, ISpp, 


7902090091 DOCKET 50-455 Dyron Station, Unit 2 

Ack receipt of 790122 Itr informing HRC of steps taken to 
correct violations noted in IE Insp Repts 50-454/70-09 U 
50-455/78-09, 

HEISHMAN.R.F Region 3, Chicago, Reactor Construction 8, 

Engineering Support Branch, 79/01/31. ip 


7902090101 DOCKET 50-455 Byron Station, Unit 2 

Responds to NRC 701226 Ur re violations noted In IE Insp 
Repts 50-454/7B-09 L 5O-4S5/70-O9. Correc t i ve ac t i Ons : rev 1 sed 
insp procedures for valves stored outside or inside unhoated 
anclosurBOiue Iding procedures revised. 

REEBjC. Commotiuealth Edison Co. 79/01/22. 5pp. 


7902120054 DOCKET 50-455 Byron Station, Unit 2 

Forwards IE Info Notice 79-01, ‘'Dergen-Paterson Hydraulic 
Shock Ji Sway Arrestors (HSSA)". 

KEPPLER, 0, G. Region 3, Chicago, Office of the Director. 79/02/02. 
4pp. 


7902210220 DOCKET 50-455 Byron Station, Unit 2 

Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." W/lisl of 11 systematic evaluation program 
plants for which no action is required. 

KEPPLER,J, 0. Region 3, Chicago, Office of the Director. 79/02/09. 
Ip. 


790227025S DOCKET 50-455 Dyron Station, Unit 2 

Forwards IE Info Notice 79-03, "Limltorquo Valve Geared 
Limit Sultch Lubricant, ” 

KEPPLER.J, 0, Region 3, Chicago, Office of the Director, 79/02/09. 
Ip- 

7902260066 DOCKET 50-456 Draiduood Station, Unit 1 

Forwards updated distribution lists for plant's environ 
repts it amends. Lis ts replace those sent as end to 761101 
Itr from PM Kroutier. 

SLATER, M, Environmental Project Branch 1. 79/01/25. 8pp. 


7902220053 DOCKET 50-456 Uraiduood Station, Unit I 

Forwards affidavit stating that distribution of environ 
rept. op erat ing license stage, has been made in accordance 
w/NRC 701020 Ifcr. 

MAUGHTON, W. F. Commonwealth Edison Co 79/02/13. ip. 


7902150436 BOCKET 50-456 Braiduood Station, Unit 1 

Util's answer to petition to intervene filed by M Westerman. 
Opposes petition on grounds of failure to establish standing 
li failure to specify proper subj for ovldentiary hearing. 

Notices of appearance & Certificate of 8vc end. 

MILLER, M. I., MURPHY, P.M., B lELAWBKI , A. P. Ishara, Lincoln & Deala. 

79/01/25. I4pp, 


7902120066 DOCKET 50-456 Draiduood Station, Unit 1 

Ad receipt of 790103 Itr requesting operating license for 
facitlly be denied. Commissioners cannot respond due to 
pending status before A8LB. 

DEYDUNO, R.C. Division of Site Safety & Environmental Analysis. 
79/01/29. 2pp. 


7902120070 DOCKET 50-456 Bralduood Station, Unit 1 
Requests operating license for facility be denied. 
CORBIN, T, Affiliation Unknown. 79/01/03. Ip. 


7902130073 DOCKET 50-456 Bralduood Station. Unit 1 

Util urges denial of petitions to intervene submitted by 
Bob Nelner Farms, League of Women Voters of Rockford. Dekalb 
Area Alliance for Responsible Energy & Sinnisslppi Alliance 
for Environ, Cert 1 ficale of Sve end. 

BIELAWSKl. A. P. . MILLER. M. I. . MURPHYtP.M. Isham. Lincoln b Beale. 
79/01/29. I6pp. 


7902140000 DOCKET 50-456 Bralduood Station. Unit 1 
Responds to 790102 Itr protesting 1 icens ing. Forwards 
response to Corbin 790103 Itr w/similar concerns, eip lalning 
measures being taken to assure public safety. 

DEYOUNG. R. C. Division of Site Safety It Environmental Analysis. 
79/01/29. ip. 


7902140063 DOCKET 50-456 ttfaidwood Station. Unit 1 

Protests licensing b resultant land b ulldllfe disturbances. 
Expres.ses concern re impact on local well water b potential 
haiardt of cooling pool. 

DUDAN. T. Affiliation Unknown. 79/01/02. 2pp. 

7902220139 DOCKET 50-456 Draiduood Station. Unit 1 

Notice of appearance of H Karman b RJ Goddard on behalf of 
NRC, Certificate of Sve encl. 

KARMAN. M. Office of the Executive Legal Director. 79/01/29. Ip. 


7902220157 DOCKET 50-456 Draiduood Station. Unit 1 

Answer in opposition to M Westerman's petition to intervene. 
Petltlun fails to satisfy interest requirement b does not 
include content ions. Cert i ficate of Bve end. 

KARMAN. M. Office of the Executive Legal Director. 79/01/29. 4pp. 


7902260530 DOCKET 50-456 Braiduood Station, Unit 1 

Answers Bridget Little Rorem, Inc petition to intervene. 

Petitioners have satisfied standing requirement, but adequacy 
of petition cannot be decided on until contentions are 
fl led. Cert i ficate of 8vc encl. 

KARMAN, M. Office of the Executive Legal Director. 79/01/29. 4pp. 


7902130203 DOCKET 50-456 Draiduoo’d Station. Unit i 

Would appreciate being kept advised on petition to intarvane 
filed by 'DL Rorem. 

O'DRIEN.O.M. House of Rep. 79/01/19. Ip. 


7902230061 DOCKET 50-456 Braiduood Station. Unit 1 

Informs that TRADOC Pamphlet 350 - 30 , "IntBrscrviee Procedures 
for Instructional Sys Oevelopment" referenced in NUREO-0219 
is available in micro fl che, form from NRC. 

DESAW. W, J. Division of Document Control. 70/11/20, 3pp. 


7902010319 DOCKET 50-456 Draiduood Station, Unit 1 

Concerned that produc 1 1 on, p torage 8, transportation of spent 
fuel subjects public to radioactive waste exposure b affects 
health b safety of environ. Util should be responsible for 
' insurance costs. Urges license be denied 

ROREM. D. L. . ROREM, R, ■ FROTH I NOHAM, D. Af f I U a t ion Un known. 

7pp. 


79/01/11. 


7902130202 DOCKET 50-456 Braiduood Station. Unit 1 

In response to 790119 Itr to C Kammerer. advises that NRC 
filed answer an 790129 to petition to intervene of BL Rorem. 
Premature for A8LD to rule on adequacy of petition as whole 
at present time. 

G0S8ICK.L. V. Office of the Executive Director for Operations. 
79/08/07. Ip. 


7908230106 DOCKET 50-456 Draldwood Station, Unit 1 
Forwards 1970 Annual Rept for util. 

BRESEMANN, R, W, Commonweal th^ Edison Co. 79/02/15. ip. 

7902230194 DOCKET 50-486 Draiduood Station, Unit I 
1976 Annual Rept, Reviews 1970, five year summary Of 
operations b mgt. b finanical statement, 
e Commonwealth Edison Co. 70/12/31. 84pp. 
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770S14007B DOCKET 9D-496 Bralduood Station. Unit 1 
Forwards Amtnd IS to application for const permits b 
oparatlnp llcansasi id/ratponses to NRC questions raised 
during FBAR acceptance revleui. Lists questions unanswered due 
to tine I’imit. 

RQEDfC. Commonwealth Edison Co. 79/02/08. Spp. 


7902140086 DOCKET S0-4S6 Bralduood Station. Unit 1 

Amend 16 to F8AR. Inc ludes responses to MIC questions raised 
during FSAR acceptance revleu. 

* Commonwealth Edison Co. 79/01/31. 7S0pp. 


7902230166 DOCKET 90-496 Braidwoed Station, Unit 1 

Forwards affidavit required bu 10CFR2. 101 (a)<4) stating 
that Amend IG to FBAR has been distributed in accordance 
with 781020 Itr. 

NAUOHTON, U. F. Commonwealth Edison Co. 79/02/16. 2pp. 


7902120094 DOCKET 90-4S6 Draldwood Station. Unit 1 

Forwards IE Info Notice 79-01. “Dorgen-Paterson Hydraulic 
Shocli b Buag Arrestors IHSSAl". 

KEPPLERtU.O. Region 3. Chicago. Office of the Director. 79/02/02. 

4pp. 


7902210220 DOCKET 90-496 Bralduood Station. Unit 1 

Forwards IE Bulletin 79-01. "Environ Oual 1 f Icatlon of Class 
IE Equipment." M/list of 11 systematic evaluation program 
plants for which no action is raqulred. 

KEPPLER.J. 0. Raglon 3. Chicago. Office of the Director. 79/02/09. 
ip. 


7902270292 DOCKET 90-496 Graldwood Station. Unit 1 

Forwards IE Info Notice 79-03. "Llmitorque Valvt Geared 
Limit Switch Lubricant, " 

KEPPLER) J, 0. Region 3. Chicago. Office of the Director. 79/02/09. 
Ip- 


7902280066 DOCKET 90-437 Dratduood Station. .Unit 2 

Forwards updated distribution lists for plant's Environ 
Repts b amends. List rsplsces those sent as end to 761101 
Itr from PM Kreutier. 

SLATER. H. Environmental Project Branch 1. 79/01/29. Spp. 

7902220093 DOCKET 90-497 Braldwood Station, Unit 2 

Forwards affidavit stating that distribution of environ 
rspt> operating llcentt stage. hat basn made in accordance 
u/NRC 7S1020 Itr. 

NAUOHTON. U. F. Commonwealth Edison Co. 79/02/13. Ip, 


7902230061 DOCKET 90-497 Draidwood Station, Unit 2 

Inform! that TRADOC Pamphlet 390-30, "Interservice Procedures 
for Instructional Bye Development" referenced in NUREO-0219 
Is available In mlerefiehe form from NRC. 

BESAU. W. J. Division of Document Control. 7B/11/20. 3pp. 


7902010319 DOCKET 90-497 Bralduood Station. Unit 2 

Concerned thet production. storage b transportation of spent 
fuel eubjects public to redioactive waste exposure b affects 
health b sefety of environ. Util should be responsible for 
Ineurance caste. Urges license be denied. 

RDREM.B.L., ROREM.R,. FRDTHINOHAM, D. Affiliation Untnouin, 79/01/11. 
7pp. " 


79020903B0 DOCKET 30-497 Braldwood Station, Unit 2 

Petition by P Neiner.L CreeJi.L b A Malsh to intervene. 

Petltleneri claim they will be adversely effected by 
redioactive releasee b discharges. Affirmation b Certificate 
of 8ve and. 

OORDON, T. Waaler. Evans b Oordon. 79/01/12. 17pp, ' 

7902090279 DOCKET 90-497 Braldwood Btatlon, Unit 2 

Informs of oitab 1 ishmont of Licensing Board in proceeding. 

LAZO. R.H. Atomic Safety ond Llcpnting Board Panel. 79/01/23. 2pp, 


7902190436 DOCKET 90-497 Braldwood Station, Unit 2 

Util's answer to petition to intervene filed by M Westerman. 
Oppoeos petition on grounds of failure to establish standing 
b failure to specify proper subj for evidentiary hearing. 
'Notiete of appooreneo b Certlflcata of 8vc end. 

MILLER, H. I. Ilham, Lincoln b Baals. 79/01/23. 14pp. 


7902120066 DOCKET 90-497 Braldwood Station, Unit 2 

Act receipt of 790103 Itr roquoetlng operating license for 
fadtlly be dented. Commlisionert cannot respond due to 
pending status before ASLB. 

OEYDUNO.R. C, Dlvlelon of Site Safety b Environmental Analysis. 
79/01/29. 2pp. 


7902120070 DOCKET 50-457 Braldwood Station. Unit 2 
Requests operating license for facility be denied. 
CORBIN, T Affiliation Unknown 79/01/03. ip. 


7902130073 DOCKET 30-457 Braldwood Station, Unit 2 

Util urges denial of petitions to intervene submitted by 
Bob Nelner Farms. League of Women Uoters of Roc kford. Dekalb 
Area Alliance for Responsible Energy (< Sinnissippi Alliance 
for Environ, Cert 1 flea te of Sve end. 

BIELAWSKI.A P. Isham, Lincoln b Beale. 79/01/29, 16pp 


7902140030 DOCKET 50-457 Braldwood Station. Unit 3 
Responds to 790102 Itr protesting i icons ing. Forwards 
response to Corbin 790103 Itr u/slmilar concerns, e xplaining 
measures being taken to assure public safety. 

DEVOUNO.R.C. Division of Site Safety b Environmental Analysis, 
79/01/29, Ip. 


7902140083 DOCKET 50-457 Braldwood Station, Unit 2 

Protests licensing U resultant land b wildlife disturbances. 
Expresses concern re impact on local well water b potential 
haiards of cooling pool. 

SUDAN. T. Affiliation Unknown. 79/01/02. 2pp 


7908220139 DOCKET 50-457 Braldwood Station, Unit 2 

Notice of appearance of M Karman b RU Goddard nn behalf of 
NRC, Certificate of Sve end, 

KARMAN. M. Office of the Executive Legal Director. 79/01/29. Ip. 

7902220157 DOCKET 50-457 Braldwood Station. Unit 2 

Answer in opposition to M Uesterman's petition for leave to 
intervene. Petition fails to satisfy interest requirement b 
does not Include content ions. Cert If 1 cat o of Sve encl. 

KARMAN. M. Office of the Executive Legal Director. 79/01/29. 4pp. 


7902260SBB DOCKET 50-457 Bralduood Btatlon, Unit 2 

Answers Bridget Little Rorem. Inc petition to Intervene. 

Petitioners have satisfied standing requ iremont. but adequacy 
of petition cannot be decided on until contentions are 
f 1 1 ed. Cer ti f Icate of Sve encl. 

KARMAN. M. Office of the Executive Legal Director. 79/01/S9. 4pp. 


7902130203 DOCKET 50-457 Draldwood Station. Unit 2 

Would appreciate being kept advised on petition to intervene 
filed by DL Rorem. 

O'DRIENiO.M. House of Rep, 79/01/19. Ip. 


7902130202 DOCKET 50-457 Braldwood Station, Unit 2 

In response to 790119 Itr to C Kammcrer, advise i that NRC 
filed answer on 790129 to petition to intervene of DL Rorem. 
Premature for ASLB to rule on adequacy of petition as whale 
at present time. 

00B8ICK. L. U. Office of the Executive Director for OpBratlons 
79/02/07. Ip. 


79022301S6 DOCKET 50-457 Braldwood Station. Unit 2 
Forwards 1978 Annual Ropt for util, 

BRESEMANN. R. W. Cammonueal th Edison Co. 79/02/13, 1 p. 


7902230194 DOCKET 50-457 Draldwood Station. Unit 2 
197B Annual Rept. Reviews 1978. five year summary of 
operations b mgt. b flnanlcal statement, 
e Commonwealth Edison Co. 7S/12/31. 24pp. 


7902140078 DOCKET 50-457 Bralduood Btatlon. Unit 2 
Forwards Amond IS to application for const permits b 
operating 1 Icenses. w/responses to NRC questions raised 
during FSAR acceptance review. Lists questions unanswered due 
to time limit. 

REED, C. Commonwealth Edison Co. 79/02/OB, 2pp. 


7902140006 DOCKET 50-457 Draidwood Station. Unit 2 

Amend IS to FSAR. Includes responses to NRC questions raised 
during FSAR acceptance review. 

* Commonwealth Edison Co. 79/01/31. 750pp. 


7902230166 DOCKET 50-457 Braldwood Station, Unit 2 

Forwards affidavit required by 10CFR2. 101 (a M41 stating 
that Amend 18 to FSAR has been distributed In accordance 
with 781020 Itr. 

NAUOHTON, W. F. Commonwealth Edison Co. 79/02/16. 2pp 


7902120054 DOCKET 50-457 Braldwood Station. Unit 2 

Forwards IE Info Notice 79-01, "Bergen-Paterson Hydraulic 
Shock b Sway Arrestors (HBSAl". 

KEPPLER, vl. 0. Region 3. Chicago, Office of the Director. 79/02/02. 
4pp. 
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79022102SO DOCKET SO-4S7 Draiiluooil Station^ Unit 3 

Foruams IE Bulletin 79-01. ’’Environ Qualification of Class 
IE Equipment. ” H/list of il systematic evaluation program 
plants for uhich no action is required 

KEPPUER. J. 0, Region 3. Chicago. Office of the Director. 79/02/09, 
Ip 


79022702S2 DOCKET 50-457 Draidiuood Station. Unit 2 

Foruiards IE Info Notice 79-03. "Limitorque Valve Geared 
Limit Sultch Lubricant ” 

KEPPLER.J. 0. Region 3. Chicago, Office of the Director, 79/02/09, 
Ip. 


7902230061 DOCKET 50-450 River Bend Station, Unit 1 

Informs that TRADDC Pamphlet 350-30. ” Interservi ce Procedures 
for Instructional Sys Devolopment" referenced in NUfiEO-0219 
is available in microfiche form from NRC. 

DESihW. W. J, Division of Document Control, 7B/il/20. 3pp 


7902260235 DOCKET 50-456 River Bend Station, Unit I 

Summariies 781213 meeting in Dethesda. MD. u/rcpresentati ves 
of vhils u/post-CP applications to discuss pending OL 
revioiu matters, inc lud ing staff policies h revieu priority 
criteria. Discussion areas & attendees list end. 

LICITflrt.E, Light Water Reactors Branch 3. 79/01/12, Bpp, 


7902210179 DOCKET 50-45B River Bend Station, Unit 1 
Foruiards IE Insp Repts 5O-450/7B-O6 t< 50-459/70-05 on 
781219-20. No nancomp 1 1 anc e noted. 

SEIDLE.W.C, Region 4. Dallas, Reactor Construction t> Engineering 

Support Branch. 79/01/12, 2pp. 


7902210102 DOCKET 50-45B River Bend Station, Unit 1 

IE Insp Repts 50-45B/7B-06 50-459/70-05 on 701219-21. No 
none omp 1 1 anc B noted, (lajor areas Inspected; const phase 
environ protection programs (organ! lat ion & administration, 
audits, environ monitoring 1< ecological study). 

EVERETT, R.J. , BROWN, 0. D. Region 5, San Francisco, Reactor 
Construction «< Engineering Support Branch, 79/01/11, 5pp. 


7902130043 DOCKET 50-45B River Bend Station, Unit i 
Foruards IE Info Notice 79-Oi , ’Dergen-Paterson Hydraulic 
Shock (< Sway Arrestors (HSSA). " 

SEVFRIT. K. V, Region 4, Dallas, Office of the Director. 79/02/02. 
Ip. 


7902230061 DOCKET 50-459 River Bend Station, Unit 2 

Informs that TRADOD Pamphlet 350-30, "Interservice Pracedures 
for Instructional Sys Development” referenced In NUnEO-0219 
is available in microfiche form from NRC, 

DESAW.M, J, Division of Document Control, 70/11/20, 3pp. 


7902260235 DOCKET 50-459 River Bend Station, Unit 2 

Summariies 781213 meeting in Bethesda, HD, ui/represcntatl ves 
of utils w/posfc-CP applications to discuss pending QL 
review matters, including staff policies (> review priority 
cri taria. Disc ussion areas & attendees list end. 

LICITRA.E. Light Water Reactors Branch 3. 79/01/12. Bpp. 


7902210179 DOCKET 50-459 River Dend Station, Unit 2 
Forwards IE Insp Repts 50-430/78-06 b 50-459/70-05 on 
701219-20. No n one omp 1 lane s noted. 

SEIDLE.W.C, Region 4, Dallas, Reactor Construction b Engineering 

Support Branch, 79/01/12. 2pp. 


7902210182 DOCKET 50-459 River Bend Station, Unit 2 

IE Insp Repts 50-430/78-06 50-459/70-05 on 701219-21. No 
noncomp 1 1 anc o noted. Major areas Inspected ; const phase 
environ protection programs (organ! tation b administration, 
audits, environ monitoring b ecological study). 

EVERETT, R. J. , BROWN, 0. D. Region 5, San Francisco, Reactor 
Construction b Engineering Support Branch. 79/01/11. 5pp. 


7902130043 DOCKET 50-459 River Bend Station, Unit 2 

Forwards IB Info Notice 79-01, “Dergen-Paterson Hydraulic 
Shock b Sway Arrestors (HSSA). ” 

SEYFRlTiK. V, Region 4, Dallas, Office of the Director. 79/03/02, 

Ip. 


7902070080 DOCKET 50-460 WPPBS Nuclear Project, Unit 1 
Summary of 790117 meeting w/WPPS. Discusses environ 
qualification of equipment. 

DQURNIA, A. Light Hater Reactors Branch 3. 79/01/25. Spp, 


790U9022B DOCKET 50-460 WPPSS Nuclear Project, Unit 1 
Forwards copies of NUREG/CR-0400, “Risk Assessment Review 
Group Rept to US NRC" to parlies of proceed ing, NRC is 
developing policy statement re rept.W/o end rept, 

KETCHEN,E. G, Office of the Executive Legal Director. 79/01/11. ip. 


7902260023 DOCKET 50-460 WPPSS Nuclear Project, Unit 1 
Forwards IE Insp Repts S0-460/7B-0B b 50-513/76-08 on 
781 120-1201. No noncompliance noted. 

SPENCER, O S. Region 5, San Francisco, Reactor Construction b 

Eng Ineering Support Branch, 79/01/09, 2pp, 


7902260026 DOCKET 50-460 WPPSS NucUar Project, Unit 1 

IE Insp Repts 30'U460/78-08 b 30-513/70-08 on 781 1 20- 1 201 . No 
noncompliance noted. Major areas inspec ted ; cons t activities 
Including open items from previous insp, 1 icensee identified 
items b containment steel structures b supports. 

ECKHARDT. J. H. , HAIST, D.P, Region 5, San Francisco, Office of the 
Director. HAVNES, R, C. Region 5, San Francisco, Reactor 

Construction b Engineering Support Branch. 79/01/09. Spp. 


7902120142 DOCKET 50-460 WPPSS Nuclear Project, Unit 1 
Foruards IE Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock b Sway Arrestors (HSSA)." 

ENGELKEN, R. IH. Region 3, San Francisco, Office of the Director. 
79/02/02, Ip, 


79.02230071 DOCKET 50-460 WPPBS Nuclear Project, Unit 1 

Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." W/list of It systematic evaluation program 
plants for which no action is required. 

ENGLEKEN, R. H. Region 3, San Francisco, Office of the Director. 
79/02/09. Ip. 


7902270393 DOCKET 50-460 WPPBS Nuclear Project, Unit 1 
Forwards IE Info Notice 79-03, "Limitorque Valve Geared 
Limit Switch Lubricant, ’’ 

ENGLEKEN, R. H. Region S, San Francisco, Office of the Director. 
79/02/09. Ip. 


7902260235 DOCKET 50-461 Clinton Power Station, Unit 1 

Summariies 781213 meeting in Qethesda, MD, w/representatives 
of utils u/post-CP applications to discuss pending OL 
review matters, Inc lud ing NRC policies b review priority 
cri teria. Di sc ussion areas b attendees list end. 

LICITRA, E. Light Water Reactors Branch 3. 79/01/12. 0pp. 


7902120100 DOCKET 50-461 Clinton Power Station, Unit 1 
Forwards IE Info Notice 79-01 , "Dergen-Paterson Hydraulic 
Shock b Sway Arrestors (HSSA). 

KEPPLER, J, 0. Region 3, Chicago, Office of the Director. 79/02/02, 
Ip, 


7902210192 DOCKET 50-461 Clinton Power Station, Unit 1 

Ack receipt of 7901 12 I tr informing NRC of steps token to 
correct violation noted In IE Insp Rept 50-461/78-06. 
HEI8HMAN, R, F. Region 3, Chicago, Reactor Construction b 
Engineering Support Branch. 79/02/02. ip. 


7902210199 DOCKET 50-461 Clinton Power Station, Unit i 

Responds to NRC 781215 Itr re violations noted in IE Insp 
Rept 50-461/70-06, Corrective actions: developed written 
procedure for operation of Husky's spot welding process, 
calibr gauges b instruments. 

0ER8TNER, W. C. Illinois Power Co. 79/01/12. 2pp. 


7902210193 DOCKET 50-461 Clinton Power Station, Unit 1 

Foruards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment. " H/list of 11 systematic evaluation program 
plants for which no action is required, 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/02/09. 
ip. 


7902270353 DOCKET 50-461 Clinton Power Station, Unit 1 
Forwards IE Info Notice 79-03, "Limitorque Valve Geared 
Limit Switch Lubricant." 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/02/09. 

Ip 


790212O1C0 DOCKET 50-462 Clinton Power Station, Unit 2 
Foruards IE Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock b Sway Arrestors (HSSA). 

KEPPLER, J.O. Region 3, Ch 1 cagoi Of f 1 c c of the Director. 79/02/02. 
Ip- 


7902210193 DOCKET 50-462 Clinton Power Station, Unit 2 

Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment. " W/llst of 11 systematic evaluation program 
plants for uhich no action is required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/02/09, 
Ip. 


7902270353 DOCKET 50-462 Clinton Power Station, Unit 2 ' 

Foruards IE Info Notice 79-03, "Limitorque Valve Geared 
Limit Switch Lubricant." 

KEPPLERiJ.O, Region 3, Chicago, Office of the Director. 79/02/09 
Ip. 
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7902140226 DOCKET 50-463 Fulton Oenoratlng Station, Unit 1 
Informi since const permit application has returned to 
normal licensing path, util mill resume normal communicat 1 ons 
iij/partles it will send no more monthly rept Itrs. 

IfiMIN. D. P. Hunton 6 Hilllams. 79/01/16. 2pp. 


7902140226 DOCKET 50-464 Fulton Generating Station, Unit 2 
Informs since const permit application has returned to 
normal licensing path, util will resume normal communications 
w/parties & will send no more monthly rept Itrs. 

IRMINrD.P. Hunton bUilllams. 79/01/16. 2pp. 


7902140113 DOCKET 50-466 Allens Creek Nuclear Station, Unit 1 
Informs of NRC visit on 790205-09 to alternative sites. 

FROECICH, R. W. Environmental Project Branch 1. 79/02/01. 4pp. 


7902260592 DOCKET SO-466 Allens Creek Nuclear Station, Unit 1 
NRC has reviewed nuclear power plant siting study discussed 
at 790103 meeting 6 intends to conduct more detailed review 
of certain sites. Plans to visit sites to obtain addl Info. 

List of questions end. 

BALUARD, R. L. Environmental Project Branch 1 79/02/05. 10pp. 


7902230061 DOCKET 50-466 Allens Creek Nuclear Station, Unit 1 
Informs that TRADOC Pamphlet 350-30, " Inter service Procedures 
for Instructional Sys Development" referenced in NUREO-0219 
Is available In microfiche form from NRC. 

DESAN, U. J. Division of Document Control. 78/11/20. 3pp. 


7902050242 DOCKET 50-466 Allens Creek Nuclear Station, Unit 1 
Applicant's response to TX PIRO motion for certification of 
questions to ASUAD. Urges Board to deny motion, since 
petitioner's request for referral fails to meet 10CFR2, 730 
criteria. Cert i flcato of Bve end. 

NEWMAN, J.R. I CULPiR. H. Louenstoin, Newman, Reis, Axelrad fc Toll. 
COPELAND, J. 0. Baker *< Dotts. 79/01/05. Itpp. 


7902050044 DOCKET SO-466 Allens Creek Nuclear Station, Unit 1 
NRC response to TX PIRO motion for eertl flea t ion. Believes 
nothing in the facts or law supports certification of three 
TX PIRO questions. Urges motion be denied. Cert 1 fieate of Sve 
end. 

WODDHEAD, C. P. , BDHINKI, 8. M. Office of the Eeecutlve Legal Director. 
79/01/11. 9pp. 


7902060006 DOCKET 50-466 Allens Creek Nuclear Station, Unit I 
Applieantfs motion to strike WE Renfro 701226 Itr as 
irrelevant & as untimely attempt to suppl his statement of 
contentions. Certificate of Sve end. 

COPELAND, J. 0. , THRACH, C. 0. Baker S< Dotts. NEWMAN, J.R, 
Lowinstein, Newman, Rei s, Axelrad Si Toll. 79/01/16, 5pp. 


7902130228 DOCKET 50-466 Allens Creek Nuclear Station, Unit 1 
Petitions for suspension of proceedings on basis of 790119 
withdrawal of NRC endorsement of WASH-1400, wh ich has tainted 
NRC regulations ti util's studies. Certificate of Sve end. 
HOOKER, K. Affiliation Unknown, 79/01/30, 2pp. 


7902260086 DOCKET 50-466 Allens Creek Nuclear Station, Unit 1 
Responds to 790114 Itr requesting info for participating In 
hearings. No schedule established yet. Discusses two methods 
by which public can participate in hearings. It Is mandatory 
that petition to intervene be filed per 10CFR2. 714. 

ENOELHARDT, T. F. Deputy Executive Legal Director. 79/02/01. 2pp. 


7902220198 DOCKET 50-466 Allens Creek Nuclear Station, Unit 1 
Motion for admission of two contentions previously wl thdrawn 
due to Rasmussen Rept re reactor bursting accidents 8, 
meltdown. Submi ts Class 9 accidents to be consider ed. Mai 1 Ing 
list end. 

aCOTT, 0. Texas Public Interest Research Group. 79/02/02. 4pp. 


7902230026 DOCKET SO-466 Allens Creek Nuclear Station, Unit i 
Order ruling on intervention petition. Admits some as 
parties w/certahn contentions h allows others to make a 
1 Imlted. appearance statement. 

CHEATUM, B. L. , LINENDEROER, 0. A, WOLFE, S, J. Atomic Safety and 
Licensing Board Panel. 79/09/09. 81pp. 


7902260076 DOCKET 50-466 Allens Creek Nuclear Station, Unit 1 
Denies petitioner to intervene TX PIRO 781292 motion for 
certification of questions to ASLAB. Extraord Inary 
circumstances must bo shown to permit interlocutory appeal. 

WOLFE, 6. J, Atomic Safety and Licensing Board Panel. 79/02/09. 4pp. 


790223006i DOCKET 50-467 Allens Creek Nuclear Station, Unit 2 
Informs that TRADOC Pamphlet 350-30, "Interservlce Procedures 
for Instructional Sys Development" referenced in NUREO-0219 
it available in microfiche form from NRC. 

QESAW, W. J, Division of Document Control. 78/11/20. 3pp. 


7902060361 DOCKET 50-468 Laguna Verde Station 

Requests amend Id Export License XR-9a to include Helix 
Process Sys as another party to export. 

WILSON, D.D, General Electric Co .Nuclear Energy Pro'duets Dlv. 
79/01/16. Ip. 


7902120220 DOCKET STN-50-470 CESSAR System 80 

Bummarlies 790111 meeting w/C-E re antitrust considerations 
Discussions held re NRC initial draft of questions far 
monitoring implementation 8, effects of NRC standard i xation 
program on NSSS vendor. 

CHANANIA, F. D. Anti -Trust Division. 79/01/12. 9pp. 


7902140064 DOCKET STN-50~470 CESSAR System 60 

Notification of 790207 meeting In Dethesda, MD, to discuss 
standerdl lat ion policy 8, results of acceptance review of 
CESSAR Sys SO F5AR. 

VILLALVA, 1 Standard i jation Branch 79/01/31 app 


7902260343 DOCKET 50-471 Pilgrim Nuclear Power Station. Unit 2 
Forwards licensees responses re DWR purging B< venting. 

BRUNNER, E.J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 76/05/12. 3pp. 


7902210042 DOCKET 50-471 Pilgrim Nuclear Power Station. Unit 2 
Forwards Info re categorization of recent reg guides by 
Regulatory Requirements Review Committee that maij be useful 
for future planning, W/att Regulatory Requirements Review 
Committee Meeting 31 Summary re categari lation. 

BDVD, R, B. Division of Project Management, 79/01/26. 41pp. 


7902970334 DOCKET 50-471 Pilgrim Nuclear Power Station, Unit 2 
In response to 790119 request for certain commitmeiibB re 
ATWB, advises that plant design will not preclude 
supplementary protection sys or demonstration of 
functionab 1 1 1 ty of cooling valves. 

BUTLER, R.M, Boston Edison Co. 79/02/20, 2fp. 


7902070012 DOCKET 50-471 Pilgrim Nuclear Power Station. Unit 2 
Forwards Suppl 4 to SER (NUflEO-75/054 ) re application for 
const permits. 

PARR.O. D. Light Water Reactors Branch 3. 79/01/26. 3pp. 


7902070015 DOCKET 50-47! Pilgrim Nuclear Power Station. Unit 2 
Suppl 4 to SER (NUREO-75/054) re application for const 
perml t. Discusses generic issues, site charec ter i sties, review 
by ACRB 8, financial qual 1 ficat ions. Cone ludes permit should 
be issued provided certain identified issues are resolved. 

» Office of Nuclear Reactor Regulation. NUREG-0022. 79/01/19. 

lOSpp. Available at NTIS. 


7902140456 DOCKET 50-471 Pilgrim Nuclear Power Station. Unit 2 
Forwards NUREG/CR-0400, "Risk Assessment Review Group Rept 
to the US NRC (Lewis Rep t >, provld Ing recommendations for use 
of risk assessment methodology ti assessment of HASH-14Q0. 

SMITH, B.H. Office of the Executive Legal Director. 79/01/23. Ip. 


7902150141 DOCKET 50-471 Pilgrim Nuclear Power Station, Unit 2 
Forwards SAND77-t927, "Transport of Radionuclides in Urban 
Environs: Work ing Draft Assessment." H/o end. 

SMITH, D. H. Office of the Executive Legal Director. 79/01/25. 2pp. 


7902020262 DOCKET 80-471 Pilgrim Nuclear Power Station. Unit 2 
Forwards financial info requested by NRCrmonthly income 
statements for Oct, Nov U Doc 1978. Form 10-K will be 
forwarded when available. 

DUTLER.fi.M, Boston Edison Co. 79/OJ /B9. B6pp, 


7902210244 DOCKET 50-471 Pilgrim Nuclear Power Station. Unit 2 
Forwards Amend 49 to Indemnity Agreement NF — ISB 8. Amend 2 to 
Indemnity Agreement XD-31 , ref lee ting changes in subscribing 
companies. 

F0UL9HAM, P, A. Boston Edison Co. 79/02/14, 4pp. 


7902260343 DOCKET 50-472 Pilgrim Nuclear Power Station, Unit 3 
Forwards licensees responses re DWR purging 8. venting. 

BRUNNER, E.J, Region 1, Philadelphia, Reactor OpBTations Nuclear 

Support Branch. 76/05/12. 3pp 


7902210244 DOCKET 50-472 Pilgrim Nuclear Power Station, Unit 3 
Forwards Amend 49 to Indemnity Agreement NF-108 8. Amend 2 to 
Indemnity Agreement XB-3t, ref lecting changes in subscribing 
companies. 

FOULSHAM.P. A. Boston Edison Co. 79/02/14. 4pp. 

7902060080 DOCKET BTN-50-477 Atlantic Oeneratlng Station, Unit 1 
Motion to Impose 10CFR2. 107 terms 8, conditions on 
applicant's withdrawal of oppl lea t ion. App 1 1 cant should pay 
Intervention costs t, pest bond. Di smi ssal should be u/ 
prejudice. W/RE Squires affidavit t< Certificate of Sve. 

VALORE.C. Atlantic County, NJ. 78/12/29. 5pp. 
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7902030207 DOCKET STN-SO-477 Atlantic Oanerating Station, Unit 1 
Motion #or Board to Impose terms Si conditions upon 
applicant's withdrawal of appl icat ion, App 1 leant should pay 
Ocean County’s intervention costs, post bond ti dismissal 
should be u/pre jud 1 ce. W/Cert i f I cate of Sve & affidavit end. 
CEHRy, F. H Ocean County, NJ. 79/01/09, 2pp. 


7902000261 DOCKET STN-SO-482 tJolf Creek Oonerotlng Station 
Ack receipt of request for NRC to halt const work at site, 
Request is being treated per 10CFR2. 206 t< has been 
cpnsolidatod u/similar petitions. 

DAVIS, J, 0, Office of Inspection l< Enforcement. 79/01/26. Ip 


7702150201 DOCKET S7N-50-477 Atlantic Generating Station, Unit 1 
Intervenor Atlantic County, NJ brief supporting motion to 
impose terms 6 considerations for withdrawal of applicant's 
const application, per iOCFn2. 107. Urges Imposition of atty 
fees on util t> withdrawl w/prejudite. W/Cer ti f i cate of Svc. 
VALORE, C. Atlantic County, NJ. 79/01/23. 9pp. 


7702230073 DOCKET STN-50-477 Atlantic Generating Station, Unit 1 
Opposes intervenor counties' 701229 motion to impose terms 
ti conditions on applicants withdrawal of application. 

No legal authority for imposition of atty's fees. 

Certificate of Svc end. 

CONNOR, T.B. Conner, Moore 6 Corber. 79/02/09, 9pp. 


7902060080 DOCKET 8TN-5O-470 Atlantic Generating Station, Unit 2 
Motion to impose 10CFfl2. 107 terras 6 conditions on 
applicant's withdrawal of app licat ion. App 1 icant should pay 
intervention costs 8, post bond. D1 smissal should be w/ 
prejudice, W/fiE Squires affidavit (< Certificate of Svc. 

VALORE, C. Atlantic County, NJ, 7B/12/29, Spp, 


7902050207 DOCKET STN-S0-47a Atlantic Generating Station', Unit 2 
Motion for Board to impose terms !< conditions upon 
applicant's withdrawal of appl icat ion, Appl leant should pay 
Ocean County's intervention costs, post bond <i dismissal 
should be w/prejud ice. W/Cert i f Icate of Svc 6 affidavit end 
BERRV, F. H. Ocean County, NJ. 79/01/09. 2pp. 


79obOB0263 DOCKET 8TN-50-4a2 Wolf Creek Generating Station 
Ack receipt of request for NRC to halt const work at site. 
Request is being treated per 10CFR2, 206 ti has been 
cpnsalidated w/similar petitions. 

DAVIS, J. Q. Office of Inspection Ji Enforcement. 79/01/26, ip. 

7902000264 DOCKET STN-50-482 Wolf Creek Generating Station 
Ack receipt of request for NRC to halt const work at site, 
Request is being treated per 10CFR2. 206 t< has been 
cjansolidated w/simllar petitions. 

DAVIS, J.O, Office of Inspection Enforcement. 79/01/26. tp, 


79(^0B0266 DOCKET STN-90-4S2 Wolf Creek Oeneratlng Station 
Ack receipt of. request for NRC to halt const work at site. 
Request is being treated per 10CFR2. 206 tc has been 
censolldated w/similar petitions. 

HAVI8, J. 0. Office of Inspection b Enforcement. 79/01/26. ip. 


79d2080268 DOCKET BTN-SO-482 Wolf Creak Generating Station 
Ack receipt of request for NRC to halt const work at stta. 
Request is being treated per 10CFR2, 206 b has bean 
consolidated w/stmilar petitions, 

PAVIS, J. 0. Office of Inspection b Enforcement. 79/01/26. Ip, 


79(2080269 DOCKET 8TN-S0-4B2 Wolf Creek Oenorating Station 
Fequests NRC reject shoddy const at site. 

tjAWSaN,M. , WHEELER, T. Af f i 1 iat 1 on Unknown. 79/01/04. tp. 


7902150201 DOCKET 8TH-50-47a Atlantic Generating Station, Unit 2 
Intervenor Atlantic County, NJ brief supporting motion to 
impose terms tt considerations for withdrawal of applicant's 
const application, per 10CFfl2. 107. Urges Imposition of atty 
fees on util b withdrawl w/prejudlee. W/Certif icate of Svc 
VALORE, C. Atlantic County, NJ. 79/01/23. 9pp. 


7902230073 DOCKET 5TN~50-47B Atlantic Generating Station, Unit 2 
Opposes intervenor counties' 701229 motion to Impose terms 
b conditions on applicants withdrawal of application. 

No legal authority for imposition of atty's fees. 

Certificate of Svc end. 

CONNOR, T.B. Conner, Moore b Corber. 79/02/08. 9pp. 


7902060021 DOCKET STN-SO-402 Wolf Creek Generating Station 
Forwards comments on problems encountered with concrete 
work, possibi 1 Ity of earthquake b adverse economic impact 
resulting from construction of smaller plant. 

SIMPSON, J.M. Kansas, State of. 79/01/10. Ip. 


7902080254 DOCKET STN-50-4B2 Wolf Creek Oeneratlng Station 
Forwards Itr from Critical Mass Energy Project to NRC 
requesting revocation of const permit until remedial 
action for alleged QA deficiencies at site is taken. NRC is 
treating this b other requests under lOCFfiS. 206. 

DAVIS, J, 0. Office of Inspection b Enforcement. 79/01/26. 2pp. 

790208023S DOCKET STH-SO-488 Wolf Creek Generating Station 
Ack receipt of 781227 request that NRC revoke const permit 
until alleged OA deficlendes are remedied at 
site. Request is being treated per 10CFR2. 206. 

DAVIS, J,Q. Office of Inspection b Enforcement. 79/01/26. ip. 


79020B02S6 DOCKET STN-50-402 Wolf Creek Generating Station 
= f Te QA program re foundation 

**..Ti*' ** program capacity. Licensee failed to 

notify NRC promptly about serious design prob lem. Request s 
revocation of const permit until after corrections. 

POLLOCK, R.P, Critical Mass. 7B/12/27, 2pp, 

7902000257 DOCKET 8TN-3O~402 Wolf Creek Generating Station 
Ack receipt of request for NRC to halt const work at site 
Request is being treated per 10CFR2. 206 b has been 
consolidated u/similar petitions, 

DAVIS, JO. Office of Inspection b Enforcement, 79/01/26. 1 

7902080258 DOCKET 9TN-SO-402 Wolf Creek Oeneratlng Station 
Ack paeeipt of request for NRC to halt const work at site 
Request is being treated per 10CFR2. 206 b has been 
consolidated w/similar petitions. 

DAVIS. J.O. Office of Inspection b Enforcement. 79/01/26, li 


7902080260 DOCKET STN-S0-4e2 Wolf Creek Generating Station 

Re uert’ S*." wo;k at sue, 

Request is being treated per 10CFR2. 206 b has been 
consolidated w/similar petitions. 

DAVIS, J.O. Office of Inspection b Enforcement. 79/01/26, 


79(2080271 DOCKET STN-S0~482 Wolf Creek Generating Station 
(trongly urges NRC deny operating license to plant beceuse 
I f shoddy const. 

^KILES, J. Affiliation Unknown, 79/01/04. Ip. 


79C>20a0272 DOCKET 8TN-50-4S2 Wolf Creek Generating Station 
expresses concern re shoddy const of plant b Inianity of 
I onstructlng facility that is faulty from ground up, has no 
iissured source of fuel.wl'll double electric rates, will tie 
,}p billion for 30 years b will not bo needed when built. 
tilAaON, J. E, Affiliation Unknown. 79/01/02, Ip, 

7902030274 DOCKET BTN-SO-402 Wolf Creak Generating Station 
Demands NRC investigation into Daniel Inti const practices b 
urges any license granted for plant ba revokad. 
ijlCCOLLOUGHi D. Affiliation Unknown. 79/01/02, Ip, 

I 

7912060276 DOCKET 8TN-S0-4B2 Wolf Creek Generating Station 
lequBsts halt to const of plant. Const is substandard b 
ilant is not needed. 

^ODER, K. Affiliation Unknown. 79/01/02. Ip, 


79b20B0277 DOCKET BTN-90-48a Wolf Creek Generating Station 
Jrgot immediate b permanent halt to all work at site due to 
(oor workmanship b uselessness of plant In general. 

JURHEIBTERi F, H, , BURMEI8TER, I. 8. Affiliation Unknown. 79/01/02. 


79p2OBO80O DOCKET STN-30-402 Wolf Creek Generating Station 
Requests NRC stop work at site, Claims own job was threatened 
by util. Believes work at site is substandard & NRC should 
Map In to protect public. 

CHRiaTY.W, Affiliation Unknown. 79/01/02, ip. 

0"n»Tatlng Station 

! request by Critical Mats Energy Project b 
eonst permit for facility 
until licensoB takes remedial action for alleged 

DAVia*j"o*'*‘n*2<°'' *'2 reactor bast mat. 

DAVI8»J. 0. Office of InipBctlon Enf opctmenfc. 79/Oi/as. Spp. 

'’Acl^?ec'^?for790iDT7h"* Oon.rating Station 

1 ? ?r re concrete strength at facility. 

evaluate^rosiit^^n'* resolve issues. NRC wlll^ 

po?entlal accounts for earthquake 

DEHTON.H, R, Office of Nuclear Reactor Regulation. 79/02/05, 4pp. 


8TN-30-4B2 Wolf Creek Generating Station 
Expresses concerns re concrete work at fac 1 1 Ity. Hopes stds 

lorated‘'ln*L'bentia?''® Iffl »««*»• Plant 

aiMPe™ 1/* potential oarthquake area. 

piMPSON, J. M, Kansas, Stata of. 79/01/05. Ip, 
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7908380173 DOCKET BTN-50-482 Wolf Cr8»k Osnaratlng Station 
_ SummariiBi 790104 /mating ui/app 1 icatit » re contrate atrength 
for facllitg bate niat.Voldt in concrete are being handled 
• eparatalg. Some 90-dag eonerata ttrangths are balou re/iuirad 
value*. MSC ulll Inveetigate. 

LIClTRAiE. Light Water ‘Reactor* Branch 3, 79/02/13. S2pp. 


7902270370 DOCKET 8TN-SO-402 Wolf Creek Oenerating Btation 
Respond* to 790208 Itr requaeting addl work be performed re 
investigation of 90-dag base mat concrete cglinder remnant*. 
Forward* list of raprosentati va groups of concrete 
remnant* from 20-dag cglinder break* sent to Portland Cement 
KOESTERjO. L, Kansas Oat (i Electric Co. 79/02/21. 3pp. 


7902000023 DOCKET 0TN-5O-402 Wolf Creek Oenerating Dtation 
Expresses conetrn ra NRC disregard of lafetg stds re 
concrete bate mat foundation. NRC would almost be crlmlnallg 
negligent If it approved metl from which 57X of samples 
tested did not meet stds, 

BANOB, M, W, Affilietion Unknown. 79/01/05. 2pp. 


7908200420 DOCKET 0TN-5O-402 Wolf Creek Oenerating Station 
RequsSt* license ba revokad until all bldg defects have been 
corrected. 

SISTER MARY O'R Affiliation Unknown. 79/01/25. Ip. 


7902200484 DOCKET BTN-50-4B2 Wolf Creek Oenerating Btation 
Requests const permit be revoked because surrounding waters 
will be contaminated. 

STlTZi 0. M. Affiliation Unknown. 79/01/81. Ip. 


7902800487 DOCKET 0TN-5O-482 Wolf Creek Oenerating Btation 
Expresses concern r# qualitg of concrste used In const. 
SONO> H. K, Affiliation Unknown. 79/01/26, Ip. 


7902260191 DOCKET BTN-50-402 Wolf Creak Generating Station 
Expresses gratltuds for NRC's carsful faCllltg inspi 
especlallg rs faultg camsnt. Btates const should not ba 
allowed to resume. Opposes fission nuclear power development. 
Points out stveral visbls alternatlvis. 

DESELLDiM. Affiliation Unknown. 79/01/30.' Ip. 


7902260197 DOCKET 8TN-80-4a2 Wolf Creek Oenerating Btation 
Expresses concern rs poor concrete qualitg at faellitg. 
Rsqussts a halt to const. 

SHARP) N. Affiliation Unknoien. 79/01/23. ip. 

7902830020 DOCKET 0TN-5O-40a Wolf Crsek Oenerating Station 
Forwards 790ill Itr from Mid-Amsrlea Coalition for Energg 
Alternatives requesting suspension of const permit) NRC 
79Oa0S Itr of response t< applicable Federal Register notice. 
DAVtB>J. 0. Office of Inspection ti Enforcement. 79/02/08. Ip. 


7908230039 DOCKET BTN-80-4B2 Wolf Creak Oenerating Station 
Ac* receipt of 790iU Ur requesting NRC suspend fsellltg 
const permit. Request . being treated as request for 
anfores'msnt action per 10CFR8. 206. 

DAY1B)U. 0. Office of Inspection i) Enforcement. 79/02/09. ip. 


7908230032 DOCKET BTN-S0-4B2 Wolf Creek Generating Station 
Fadaral Regiitar notice re request for suspension of const 
permit. Request bastd on alleged lack of OA re concrete. 

DAVIS) U.O. Office , of Inspection t/ Enforcement. 79/02/00. Spp. 


7902070097 DOCKET 8TN-8O-402 Wolf Creek Oenerating Station 
Forward* IE Insp Rapt 90-4B2/7B-14 of meeting held 701205. 

SlEDLEi W. C. Region 4i Della*) Reactor Construction A Enplnstring 
Support Branch. 70/12/22, 2pp. 


7902070059 DOCKET 8TN-50-4a2 Wolf Creek Oenerating Station 
IE Insp Rept 50-482/70-14 of meeting on 701205, Major arias 
dlseusstd ; ut i 1 's investtgatlon of low strength 90-dag 
eoncrate test cglindar from reactor bldg bass mat. 

BEIDLE)W. C. ) CROBSMAN) W. A. . OQERO) C. R. Region 4) Dallas) 
Reactor Construction (/ Englnstrlng Support Branch. 78/12/22. Spp. 


7902260073 DOCKET 8TN-80-4fi2 Wolf Creek Osnsrstlng Btstlon 
Forwards IE Insp Rept 50-402/78-15 on 781210-1219, No 
noncomp llsnes noted. 

SEIDLErW. C. Region 4) Dallas, Reactor Construction (i Engineering 
Support Branch. 79/01/04. . 2pp. 


7902260077 DOCKET 8TN-90-482 Wolf Creak Oenerating Station 
IE Insp Rept 50-482/70-15 on 791218-1219. No noneompl lane# 
noted. Major araas tnspeetedi eireurnstances surrounding bast 
mat cglinder break samples supplied to Portland Cemsnt 
Association ti const daflctencg rept. 

CROBBMAN, W. A. , HALL, R. E. , O8ER0, C, R, Region 4, Dallas, Hsaetor 
Construction li Englntering Support Branch. 79/01/03. 7pp. 


790213CJD44 DOCKET STN-90-4BB Wolf Creek Oenerating Station 
Forwards IE Info Notice 79-Oi, "Bergen-Paterson Hgdraullc 
Shock t< Swag Arrestor* IHSSAl, " 

SEYFRIT.K. V. Region 4, Oallas, Office of the Oirector. 79/08/02, 
Ip. 


7902140388 DOCKET BTN-50-402 Wolf Creek Oenerating Station 
Interim rept of concrete void discovered when form for sixth 
ring pour of containment bldg was ral sad. Corrective actions: 
occurrence of void has been documented. repair work being 
performed it ll-»tep NRC program to bo followed. 

• Kama* Oa% it Electric Co, 79/01/11. 2pp. 


7902130806 DOCKET BTN-80-483 Calloway Plant, Unit 1 
Ack receipt of 790103 Itr which forwarded concerns of 
D Hsenke re nuclear power plants. Answers concern* re costs, 
radioactive wastes, accidents. 

00S8ICK.L. V, Office of the Executive Director for Oaeraiions. 
79/02/05. Spp, 


7902130200 DOCKET aTN-50-4a3 Calloway Plant, Unit 1 

Ack receipt of 701219 referral to DOE of Itr from D Haonke. 
Answere question* raised re costs, rad 1 oactive wastes & 
accidents. 

OOS8ICK, L. V. Office of the Executive Director for Operations. 
79/02/05. Spp, • 


7902130210 DOCKET 8TN-S0-4B3 Calloway Plant, Unit I 

Ack receipt of 781219 referral of Itr from D Haenke re const 
of nuclear power plant* currently being built in HO. Asserts 
that disposal of other than high level waste from plants has 
been routinely handled for years. 

DEUTCILJ.M, Energy, Dept. of. 79/01/11, 3pp. 


7902130212 DOCKET 8TN-50-483 Calloway Plant, Unit 1 

Requests assistance in responding to constituent D Haenke. 
ICHDRDiR. H, House of Rep, 79/18/19, Ip, 


7902130215 DOCKET BTN- 50-403 Cellowey Plant, Unit 1 

Expresses concern re const of nuclear power plants in MO. 
Asks question* re costi, radioactive wastes, acci dents. 
HAENKE, D, Affiliation Unknown, 70/18/12. Ip. 


7902120155 DOCKET 8TN-5O-403 Cal loway P Uni t' i 

Informs that Callaway Project agreement between unlone b 
Daniel Const Co will be copied & forwarded ae soon as a 
cotnpleta copy is obtained. 

REYNOLDS, W. B. Shaw, Pittman, Potts, U Trowbridge. 77/Ot/U. Ip. 


7902120103 DOCKET STN-SO-ABS Calloway Plant, Unit 1 

Forwards IB Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock h Sway Arrestors (H88A). 

KEPPLER.J, 0, Region 3, Chicago, Office of the Dlroctor. 79/02/02. 
Ip. 


7902210103 DOCKET BTN-SO-403 Calloway Plant, Unit 1 

Forwards IE Dullstin 79-01, "Environ Qual if i cation ot Class 
IE Equlpmsnt. " W/llst of 11 systematic evaluation program 
plant! for which no action is required. 

KEPPLEfi.J. 0. Region 3, Chicago. Office of the Director. 79/02/09. 
Ip. 


7908270369 DOCKET 3TN-5O-403 Calloway plant, Unit 1 

Forward* IE Info Notice 79-03. "Llmitorque Valve Oearod 
Limit Switch Lubricant. " 

KEPPLER.J.O, Region 3, Chicago, Office of the Dlroctor. 79/02/09. 

Ip 


7902150076 DOCKET 8TN-5O-403 Calloway Plant, Unit 1 

Ack receipt of final rept dtd 790112 re acceptability of 
embedded plates w/bent anchor studs, Currently evaluating 
rept <) test program. 

HEIBHMAN. R. F. Region 3. Chicago, Reactor Construction It 
Engineering Support Branch. 79/02/02. Ip. 


7908130212 DOCKET 0TN-SO-484 Tyrone Energy Park. Unit 1 
Requests assistance in responding to constituent D Haenke. 
ICHORD, R,H. House of Rep, 79/12/19. ip. 


7'fO283O103 DOCKET 8TN-50-4B4 Tyrone Energy Park, Unit 1 

Forwards "Financial Qualifications," consisting of revised 
, page* A-6 through A-17 to Exhibit A of Itr NLNRC-86,dtd 
700825. Attachment 2 w/suppl info to Itr NLNRC-BO dtd 700420 
ii not enet. Certificate of Svc end. 

DIENHART, A. V. Northern States Power Co. 79/02/19. 22pp. 
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790SiaC09a docket STN-50-4-B4 Tyrone Energy Park. Unit 1 
Foruards IE Info Nobice 79-0 1 . '’Dergen-Pater son Hydraulic 
Shock tc Buiay Arrestors (HBSA). " 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/02/03. 
kp. 


7902120155 DOCKET STN-S0-4a6 CaHoway Plant. Unit 2 

Informs that Callauay Project agreement betuieen unions & 

Daniel Const Co uill be copied & foruarded as soon as a 
complete copy is obtained. 

REYNOLDS. W. D. Shauj. Pittman, Potts, fc Trowbridge. 79/01/11. Ip. 


7902210309 DOCKET STM-50-4a4 Tyrone Energy Park, Unit 1 

Forwards IE Dullettn 79-01. ‘'Environ Oual 1 f i cat 1 on of Class 
IE Eguipment. ” »/Ust of 11 systematic evaluation program 
plants for which no action is reyoired. 

KEPPLERi J. 0. Region 3, Chicago, Office of the Director, 

kp 


79/02/09, 


79022703S6 DOCKET STN-50-4a4 Tyrone Energy Park, Unit 1 
Forwards IE Info Notice 79-03, "Limitorque Valve Seared 
Limit Switch Lubricant." 

KEPPLER.J. e Region 3. Chicago, Office of the Director. 
Ip. 


79/02/09 


7902120100 DOCKET STN-5O-40i> Ca 1 1 oway Plant, Unit 2 

Forwards IE Info Notice 79-Oi, "Bergen-Paterson Hydraulic 
Shock !< Sway Arrestors CHSSAl. 

KEPPLERp J. 0. Regi'on 3, Chicago, Office of the Director, 79J0a/02. 
ip. 


7902210103 DOCKET STN-60-406 Calloway Plant, Unit 2 

Forwards IE Bulletin 79-01, "Environ OuallPication of Class 
IE Equipment." H/list of 11 systomatU evaluation program 
plants for which no action is required. 

KEPPLER, J, 0. Region 3, Chicago, Office of the Director. 79/03/09. 
kp. 


7902020176 DOCKET STN-50-4aS Sterling Power Project Nuclear, Unit 1 
Responds to 701221 Itr requesting verification of data 
submitted by uti 1 . Forwards comments & addi info re isolation 
of low pressure sys from reactor coolant sys, 

WHITE. L.D. Rochester Oas I. Electric Corp, 79/01/25. Spp. 


7902270369 DOCKET STN-50-4e6 Calloway Plant. Unit 2 

Forwards IE Info Notice 79-03. "Litnitorque Valve Geared 
Limit Switch Lubricant." 

KEPPLER.J Q. Region 3, Chicago, Office of the Director. 79/02/09. 

kp 


7902140013 DOCKET STN-50-4QS Sterling Power Project Nuclear. Unit 1 
Eitends time to 790216 for NRC consideration of petition for 
review of AtAD-502, f i 1 ed by Ecology Action of Oswego. 

CHILK. S. J. Office of the Secretary of the Commission. 79/02/02. 
Ip. 

7902060422 DOCKET SrN-50-4aS Sterling Power Project Nuclear. Unit 1 
Forwards IE Insp Rept 50*485/70-02 on 701120-22. No 
noncompliance noted. 

CARLSDN.R. T, Region 1. Philadelphia, Reactor Construction & 

Englnaering Support Drench. 70/12/26. 2pp. 


7902140023 DOCKET STN-50-400 Perkins Nuclear Station, Unit 1 
"ATW8 for LWRs," Vol 1. 

* Division of Systems Safety. NUREO— 0460 VI. 7B/04/30. 102pp, 

Available at NTIB. 


7902210145 DOCKET STN-5O-4S0 Perkins Nuclear Station. Unit t 
Forwards Info re catogori lation of recent reg guides by 
Regulatory Requirements Review Committee, w/te* t of Itr sent 
to wtlls in post-CP phase of licensing process. W/enel 
listing of category matters. 

BOYD. R. 8. Division of Project Management. 79/01/26. i60pp. 


7902060423 DOCKET STN-50-405 Sterling Power Project Nuclear, Unit 1 
IE Insp Rept 50-465/76-02 on 701120-22, No noncomp 1 ianee 
notad. Major areas Inspected: QA program re control of design 
i. procurement, overall conduct of audit program l< document 
control. 

HATTIA, J. , OBERG,C. . MCOAUGHY, R. Region 1. Ph i 1 ad a 1 p h i a, 

Reactor Construction t Engineering Suppnrt Branch. 70/12/21. Bpp. 


7902010243 DOCKET aTN-50-4a5 Sterling Power Project Nuclear. Unit 1 
Forwards IE Circular 79-02. "Failure of 120 Volt Vital AC 
Power Supplies," 

GRIER, B.H Region 1. Philadelphia. Office of the Director. 
79/01/16. Bpp. 


7902130030 DOCKET 8TN-50-4a5 Sterling Power Project Nuclear. Unit 1 
Forwards IE Info Notice 79-01 , "Bergen-Paterson Hydraulic 
Shock t( Sway Arrestors (HBSA). " 

GRIER. B.H. Region 1. Philadelphia, Office of the Director. 
79/02/02. Ip, 


7902280504 DOCKET BTN-50-4a5 Sterling Power Project Nuclear, Unit i 
Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment. " k)/list of 11 systematic eyaluation program 
plants for which no action is required. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/02/00. IP. 


7902130206 DDCKET 3TN-S0~486 Calloway Plant. Unit 2 
Ack receipt of 790103 Itr which forwarded concerns of 
D Haenke re nuclear power p lent s. Answers concerns re costs, 
radioactive wastes, acc idents. 

OOSSICK.L.V. Office of the Executive Director for Operetlons. 
79/02/05, 3pp. 


7902280563 DOCKET 8TN-50-4B8 Perkins Nuclear Station, Unit 1 
Accepts commitment in util 701124 Itr to use criteria for 
structural overlapping technique provided In NRC 701003 Itr. 
VAHGD.S. A. Linht Water Reactors Branch 4. 79/01/30. 2pp. 


7902260340 DDCKET 8TN-5O-400 Perkins Nuclear Btatlon, Unit 1 
Requests authori latlon to use end ASME Code cases In 
fabrication of primary sys components. 

DAIU.L.C. Duke Power Co. 79/02/15. 3pp 


7902230061 DOCKET STN-50-4Ba Perkins Nuclear Btatlon. Unit 1 
Informs that TRADOC Pamphlet 330“30i "Inters ervlce Procedures 
for Instructional Sys Development" referenced In NUREO-0219 
Is available in microfiche form from NRC. 

DEBAH, W. J. Division of Document Control. 70/11/20. 3pp. 


7902060001 DOCKET STN-5O-4B0 Perkins Nuclear Station. Unit 1 
Applicant's response l< objections to intorvenors' request 
for production of documents, interrogatarles. t. request to 
adml t. W/entl documents 1. Certificate of Svc. 

LANSCHEi J. E, Duke Power Co. 79/01/16. 3Spp. 


7902000307 DOCKET 8TN-5O-40Q Perkins Nuclear Station, Unit 1 
Forwards testimony of DQ Blackmon pursuant to 10CFF»2. 743{b I 
to be introduced at 790129 hearing along u/altornate site 
documents previously furnished to A6LB. Finds fair assessment 
of alternative sites shows none superior. 

LAN8CHE. J. E. Duke Power Co. 79/01/16. 5pp, 


7902060082 DOCKET 8TN-80-4BS Perkins Nuclear Station. Unit 1 
Informs NRC served its testimony on generic Issues to all 
parties on 790117. NRC discussion will be held 790131 re 
ATMS, alternative site analysis ti generic issues, 

BARTH, C, A. Office of the Executive Legal Director. 79/01/18, Ip. 


790213020B DOCKET STN-50-4a6 Calloway Plant. Unit 2 

Ack receipt of 701219 referral to DOE of Itr from U Haenke. 
Answers questions raised re cos t s. rad loact i ve wastes b 
acc i d ants. 

OOSSICK.L.V. Office of the Executive Director for Operations. 
79/02/05. 3pp. 


7902090021 DOCKET BTN-SO-400 Perkins Nuclear Station. Unit 1 
NRC staff response to ASLD questions concerning generic 
safety issues. Cone luelons in Perkins 8ER re issuance of 
const permits will not be affected by results of generic 
tasks. W/Certiflcato of Bvc. Supporting documents end. 

BARTH, C. A. Office of the EYeeutive Legal Director. 79/01/10. 47pp 


7902130210 DOCKET 8TN-30-486 Calloway Plant, Unit 2 

Ack receipt of 701219 referral of Itr from D Haenke re const 
of nuclear power plants currently being built in HO. Assarts 
that disposal of other than high level waste from plants has 
been routinely handled for years. 

DEUICH.J. H. Energy, Dept, of, 79/01/11, 2pp. 


7902130215 DOCKET 8TN-S0-486 Calloway Plant, Un i t 2 

Expresses concern re const of nuclear power plants in HO. 
Asks questions re e osts. radioactive wastes, ac c idents. 
HAENKE, D. Affiliation Unknown. 70/12/12, Ip, 


7902090027 DOCKET 3TN-5O-4B0 Perkins Nuclear Btatlon. Unit 1 
Reg Guide 1,79 "Preoperational Testing of ECC8 for PWfl's. '* 
a Office of Standards Development. 75/09/30. 4pp. 


7902090041 DOCKET 8TN-SO-4B0 Perkins Nuclear Station, Unit 1 
Reg Guide 1.62 “Sumps for ECCB t< Containment Bpray Systems.*' 
Descrlbos method acceptable for Implementing requirement! 
re dtsign, fabrication It testing of sump or suction Inlet 
conditions for pumps In ECCB t< containment sys. 

• Office of Standards Development. 74/06/30. Spp. 
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7903090050 DOCKET 3TN-5O-400 Parkins Nuclear Station. Unit I 
"Staff Discussion of 13 Addl Technical Issues Raised bg 
Rtsponses to 761103 Memo from Director. Ofc of Nuclear 

Reactor Regulation <NRR) to NRR Staff, >' 7A/12/31 

« Office of Nuclear Reactor Regulation, NUREO-0153. 76/12/31. 

100pp. 


7903070111 DOCKET 8TN-50-4Ba Perkins Nuclear Station. Unit! 
Transcript of 790139 hearing in Hocksvi 1 1 e . NC, sup plement ing 
proceeding re consideration of alternate sites 8. generic 
safetg Issues, u/1 Imi ted appearances l< opening statements, 

Pd 2820-3043 n m 

DOWERS. M,. JORDAN. H., DESVUVA. D Atomic Safety and Liccnsino Board 

Panel, 79/01/39, 333pp, 


7903090053 DOCKET 8TN-50-49S Perkins Nuclear 
"Task Action Plana for Oenerie Activities," 
a Office of Nuclear Reactor Regulation 
90pp. 


Station. Unit 1 
NUfiEO-0371, 70/11/30. 


7902090065 DOCKET STN-5O-40B Perkins Nuclear Station. 1 

"NRC Program for the Resolution of Generic Issues Related to 
Nuclear Power Plants. " 

a Office of Nuclear Reactor Regulation. 

SOOpp. 


NURE0“O41O. 78/01/31, 


7903090395 DOCKET 8TN-5O-4B0 Perkins Nuclear Station. Unit 1 
"Staff Discussion of 15 Technical Issues Listed In 
Attachment to Nov 3.1976 Memo from Director. Ofc of Nuclear 
Reactor Regulation (NRR) to NRR Staff. " 

# Office of Nuclear Reactor Regulation. NUREO-0133. 76/11/30. 

224pp. Available at NTI8. 

7902090396 DOCKET STN-5O-40B Perkins Nuclear Station. Unit 1 
Reo Oulda 1.139. "Guidance for Residual Heat Removal. 

Describes acceptable method of removing deeag (< sensible 
heat after reactor shutdown. 

* Office of Standards Dovolopment. 78/05/31 7pp. 

7902030010 DOCKET 8TN-50-48B Perkins Nuclear Station. Unit 1 
Order re Intervonors' filing direct testlmong. intervenors 
motion to continue 6 limited appearance statements. Espeets 
NC rapresentative to present position at hearing commencing 
790129. Denies motion to continue, 70/ni/l9 

BOWERS. E. 0. Atomic Safetg and Licensing Doarc) Panel. 79/01/19. 

3 pp. 

7902260589 DOCKET STN-SO-ASB Perkins Nuclear Station. Unit 1 
Testimony after review of available Inf o. Cone ludes that NRC 
JlltiriiAtivff tite BvalUation was Inadequate & that Lake 
Norman & Wateree litea are clearlg auper lor. Quali f icationa 

MEDINA* li. A. Duke Unlv. 79/01/30. I4pp. 

7902860395 DOCKET BTN-ao-4Ba Perkina Nuclear S':* 

Teftlmeny after review of available inf o. Cone ludea that NRC 
alternative lite evalutaion waa Inadequate ^ that other 
sites are elearlg superior. Qual i ficat ions !< Certificate of 
8vc end. 

LIPKIN. A.H. Duke Unlv. 79/01/20. 18pp, 

7902140021 DOCKET STN-5O-40B Perkins Nuclear Station. Unit 1 
Supplements NRC responses to Board questions re health !< 
safety aspects. Applicant committed to NRC position re ATW5 
if commitment provides assurance that requirements can be 
Implemented k are acceptable. W/ene 1 Cert I flea te of 
BARTH. C, A. Office of the Eiecutive Legal Director. 79/01/22. 


6np. 


7902140023 DOCKET STN-5O-40B Perkins Nuclear Station. Unit I 

»^'*^^DlVlslon of Systems Safety. NUREO"0460 Vi. 78/04/30. 102pp. 

Available at NTIS. 

7903260136 DOCKET aTN-50-408 Perkins Nuclear Station. Unit 1 
Forwards profesilonal qualifications of DB Blackman. design 
engineer. 

PORTER. W. L. Duke Power Co. 79/01/23, 4pp. 

7902140252 DOCKET BTN-50-4ea Perkins Nuclear Station. Unit 1 
Advises of ofc relocation to 1700 17th Street. Wash ing ton. DC. 

20036 k new telephone number. 

MCOARRY.J. M. Dobevoise ti Lleberman. 79/01/15, ip. 

7902280238 DOCKET 8TN-80-4BB Perkins Nuclear Station. Unit 1 
Forwards IE Info Notice 79 - 01 . "Dergan-Paterson Hydraulic 
Shock k Sway Arrestors (HBSA). " . ~ 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/02/02. 8pp. 

7902280089 DOCKET 8TN-80-4BB Perkins Nuclear Station. Unit 1 
Forwards IE Info Notice 79-03. "Limltorque Valve Geared 
Limit Switch Lubricant." 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/02/09. 2pp. 


7902090076 DOCKET STN-50-4BB Perkins Nuclear Station. Unit 1 
Transcript of 790130 hearing in Hocksvi 1 1 e. NC. re plant 
siting 6 geological !< environ concerns. Pp 3044-3260. j 

DOWERS. E. I JORDAN, W., DE SYLVA. D, Atomic Safety and Licensing Board 
Panel. 79/01/30. 216pp. 

7902090408 DOCKET STN-80-4aB Perkins Nuclear Station. Unit 1 
Transcript of 790131 hearing In Mnc Vsvi lie, NC. re plant 
siting l< environ factors. Pp 3261-3500. j 

BOWERS, E,. JORDAN, W., DE 8VLVA, D. Atomic Safety and Licensing Board 
Panel, 79/01/31 239pp, 

7902090006 DOCKET STN-50-400 Perkina Nuclear Station, Unit I 
Transcript of 790201 hearing in Mocksvl 1 lo, NC, re plant 

DOWERsi E*", ^JORDAN^W. , DE SILVA, D. Atomic Safety and Licensing Hoard 
Panel. 79/02/01. 287pp. 

7902090013 DOCKET STN-SO-ASB Perkins Nuclear Station. Unit 1 
Transcript of 790201 hearing, in Moeksvi 1 le, NC, re plant 
s 1 1 ina I d io I ODU geooraphy.Pp 3799— 39Q3. . „ ^ 

DDWERSfE. f JORDAN. W. I DE SYCVA. D. Atomit DaPot-y and Licensing Board 
Pannl. 79/02/02. 226pp 

7902210145 DOCKET 8TN-50-4B9 Perkins Nuclear Station. Unit 2 
Forwards info re categorliatinn of recent reg 9^“®* ^ . 

Regulatory Requirements Review Commi ttee, w/te> t of Itr sen 
to utils in post-CP phase of licensing process. W/enc 1 

listing of category matters. TO/ni/mA lAOeo 

BOYD.R.S. Division of Project Management. 79/01/26, laopp. 

7902280563 DOCKET STN-50-489 Perkins Nuclear S**tlon, Unit 3 

Accepts commitment in util 701124 ‘f' wSr ^aloos Itr 

structural overlapping technique provided In NHC 7B1003 Ur_ 
VAROD.S.A, Light Water Reactors Branch 4. 79/01/30, 3pp. 

7902260340 DOCKET STN-50-409 Perkins Nucleor Station, Unit 2 
Requests authoriiation to use end ASMS Code cases in 
fabrication of primary sys components. 

DAILiL.C. Duke Power Co, 79/02/15, 3pp, 

7902230061 DOCKET 8TN-80-409 Perkins Nuclear Station. Unit 2 
informs that TRADOC Pamphlet 350 - 30 , "Interserv ce Procedures 
for Instructional Sys Development" referenced in NUREQ 0319 
is available in microfiche form from NRC, g-n 

DESAW, W.J. Division of Document Control. 7B/11/80. Jpp. 

7902060001 DOCKET 8TN-50-4B9 Perkins Nuclear Station. Unit 2 
Applicant's response k objections to interveners' -request 
for production of documents, interrogatories, k request to 
admit. W/end documents k Certificate of Sve. 

LANSCHE, J. E. Duke Power Co, 79/01/16. 55pp, 

7902000307 DOCKET 8TN-50-489 Perkins Nuclear ® j 

Forwards testimony of DD Blackmon 

to be introduced at 790129 hearing along w/alternate site 
documents previously furnished to ABLD. Finds fair assessment 
of alternatlva »ite« showa none superior. 

LANSCHErJ. E. Duke Power Co. 79/01/16. 5pp. 

7902060082 DOCKET STN-50-4B9 Perkins Nuclear Station, Unit 2 
Informs NRC served its testimony o" ‘ 

parties on 790117. NRC discussion will be held 790131 re 
ATUSj alternative site analysis l< yeneric issue*. /to ia 

BARTH, C. A, Office of the Executive Legal Director, 79/01/10. Ip. 

7902090021 DOCKET BTN-50-489 Perkins Nuclear Station. Unit 2 
NRC staff response to A8LD questions concern ng generic 
safety issues. Conclusions in Perkins BER re Issuance of 
const permits will not be affected by result* of generic 
tasks. W/Certifieate of Svc. Supporting ,q, , , a 

DARTH.C.A. Office of the Executive Legal Director. 79/OI/ia. 


47pp. 


7902030010 DOCKET 8TN-50-4B9 Perkins Nuclear Station. Unit 2 
Order ra intervenors' filing direct testimony, intervenors 
motion to continue k limited appearance statomenta. Ex pacts 
NC representative to present position at hearing commencing 
790129. Denies motion to continue. 7 o/nt /»9 

BOWERS, E.B, Atomic Safety and Licensing Beard Panel. 79/01/19. 

3d{). 
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7903260509 DOCKET aTN-50-4B9 Perkins Nuclear Station, Unit 2 
Testlmonij after revieu of available info. Cone ludea that NflC 
alternative -site evaluation uas inadeijuatc & that Lake 
Norman li Hateree sites are elearlg super lor. Qual 1 fieati ons 
end. 

MEDINA, M, A. DukeUniv, 79/01/20. t4pp. 


7902360595 DOCKET BTN-50-4B9 Perkins Nuclear Station, Unit 2 
Testimonij after revieu of available Inf o. Cone ludes that NRC 
alternative site evalutaion uas inadequate <c that other 
sites are clsartq superior. Oual i float ions t< Certificate of 
Sve end. 

LIPKlNiA. H. DukeUniv. 79/01/20. 10pp. 


7902140021 DOCKET STN-50-4B9 Perkins Nuclear Station, Unit 3 
Supplements NRC responses to Board questions re health fc 
safetg aspects. Appl leant committed to NRC position re ATW3 
t< commitment provides assurance that requirements can be 
implemented I, are acceptab le. H/end Certificate of Svc. 

BARTH, C. A. Office of the Eieeutive Legal Director. 79/01/22. 6pp. 


7902140023 DOCKET BTN-30-4a9 Perkins Nuclear Station, Unit 2 
"ATWS for LWRe," Vol 1. 

» Division of Sgstems Safetg. NUREO-0460 VI. 70/04/30. t02pp. 
Available at NTIS. 


7902260136 DOCKET 9TN-50-489 Perkins Nuclear Station, Unit 2 
Foruards professional qualifications of DB Blackman, design 
engineer. 

PORTER, W.L. Duke Power Co. 79/01/23. 4pp. 


7902140252 DOCKET STN-S0-4S9 Perkins Nuclear Station, Unit 2 
Advises of ofc relocation to 1700 17th Street, Hashing ton, DC, 
20036 (i new telephone number. 

MC0ARRY,J. M. Debevolse tc Lieberraan. 79/01/15. ip. 


79022300B9 DOCKET 8TN-50-4B9 Perkins Nuclear Station, Unit 2 
Forwards IE Info Notice 79-03, “Limitorque Valve Seared 
Limit Switch Lubricant." 

O'REILLVi J. P. Region 3, Atlanta, Office of the Director. 
79/02/09. 2pp. 


7902070111 DOCKET 6TN-50-4B9 Perkins Nuclear Station, Unit 2 
Transcript of 79012? hearing in Hoc ksvil le, NC, supplement Ing 
proceeding re consideration of alternate sites S, generic 
safetg issues, w/liml ted appearances k opening statements. 

Pp 2020-3043. 

BOHSRS. H. , JORDAN, H., DE8VLVA, D. Atomic Safety and Licensing Board 
Panel. 79/01/29. 223pp. 


7902090076 DOCKET 8TN-50-4S9 Perkins Nuclear Station, Unit 2 
Transcript of 790130 hearing in Hoc keville, NC, re plant 
siting tc geological U environ concerns. Pp 3044-3260. 

B0HERa,E. , JORDAN, H.> DE SVLVA, D. Atomic Safety and Licensing Board 
Panel. 79/01/30. 2t6pp. 


7902090406 DOCKET 8TN-S0-469 Perkins Nuclear Station, Unit 2 
Transcript of 790131 hearing in Hocksvi lie, NC, re plant 
siting ti environ factors, Pp 3261-3500. 

BOHERS.E., JORDAN, U., DE 8YLVA, D. Atomic Safety and Licensing Board 
Panel. 79/01/31. 239pp. 


7902090006 DOCKET STN-30-4S9 Perkins Nuclear Station, Unit 2 
Transcript of 790201 hearing in Hocksvil le, NC, re plant 
siting. Pp 3501-3758. 

BOHERB, E. , JORDAN, H., DE SILVA, D. Atomic Safetg and Licensing Board 
Panel. 79/02/01. 2S7pp. 


7902090013 DOCKET BTN-SO-AS? Perkins Nuclear Station, Unit 2 
Transcript of 790801 hoering in Hocksvil le, NC, re plant 
siting, geology ti geography. Pp 3759-3965. 

BOHERS, E. , JORDAN, H., DE BYLVA, D. Atomic Safety and Licensing Board 
Panel. 79/02/02. 226pp. 


7902210145 DOCKET STN-SO-490 Perkins Nuclear Station, Unit 3 
Forwards info rt categorlxation of recent reg guides by 
Regulatory Requirements Review Commlttet>w/tast of Itr sent 
to utils in pDst-CP phase of licensing process. U/encl 
listing of category matters. 

BOYDjR. S. Division of Project Hanagement. 79/01/86. 160pp, 


7902260563 DOCKET 8TN-50-490 Perkins Nuclear Station, Unit 3 
Accepts commitment in util 761184 Itr to use criteria for 
structural overlapping technique provided in NRC 781003 itr. 
VAROO, 8. A. Light Water Reactors Branch 4. 79/Ot/30, Spp. 


7902860340 DOCKET STN-SO-490 Perkins Nuclear Station, Unit 3 
Requests authortiation to use end ASHE Code cases in 
fabrication of primary sys components. 

DAIL,L. C. Duke Power Co. 79/08/13. Spp. 


7902230061 DOCKET STN-50-490 Perkins Nuclear Station. Unit 3 
Informs that TRADOC Pamphlet 350-30, " Interservice Procedures 
for Instructional Sys Development" referenced in NUREO-02I9 
is available in microfiche form from NRC. 

BE8AW, H. J. Division of Document Control. 70/11/80. 3pp. 


7902060001 DOCKET 9TN-50-490 Perkins Nuclear Station. Unit 3 
Applicant's response fc objections to interveners' request 
for production of documents, interrogatories, fc request to 
admit. W/enel documents *, Certificate of Svc. 

LAN3CHE, J. E. Duke Power Co. 79/01/16. S5pp, 


7908030307 DOCKET 8TN-50-490 Perkins Nuclear Station. Unit 3 
Forwards testimony of DB Blackmon pursuant to 10CFB2. 743<b ) 
to be introduced at 790189 hearing along u/alternate slto 
documants previously furnished to ABLB. Finds fair assessment 
of alternative sites shows none superior. 

LAN8CHE, J. E. Duke Power Co. 79/01/16. Spp. 


7908060008 DOCKET STN-80-490 Perkins Nuclear Station, Unit 3 
Informs NRC served its testimony on generic issues to all 
parties on 790117. NRC discussion will be held 790131 re 
ATWS.altarnatlve site analysis h generic Issues. 

BARTH, C. A. Office of the Eieeutive Legal Director. 79/01/10. Ip, 


7902090021 DOCKET aTN-50-490 Perkins Nuclear Station, Unit 3 
NRC staff response to ABLB questions concerning ganerlc 
safety issues. Conclusions in Perkins BEH rt issuance of 
const permits will not be affected by results of generic 
tasks. H/Certl fleate of Svc. Supporting documsnts snel. 

BARTH, C. A. Office of the Eieeutive Legal Director. 79/01/18. 47pp. 


7902030010 DOCKET 8TN-50-490 Perkins Nuclear Station, Unit 3 
Order re intervenore' filing direct testimony, intarvenors ' 
motion to continue (< limited appearanct statements. Eipects 
NC representative to present position at htaring commencing 
790189. Denies motion to continue. 

BOWERS, E. 8. Atomic Safety and Licensing Board Panel. 79/01/19, 
Spp. 


7902260509 DOCKET BTN-SO-490 Perkins Nuclear Station, Unit 3 
Testimony aftsr review of available inf o. Cone ludes that NRC 
alternative site evaluation , uas inadequate ti that Lake 
Norman •< Hateree sites are clearly euper lor, Ouali f ieatlons 
end. 

HEDINA.H, A. Duke Unlv. 79/01/80. 14pp. 


7902260595 DOCKET 8TN-30-490 Perkins Nuclear Station, Unit 3 
Testimony after review of available Info. Cone ludes that NRC 
alternative site evalutaion was inadequate t< that other 
sites are clearly superior. Qual if ieatlons (, Certificate of 
Svc end. 

LIPKIN, A.H. DukeUniv. 79/01/20. IBpp. 


7902140021 DOCKET 9TN-50-490 Perkins Nuclear Station, Unit 3 
Supplements NRC responses to Board questions re health k< 
safetg aspects. App 1 leant committed to NRC position re ATHB 
It commitment provides assurance that requirements can be 
implemented I, are acceptable. H/enc 1 Certificate of Svc. 

BARTH, C. A, Office of the Eieeutive Legal Director. 79/01/82. 6pp. 


7908140083 DOCKET BTN-50-490 Perkins Nuclear Station, Unit 3 
"ATWS for LHRs, " Vol 1. 

e Division of Systems Safety. NUREO-0460 Ul. 70/04/30, 102pp, 

Avatlatle at NT18. ' 


7908860136 DOCKET STN-30-490 Perkins Nuclear Station, Unit 3 
Forwards professional qualifications of DB Blackman, design 
engineer. 

PORTER, W.L. Duke Power Co. 79/01/83. 4pp. 


7908140858 DOCKET 9TN-50-490 Parkins Nuclear Station, Unit 3 
Advises of ofc relocation to 1700 17th Street, Hash Ington, DC, 
80036 l< new telephone number. 

HCOARRV, J. M. Debevolse It Lieberman. 79/01/15, Ip, 


7902880009 DOCKET 9TN-50-490 Perkins Nuclear Station, Unit 3 
Forwards IE Info Notice 79-03, "Limitorque Valve Oeared 
Limit Switch Lubricant, " 

O'REILLY, J.P. Ragton 8. Atlanta. Office of the Director. 
79/02/09. 2pp. 


7908070111 DOCKET aTN-SO-490 Ferkint Nuclear Station, Unit 3 
Transcript of 790189 hearing in Hocksvil Ip, NC, tupp lamenting 
proceeding re consideration of alternate sites t, generic 
safety Issues, u/1 1ml ted appearances t< opening statements. 

Pp 2680-3043. 

B0HER8.H. , JORDANfM. , DE8YLVA, D. Atomic Safety and Licensing Board 
Panel. 79/01/89. 2a3pp. 
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7902090076 DOCKET aTN~80-490 Perkins Nuclear Station, Unit 3 
Transcript o# 790130 hearing- in Mac k svi 1 1», NC, re plant 
tltlnj (( geological tt environ concerns. Pp 3044-3260. 

80HERS, E. , JORDAN, W, , DE SVLVA, D. Atomic Safetg and Licensing Board 
Panel. 79/01/30. 216pp. 


79022B0020 DOCKET 8TN- 50-492 Cherokee Nuclear Station, Unit 2 
Advi-soi of ofc relocation to 1200 17th Street, Mashlngton, DC, 
20036 6 new telephone number. 

MCOARRV.J.H. Debevolse h Llebermon, 79/01/15. Ip. 
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790209040B DOCKET BTN- 50-476 Perkins Nuclear Station, Unit 3 
Transcript of 790131 hearing in Moeksvi 1 le, NC, re plant 
siting & environ factors. Pp 3261-3500. 

DDHERB, E. , JORDAN, U. , DE SYLVA, D. Atomic Safety and Licensing Board 
Panel. 79/01/31. 239pp, 


7902090006 DOCKET STN- 50-490 Perkins Nuclear Station, Unit 3 
Transcript of 790201 hearing in Hoc k svi He, NC, ra plant 
Siting. Pp 3501-3750. 

HOWGRB, E. I JORDAN, W., DE SILVA, D. Atomic Safety and Licensing Board 
Panel. 79/02/01. 2S7pp. * 


7902090013 DOCKET 3TN~S0-490 Perkins Nuclear Station, Unit 3 
Transcript of 790S01 hearing in Mock svi lie, NC, re plant 
siting, geology (c geography. Pp 3739-39S5. 

BOWERS, E., JORDAN, H., DE 8VLVA, D. Atomic Safety and Licensing Board 

PaIIJI I . yt9JnO/n^ * 


790S5Q0963 DQCI^ET 8TN“50"491 CherokoB ^fucle^r Statloni Unit 1 
Accepts commltmant in util 701124 Itr to use criteria for 
structural overlapping technique provided In NRC 701003 Itr. 
VAROO>a.A. Light Water Reactors Branch 4, 79/01/30. 2pp. 


7902230061 DOCKET aTN-SO-491 Cherokee Nuclear Station, Unit 1 
Informs that TRADOC Pamphlet 350-30, " Interservlce Procedures 
for Instructional Bys Development" referenced in NUReO-0219 
is available In microfiche form from NRC. 

BEBAW, W. J. Division of Document Control. 78/11/20. 3pp. 


7902200020 DOCKET 3TN-50-491 Cherokee Nuclear Station, Unit 1 
Advises of ofc relocation to 1200 17th Street, Washington, DC, 

20036 ti new telephone number. 

MC6ARRV,J. M. Debevolse t< Llebermnn. 79/01/lS. Ip. 

7902150483 DOCKET STN-30-491 Cherokee Nuc 1 ear Station, Unit 1 
IE Insp Repts 80-491/79-01,50-492/79-02 St 50-493/79-01 on 
790103-05. No noncomp 1 lance noted. Major areas imp ec tod; si te 
preparation. OA Program implementation, site fire protection, 
const procedures S, site OA records. 

RAUaCH, J. K, Region 2, Atlanta, Office of the Director, 79/01/16 
4pp. 


7902150444 DOCKET 8TN-80-491 Cherokoa Nuclear Station, Unit 1 
Ack receipt of IE Insp Rapts 50-491/79-01,50-492/79-01 S, 
50-493/79-01 on 790103-05. No proprietary info. 

DAIL.U.C, Duke Power Co. 79/01/39, Ip. 


7902150447 DOCKET BTN-S0-49t Cherokee Nuclear Station, Unit 1 
Forwards IE Insp Repts 50-491/79-01,50-492/79-01 It 
50-493/79-01, No noneomp I iance noted, 

f1URPHY<C.E. Region 2, Atlanta, Reactor Construction t< 
Englnaerlng Support Branch. 79/01/18. 2pp. 


7902180453 DOCKET BTN-50-491 Cherokee Nuclear Station, Unit 1 
IE Insp Repts 80-491/79-01,50-472/79-01 It 50-493/79-01 on 
790103-05. No noneomp 1 lance noted. Major areas Inspec ted ; si t e 
praperation, OA program implement ati on, si te fire protection, 
const procedures l< site OA records. 

RAUSCH, J.K., HERDT, A. R. Region 2, Atlanta, Office of the 
Director. 79/01/16. 4pp. 


79022BO0B9 DOCKET STN-80-491 Cherokee Nuclear Station, Unit 1 
Forwards IE Info Notice 79-03, "Llmltorque Valve Seared 
Limit Switch Lubricant. " 

0 'REILLV, J, P, Region 2, Atlanta, Office of the Director. 
79/02/09. 2pp, 


.79022B0863 DOCKET STN-50-492 Cherokee Nuclear Station, Unit 2 
Accepts commitment in util 7S1124 Itr to use criteria For 
structural overlapping technique provided In NRC 761003 Itr. 
VAROOtS. A. Light Water Reactors Branch 4. 79/01/30. 2pp. 


7902260340 DOCKET 3TN-50-492 Cherokee Nuclear Station, Unit 2 
Requests authorization to use end ASflE Code cases in 
fabrication of primary sys components. 

BAIL, L. C. Duke Power Co. 79/02/15. 3pp. 


7903230061 DOCKET STN-50-492 Cherokee Nuclear Station, Unit 2 
Informs that TRADOC Pamphlet 350-30, "Interservlce Procedures 
for Instructional Sys Development" referenced in NUREO-0219 
is available In microfiche form from NRC,- 
BESAWi W. J. Division of Document Control. 70/11/20. 3pp. 


7902150444 DOCKET STN-50-492 Cherokee Nuclear Station, Unit 2 
Ack receipt of IE Insp Repts 50-491/79-01,50-492/79-01 I, 
50-493/79-01 on 790103-05. No proprietary info. 

DAIL, L.C. Duke Poiuar Co. 79/01/29. Ip. 


7902150447 DOCKET BTN-50-492 Cherokee Nuclear Station* Unit 8 
Forwards IE Insp Repts 50-491/79-01.50-492/79-01 L 
50-493/79-01. No noneomp 1 lane e no ted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch. 79/Ol/lB. 2pp. 


7902150453 DOCKET 8TN-S0-492 Cherokee Nuclear Station, Unit 2 
IE Insp Repts 50-491/79-01,50-493/79-01 & 50-493/79-01 on 
790103-05. No noncompliance noted. Major areas inspected : site 
preparation, QA program i mplementatlon, site fire protection, 
const procedures (, site QA records. 

RAUSCH, J. K. , HERDT* A, R. Region 3, Atlanta, Office of the 
Director. 79/01/16. 4pp. 


7902390069 DOCKET 6TN-50-492 Cherokee Nuclear Station, Unit 2 
Forwards IE Info Notice 79-03* "Llmltorque Valve Geared 
Limit Switch Lubricant." 

0 'REILLY, J. P . Region 2, Atlanta* Office of the Director. 
79/02/09. 2pp. 


79022Q0563 DOCKET STN-50-493 Cherokee Nuclear Station, Unit 3 
Accepts commitment in util 781124 Itr to use criteria for 
structural overlapping technique provided In NRC 701003 Itr. 
VAROO, a. A. Light Water Reactors Oraneh 4, 79/01/30. 2pp. 


7902260340 DOCKET STN-SO-493 Cherokee Nuclear Station, Unit 3 
Requests authorization to uso end ASME Code cases in 
fabrication of primary sys components. 

DAIL, L.C. Duke Power Co, 79/02/15. 3pp. 


7902330061 DOCKET 8TN-50-493 Cherokee Nuclear Station, Unit 3 
Informs that TRADDC Pamphlet 350-30* " Interservi ce Procedures 
for Instructional Sys Development" referenced in NUREO-0219 
Is available in microfiche form from NRC. 

BE8AM, W. J. Division of Document Control, 78/11/20. 3pp, 


79032B0020 DOCKET 8TN-S0-493 Cherokee Nuclear Station. Unit 3 
Advises of ofc relocation to 1300 17th Street, Washing ton* DC, 
30036 t< new telephone number. 

MCOARRY,J,M. Debevotso hLleberman, 79/01/15. Ip. 


79031SD444 DOCKET 8TN-S0-493 Cherokee Nuclear Station, Unit 3 
Ack receipt of IE Insp Repts 50-491/79-01* 50-492/79-01 «< 
50-493/79-01 on 790103-05. No proprietary info. 

OAIL.L. C. Duke Power Co, 79/01/29. Ip. 


7903150447 DOCKET 8TM-SG-493 Cherokee Nuclear Station, Unit 3 
Forwards IE Insp Repts 50-491/79-01.50-492/79-01 {< 
50-493/79-01. No noncompl iance noted. 

MURPHYtC.E. Region 2, Atlanta, Reactor Construction Sc 

Enginaerlng Support Branch. 79/01/18. 2pp. 


79031S04S3 DOCKET STN-SO-493 Cherokee Nuclear Station. Unit 3 
IE Insp Repts 50-491/79-01, 50-492/79-01 6 50-493/79-01 on 
790103-05. No none ompl iance noted. Major areas inspec ted; si te 
preparation, QA program Impl ement at Ion, si t e fire protection, 
const procedures 6 site OA records. 

RAUSCH, J.K.* HERDT, A.R. Region 3. Atlanta. Office of the 
Director. 79/01/16, 4pp. 


7903260089 DOCKET 8TN-50-493 Cherokee Nuclear Station* Unit 3 
Forwards IE Info Notice 79-03, "Limitorque Valve Geared 
Limit Switch Lubricant. " 

□ 'REILLY, J. P, Region 2, Atlanta, Office of the Director. 
79/02/09. 3pp. 


7903050032 DOCKET 8TN-50-495 SWEBSAR-PI 

Forwards list of Category I-*IV metters applicable to 
preliminary design approval fo^r SWES5AR/RESAR-4 1 
appl ica tion. Requests design assossment for aach matter 
identified in listsilf extension of assessment is sought. 
KENNEDY, W. J. Southwest Econometrics, Inc. 79/01/24. 41pp. 


7902140214 DOCKET 8TN-50-493 8HESBAR-PI 

Responds to NRC 781117 Itr re NRC position on cold shutdown 
requirements for SWE8BAR-P1/DSAR-205. NRC position has no 
effect Oh design. De 1 1 eves preliminary design approval can be 
issued w/o further delay. 

KENNEDY, M. J. L, Stone h Webster, Inc. 79/01/26. Ip. 
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7902230061 DOCKET 50-496 Montague Nuclear Power Station. Unit 1 
Inform that TRrtDQC Pamphlet 350-30, ” Interservic e Procedures 
for Instructional Sgs Development" referenced in NUfiEO-0219 
Is availaOle in microfiche form from NRC. 

SESAW, W. J, Division of Document Control 78/11/20, 3pp. 


7901230041 DOCKET 50-496 Montague Nuclear Power Station. Unit 1 
Forwards NURES/CR-0400, "Risk Assessment Review Group Rept to 
the US NRC" (Lewis Rep t > . provl d i ng recommendations for use 
of risk assessment methodology 6 assessment of yASH-1400. U/o 
end. 

KETCHEN. E. G. Office of the Executive Legal Director, 79/01/16, Ip. 


7902130092 DOCKET 50-496 Montague Nuclear Power Station, Unit 1 
Forwards Endorsement 52 for Policy MF-53 effective 790101. 
SEGER.fi.M Northeast Uti li ties. 79/02/06. 3pp. 


7902130167 DOCKET 50-496 Montague Nuclear Power Station, Unit 1 
Forwards certified copies of Endorsement 57 for NF-173 re 
premium !, amend of Condition 4 for 1979. 

SEGER.R.H, Northeast Utilities. 79/02/06, 2pp. 


7902200067 DOCKET 50-496 Montague Nuclear Power Station, Unit 1 
Forwards Endorsement 2 to NELIA Dinder ED-15 !i EC-16 for 
calender gear 1979, ei tend ing binder protection through 
1979. 

SEGER.R.M, Northeast Utilities. 79/02/09. 9pp, 


7902230061 DOCKET 50-497 Montague Nuclear Power Station, Unit 5 
Informs that TRADQC Pamphlet 350-30, "Interservlce Procedures 
for Instructional Sgs Development" referenced in NUREO-0219 
is available in microfiche form from NRC 

0ESAH, H. J. Division of Document Control. 78/11/20. 3pp. 


7901230041 DOCKET 50-497 Montague Nuclear Power Station, Unit 2 
Forwards NUfiEO/Cfi-0400, "Risk Assessment Review Group Rept to 
the US NRC" (Lewis Rep t ), provid ing recommendations for use 
of risl assessment methodology & assessment of HASH-1400. W/o 
end. 

KETCHEN, E G. Office of the Executive Legal Director. 79/01/16, ip. 


7902270344 DOCKET STN-50-49a South Totae Project. Unit 1 
Requests extension of time for submitting security 
contingency plan from 790323 to 790601. 

TURNER, E, A. Houston Lighting 8, Power Co. 79/02/15. ip. 


7902260101 DOCKET 8TN-50-49Q South Texas Project. Unit 1 
Informs that Cltlxens Concerned About Nuclear Power will 
represent author's interests in proceedings re application 
for operating 1 ieonse. Adop ts 8< supports organ! i atl on 'i 
statements of interest t, contentions. 

BUNK, 0. J. Affiliation Unknown, 79/01/14, 2pp. 


7902150160 DOCKET 8TN-50~49B South Texas Project. Unit t 
Designates C Ryan as representative of Citiiens Concerned 
aboet Nuclear Power before ASLD. Cert i f ica te ef Sve encl. 

JANAK, B. , SINKIN, L.A, Citiiens Concerned About Nuclear Power. Inc.- 
79/01/19. 2pp. 


7902150171 DOCKET STN-50-498 South Texas Project. Unit 1 

Requests transcript of 790111 special prehearing conference 
1. waiver of charge pursuant to 5U8C552(o). 

RYAN. C. Citiiens Concerned About Nuclear Power, Inc, 79/OI/lB. 

Ip. 


7902220159 DOCKET STN-50-49a South Texas Project, Unit I 
Forwards amended suppl petition as ordered by ASLD on 
79011 1. 

MARKE, D. Affiliation Unknown, 79/01/19. 2pp. 


7902220161 DOCKET 8TN-50-498 South Texoe Project, Unit 1 
Suppl petition by D liarkedlsts contentions. Urges granting 
of petition for Interventl on. Assert s standing as matter oP 
right. 

HARKE,D. Affl I iation Unknown. 79/01/19, aipp. 


7902220164 DOCKET STN-SO-498 South Texas Project, Unit 1 

Petition by Austin Citiiens' for Economical Energy i inc lud as 
bill of con bent Ions. Asserts standing to Intervene. Also 
asserts same 21 contentions as D Horke. 

MARKE, D. Affiliation Unknown. 79/01/19. 4pp. 


7902130093 DOCKET 50-497 Montague Nuclear Power Station, Unit 2 
Forwards Endorsement 52 for Policy MF-52 effective 790101, 
SEGER.R.M. Northeast Utilities. 79/02/06, 3pp. 


7902130167 DOCKET 50-497 Montague Nuclear Power Station. Unit 2 
Forwards certified copies of Endorsement 57 for NF-17d re 
premium t. amend of Condition 4 for 1979. 

SEGER.R.M. Northeast Utilities, 79/02/06, 2pp. 


7902200067 DOCKET 50-497 Montague Nuclear Power Station, Unit 2 
Forwards Endorsement 2 to NELIA Binder EB-IS t, ED-16 for 
Bitending binder protection through 

SEGER.R.M. Northeast Utilities. 79/03/09. 9pp, 


7902270192 DOCKET STN~50-499 South Texas Project, Unit 1 
Submits corrections to transcript of special prehoarina 
conference held on 790111. 

NEWMAN, J.R, Louenste in, Newman. Reis. Ax el rad t Toll. 79/01/19. 3pp. 


7902130055 DOCKET STN-50-490 South Texas Project, Unit 1 
Responds to 781003 Itr requesting addi info re new 
Commission policy of increased public participation in 
meetings. NRC will limit number of observers at site 
meetings. 

DENTON.H, R, Office of Nuclear Reactor Regulation. 79/01/29. 


Ip. 


7902150091 DOCKET STN-50-49B South Texas Project. Unit 1 

'•evision of schedule for 

radiological safety review. Utl 1 's proposed schedule is 

DENTOn’h*b' revision cannot be met. 

DENTON, H R, Offics of Nuclear Reactor Regulation, 79/01/31. 3 pp. 

7902120170 DOCKET STN-50-49B South Texas Project, Unit 1 

I ® operating 'licensing Itage 

TURNER. E. A. Houston Lighting 8. Power Co, 79/03/09. 3pp. 


7903120172 DOCKET 9TN-50-49a South Texas Project, Unit 1 

sihStIkfirL visibility from public roads. 

‘'■ans'nission line routes, economic 
benefits 8. effluent monitoring programs. 

• Houston Lighting 8. Power Co. 79/02/09. 39pp. 


7903320166 DOCKET 8TN-50-49e South Texas Project, Unit I 
Notifies that steering committee of Austin Citiiens' for 
Economical Energy on Sept, 1978 authorlied D Marke to spunk b 
petition on its behalf. 

DUNCAN. R. Affiliation Unknown. 79/01/19. Ip. 


7902320169 DOCKET BTN-30-490 South Texas Project. Unit I 

Confirms intention to be represented by Austin Citiiens' for 
Economical Energy's petition 8< appointee, 0 Marke, Cor 1 1 f ten ta 
of Sve encl. 

COOK, R. , COOK, R. Affiliation Unknown. 79/01/19, Ip, 


8902220237 DOCKET STN~50-498 South Texas Project, Unit 1 
Intervenors' emergency request for "New Evldenco" status. 
Requests copy of Rasmussen Rept b info re its significance 
on design 8. const licensing of pro jec t. Corti fl cate of Bve 
end. 

MARKE, D, Affiliation Unknown. 79/01/24, 2pp, 


7902280860 DOCKET STN-S0-49a South Texas Project, Unit I 
Applicant's answer to suppl info 8. Austin Citiiens for 
Economical Energy petition filed subsequent to special 
prehearing conference. Urges denial of intervention for lack 
of legal Interest. Cert 1 fl cate of 8vc end, 

NEWMAN, U.R., REIS, H. F. , CULP.R.H. Lowenetoln, Newman, Reis, Aku IrAtl 8c 
Toll, 79/02/01, 34pp. 


7902260086 DOCKET STN-50-498 South Texas Prejoct, Unit 1 

Responds to 790114 Itr requesting info for participating in 
hearings. No schedule established y ot. Di seusses two methods 
by .which public can participate in hearings. It is mandatory 
that petition to intervene be filed per 10CFft8. 714, 

ENQELHARDT, T, F. Deputy Executive Legal Director. 79/02/01, Hpp. 


.^Tvauaui/v uuunt I B1N-50-49B South Texas Project. Unit I 
Responds to suppl to amended petition to intervene filed by 
Citiiens Concerned About Nuclear Power, Inc. Urges denial of 
*0 a contention as required 

by lOCFfi2. 714(b >, Corti fieate of Sve encl. 

ULMAN, M.D. Office of the Executive Legal Director. 79/02/05. 


7pp. 




Requestis addl info re qualifications of D MarVe» 
particularlg on his education^ employment b published work. 
QECHHO£FERi C. Atomic Safety and Licensing Doard Panel 79/03/07 
2pp. 
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7903230091 DOCKET STN-SO-490 South Toiao Project, Unit 1 
FoTtifardt F8AR Amend 3. 

TURNER, E. A. Houston Lightins & Pooler Co. 79/02/16. Ip. 


7902830097 DOCKET STN-50-49B South Texas Project, Unit I 
Amend 3 to FSAR, updating. info necossarg for providing 
conslstencg among FSAR see tions, inc lud ing offsite t, onsite 
pouier sgs, Bux i 1 iarg sgs tt compliance ui/Branch Technical 
Position APBCD 90S-1 App A. 

TURNER, E. A. Houston Lighting t. Power Co. 78/03/16, 400pp. 


7903860189 DOCKET STN-50-49B South Texas Project, Unit 1 
Requests deadline for response to or objection to 
Interrogatories %t document requests bg Dept of Justice be 
changed from 790104 to 7901 IS. Certlfi cate of Svc end, 
BALOUOH, R.C. Austin, TX. 79/01/04. 4pp, 


7902200848 DOCKET 8TN-3O-490 South Texas Project, Unit 1 
Cltg received Interrogatori es & request for documents on 
701209 from Dapt of Justice. These mag be produced at same 
time as those of Cltg of Ban Antonio. Seek until mid-Jan 1979 
to complete request. Cert i fleate of Svc end, 

BALOUOH, R.C. Austin, TX. 79/01/04, 4pp. 


7902090249 DOCKET 3TN-9O-490 South Texas Project, Unit I 
Notifies that Central Power t. Light Co did not initiate or 
receive ang discovsrg requests in Dec 1970. Certi fi cate of 
9ve end. 

RYAN,T. 0. Isham, Lincoln & Beale, 79/01/09. 3pp, 


7902060100 DOCKET 8TN-90~49B South Texas Project, Unit 1 
Applicant's objections (, answers to DOJ's first set of 
written interrogatories t< requests for production of 
documents. U/end Certificate of 8vc. 

BARNETT, E. U. Houston Lighting t< Power Co. 79/01/tl. 14pp. 


7902220144 DOCKET 9TN-50-49e South Texas Project, Unit 1 

Response bg Cltg of Austin, TX, to DOJ's first interrogator 1 as 
t< requests for production of documents. Affidavit of RC 
Hancoc k, Cert i f icate of Svc t< supporting documentation end. 
BALOUOH, R.C, Austin, TX. 79/01/12, 106pp. 


7902260607 DOCKET 3TN-9O-490 South Texas Project, Unit 1 

Answer of TX Util Co %i subsidi^aries to Dept of Justice first 
eet of interrogatories t< requests for production of 
documents. Certi f icate of Svc end. 

RELYEAiS.C. Horsham, Forsgthe 1< Sampols. KNOTTS, J.D., REYNOLDS, N. 
Debevolse 1, Lieberman. 79/01/18. I7pp. 


7908090037 DOCKET 8TN-9O-490 South Texas Project, Unit 1 
NRC initial intefrogatori es t< requests for production of 
documents propounded to Houston Lighting ti Power Co & TX 
Util Oeritrating Co in antitrust proceeding. Certificate of 
Svc end. 

LE89Y, R. P. , DLUME, M. D. Office of the Executive Legal Director. 
79/01/19, 27pp. 


7908060130 DOCKET 8TN-90-49B South Texas Project, Unit I 
Motion bg Central Power b Light extension of time until 
7908S0 within which to answer interrogatories (t produce 
documents. H/Certl f icate of Svc. 

RVAN>T. 0. Isham, Lincoln b Deale. 79/01/17. 7pp. 


7908060184 DOCKET 8TN-go-490 South Texas Project, Unit 1 

Application for issuance of subpoenas. H/flve draft subpoenas 
for deposition b five subpoenas for production of documents 
re general issue of competition in electric util induatrg.W/ 
Certificate of Svc. 

RYANrT. 0. Isham, Lincoln b Beale. 79/01/18. SSpp. 


7908810096 DOCKET 8TN-50-498 South Texas Project, Unit 1 
.Motion for eitention until 790806 in which to file response 
to objections b to motions for protective orders to compel 
production re Cltg of Austin's responses. W/Certlficate of 
Svc end, 

* PARMENTER, F, H. Justice, Dept. of. 79/01/85, 7pp. 


7908090034 DOCKET STN-50-498 South Texas Project, Unit 1 
TX Util Generating Co motion for extension of time until 
790309 to file answers or ob jec tions, produce documents or 
otherwise p lead. Certificate of Svc end. 

KNOTTS, J. B. Debevolse b Lieberman. 79/01/89. 4pp. 


7902120048 DOCKET 8TN-90-49B Booth Texas Project, Unit 1 

Houston Lighting b Power Co motion for extension of time to 
respond or object to NRC Interrogatoriee due to extensive 
investigation required. Cert i f icate of Svc end. 

FRANKLIN, W. J. Lowenstein, Newman, Reis, Axe Irad b Toll, 79/01/30. 
9pp. 


7902230045 ‘ DOCKET STN-50-490 South Texas Project, Unit 1 
Rept on progress of discovorg during Jan 1979 pursuant to 
ASLD 760621 order. Informs of primarg process of reviewing 
matl received. Certi f icate of Svc end. 

HARRIS, J.L., CLARK, R.H., PARMENTER, F, H, Justice. Dept. of. 
79/01/30, 7pp. 


7908060353 DOCKET 8TN-50-49B South Texas Project, Unit 1 
Grants extensions of time to utils to respond to discoverg 
requests b to Justice Dept to respond to objections b 
rnotloni for protective orders. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. 79/01/31. 

2pp. 


7908140345 DOCKET STN-50-49a South Texas Project# Unit I 
Opposes 1 ntras ta te-on 1 g operating provisions of 
participation in fsc i 1 iti es, due to adverse effect on 
interregional power supply b options designed to decrease 
charge for olectrlelty. 

PFEFFER, J. L. Energy, Dept. of. 79/01/31. Spp, 


7908820182 DOCKET 8TN-30-498 South Texas Project, Unit 1 
Forwards initial interrogatories to b first request far 
production of documents by Houston Lighting b Power Co from 
Public Utii Board of Orownsvllie, TX. 

POIRER. M.fi, Spiegel b, McDiarmid. 79/01/31. Ip. 


7902220186 DOCKET STN-50-498 South Texas Project, Unit 1 

Initial Interrogatories to b first request for production of 
documents bg Houston Lighting b Power Co from Public Util 
Board of Drounsvl 1 le, TX. Certif icate of Svc end. 

POIRIER, M R. Spiegol b McDiarmid. 79/01/31. 30pp. 


7908280188 DOCKET 3TN-50-49a South Texas Project, Un i t 1 
Forwards initial interrogatories to b first request for 
production of documents bg City of Austln.TX from Public 
Util Beard of Brownsville, TX. 

POIRER, M.fl. Spiegel b McDiarmid. 79/01/31. ip. 


7902820131 DOCKET STN-90-49e South Texas Project, Unit 1 

Initial Interrogatories to b first request for production of 
documents by City of Austin, TX from Public Util Board of 
Drewnsvl lle.TX.Certiflcato of Svc end. 

POIRIER, M. R. Spiegel b McDiarmid. 79/01/31, 24pp. 


7908880135 DOCKET STN-30-490 South Texas Project, Unit 1 
Forwards Initial interrogatories to b first request for 
production of documents by City Public Svc Board of San 
Antonio, TX, from Public Util Board of Brownsvi 1 le, TX. 
POIRER, M.R. Spiegel b McDiarmid, 79/01/31. Ip. 


7902280136 DOCKET 8TN-S0-49a South Texas Project, Unit t 

Initial interrogatories to b first request for production of 
documents bg City Public Svc Board of San Anton 1 o> TX, from 
Public Util Board of Brownsvi 1 le, TX Certificate of Svc end. 
POIRIER, M.R. Spiegel b McDiarmid. 79/01/31. 23pp. 


7908230803 DOCKET 8TN-5O-490 South Texas Project. Unit i 
Forwards initial interrogatories to b first request for 
production of documents bg South TX Electric Cooperative b 
Medina Electric Cooperative from Public Util Board of 
Brownsvi 1 1 e, TX. 

POIRIER, M.R. Spiegol b McDiarmid. 79/01/31. Ip. 


7902330204 DOCKET 8TN-90-498 South Texas Project, Unit 1 

Initial Interogatorles to b first request for production of 
documents bg South TX Electric Cooperative b Medina Electric 
Cooperative from Public Util Board of Brownsvi 1 1 e, TX. 
Certificate of Svc end. 

POIRIER, M.R. Spiegel b McDiarmid. 79/01/31. 22pp. 


7908260600 DOCKET eTN-90-49S South Texas Project, Unit 1 
Forwards initial interrogatories to b first request for 
production of documents bg TX Util Co b Its subsidiaries 
from Public Util Board of Brownsvi 1 1 e, Tx. Requests info from 
related civil case If available. 

POIRER, M R. Spiegol b McDiarmid. 79/01/31. Spp, 


7908260609 DOCKET 8TN-50-49S South Texas Project, Unit t 

Initial interrogatories to b first request for production of 
documents bg TX Util Co b its subsidiaries from Public Util 
Board of Brownsvi 1 le, TX. Certi ficate of Svc end. 

POIRIER, M.R. Spiegel b McDiarmid, 79/01/31. sapp. 


7908210097 DOCKET BTN-90-49a South Texas Project, Un 1 1 1 
Advises of discoverg status b forwards opinion of UB 
District Court in related antitrust trial in which two TX 
intrastate utils sued two other TX intrastate uti 1 s, al 1 eg ing 
antitrust conspiracy. 

LESSY, R.P., BLUME, N. R. Office of the Executive Legal Director. 
79/08/02. Spp. 
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79022SOOBO POCKET STN-50-49a South T»«*» Project. Unit 1 

TX Utit» Centratins Co r»pt on dltcovery during Jen 1979 per 
ASLd Inlerak of rpcfipt of NRC In^trrogatorles « 

entuer to DOJ requett Certificate of Svc end. 

KNOTTS. J, a Debevoise tt Lieberaan. 79/02/02. 5pp. 


7902260582 POCKET STN-50-498 South Teias Project. Unit 1 
Jan 1979 progrete rept of Houston Lighting tt Power Co re 
discovery. Order t aefflorandua of opinion on merits in 
parallel proceeding, t. Certificate of Svc end. 

FRANKLIN. M J Leuenste in. Newman. Bel s. Ai e Irad fc Tol 1 . 79/08/02. 

Spp. 


7902260533 DOCKET STN-50-49B South Teias Project. Unit 1 
Defers entry of final judgement for 30 days during which 
motions to correct or supplement opinion h findings may be 
filed in case of Uest TX Util Co tt Central Power i Light Co 
Vi TX Electric Svc Co 6 Houston Lighting t< Power Co. 

• U S. District Court. Northern District of Teias. Dallas Div. 
79/01/30. ip. 


7902260587 DOCKET STN-50-49B South Teias Project. Unit 1 
Memorandum opinion in case of Hest TX Util Co It Central 
Power & Light Co vs TX Electric Svc Co tt Houston Lighting t> 
Power Co. Judgment for defendants. did not violate Sherman Act 
Section 1. 

• US District Court. Northern District of Texas. Dallas Div. 
79/01/30 71pp, . 


7902130091 DOCKET BTN-50-499 South Teias Project, Unit 2 

Besponds to comments & reauost for revision of schedulo for 
radiological safety reviewUtil's proposed schedule is 
unrealistic t< request for schedule revision cannot be ni»t. 

DENTON. H.R. Office of Nuclear Reactor Reoulatlon. 79/01/31. 3pp, 


7902120170 DOCKET 8TN-30-499 South Texas Project, Unit S 
Forwards Amend 2 to environ rept, operating licensing *t«o*. 
TURNER, E.A. Houston Lighting tt Power Co. 79/08/09. 3pp. 


7902120172 DOCKET STN-50-499 South Texas Project, Unit 3 
Amend 2 to environ rept re site tt location layout, ra I Iroad 
r 1 gh t~of — ua y I transmi s s i on line visibility from public roada* 
substaticin (c modified transmission line routes, econoni i c 
benefits S, effluent monitoring programs, 

* Houston Lighting tc Power Co. 79/02/09. 39pp. 


7902270344 DOCKET STN-BO-499 South Texai Project. Unit 8 
Requests extension of time for submitting security 
contingency plan from 790383 to 790601. 

TURNER, E.A. Houston Lighting fc Power Co. 79/02/19, Ip. 


7902260181 DOCKET aTN-50-499 South Texas Project, Unit 2 
Informs that Cltiions Concerned About Nuclear Power will 
represent author's interests in proceedings re application 
for operating 1 Icense. Adopts tt supports organl intion 'a 
statemsnts of interest ti contentions. 

DUNK, 0. J. Affiliation Untnown. 79/01/14, 8pp, 


7902220267 DOCKET STN-50-49B Sooth Texes Project, Unit I 
DOJ's response to TX Util Oenerating Co's objections tt 
motions for protective orders re DOJ's 790112 discovery 
request. Urges A5UB to overrule objections b deny motions. 
Certificate of Eve end. 

KARRIS, J,L.. CLARK, R.H., PARKENTER, F. H. Justice, Dept. of. 
79/02/06. 26pp 


7902220873 DOCKET STN-50*49a South Teias Project, Unit 1 
Motion to compel TX Util Oenerating Co to provide further 
responses to DOJ 781122 discovery request due to 
insufficiency of 790112 answers. Certificate of Svc end. 
HARRIS. J.L., CLARK, R H., PARMENTER, F. H. Justice, Dept. of. 
79/02/06 14pp 


7902230051 DOCKET 9TN-5O~490 South Texas Project, Unit 1 
Motion to compel Houston Power b Light to provide further 
responses to DOJ 781122 discovery request due to 
insufficiency of 790111 answers. Certl ficate of Svc end. 
HARRIS, J.L, CLARK, R.H., PARMENTER, F. H, Justice. Dept, of, 
79/02/06. 39pp. 


7902260220 DOCKET STN-50-490 South Texas Project, Unit I 
Motion to compel city of Austin, TX to provide fuller 
responses to DOJ 781130 discovery request because of 
Insuffldency of 790112 answers. Certificate of Svc end. 
HARRIS, J.L,. CLARK, R.H., PARMENTER, F. H Justice, Dept, of 
79/02/06. 16pp. 


7902230036 DOCKET STN-50-49S South Texas Project, Unit 1 
Houston Lighting b Power Co's second set of interrogatories 
b request! for production of documents to DOJ, Anti trust Div 
Certificate of Svc end, 

FRANKLIN.H. J Baker bBotts. 79/02/09. 7pp, 


7902230039 DOCKET STH-50-49B South Texas Project, Unit 1 
Houston Lighting b Power Co's second sot of interrogatories 
b requests for production of documsnts to NRC. Cert i ficate of 
Svc end, 

FRANKLIN, W. J. Baler b Botts. 79/02/09. 7pp. 


7902130041 DOCKET 67N-50-49B South Texas Project, Unit 1 
Forwards IE Info Notice 79-01, “Bergen-Paterson Hydraulic 
Shock b Sway Arrestors IHSSA). “ 

SEVFRIT.K, V. Region 4. Dallas, Office of the Director 
Ip. 


79/02/0 


7902270192 DOCKET STN-5<l-499 South Texas Project, Unit 2 
Submits corrections to transcript of special prehearing 
conference held on 790111 . m mg 

NEWMAN, J.fi. Lowenstein,Newnan,Rels,Axelrad b Toll, 79/01/19, 3p 


7902130055 DOCKET STN-50-499 South Teias Project. Unit 2 
Responds to 781003 Itr requesting add! in?o ^^new 

? I?"’'”;*" P»''^‘elpatlon in 

aitjinjs. NRC wtl) Umit of sit# 

Bta « 1 A j a . 

DENTON.H, H. Office of Nuclear Reactor Regulation. 79/01/89. 


79081S0160 DOCKET 8TN-50-499 South Texas Project. Unit 3 
Designates C Ryan as representative of Cltltons Concerned 
about Nuclear Power before ASLB, Cert if i cate of Bve end. 

JANAK, 8. , SINKIN, L. A. Cltliens Concerned About Nuclear Power, Inc. 
79/01/19. Spp, 


7902130171 DOCKET 8TN-50-499 South Texes Project. Unit 3 

Requests ti'anscrlpt of 790111 special prehearing conference 
b waiver of charge pursuant to 3UBC832(a). 

RVAN, C, Citliens Concerned About Nuclear Power, Inc. 79/01/13. 

Ip. 


7902220159 DOCKET STN-50-499 South 
Forwards amended suppl petition 
790111, 

MARKEi D. Affiliation Unknown, 


Texas Project, Unit 8 
as ordered by ABLU on 

79/01/19, Spp. 


790222016] DOCKET STN-50-499 South Texas Project, Unit 3 
Suppl petition by D Markei lists contentions. Urges granting 
of petition for intervention. Asserts standing as matter nf 
right. 

MARKE, D, Affl I iatlon Unknown. 79/01/19, 31pp, 


7902220164 DOCKET STN-30-499 South Texas Project, Unit 8 
Petition btj Austin Citizens' for Economical Energy, Ini; 1 udas 
bin of contentions. Asserts standing to Intervene. Also 
asserts sama 21 contentions os D Marks, 

MARKE, D. Af fl 1 lat Ion Unknown. 79/01/19, 4 pp. 

7902220166 DOCKET STN-30-499 South Texas Project, Unit 8 
Notifies that steering committee of Austin Citiiens' far 
Economical Energy on Sept, 1970 authorlisd D Marie to sneak fc 
petition on its behalf. 

DUNCAN, R. Affiliation Unknown. 79/01/19, Ip, 


7908280169 DOCKET BTN-50-499 South Texas Project, Unit 2 
Confirms Intention to be represented by Austin Cltliens' for 
Economical Energy's petition b appointeoiD Mar ke. Cert 1 f i" cat e 
of Svc enc I . 

COOK, R. , COQK.R. Affiliation Unknown, 79/01/19, Ip, 






Intervenors emergency request for "New Evidence" status 
RoquesU copy of Rasmussen Rept b Info re its significance 
sncl***'**” ** licensing of pro jee t. Cert if i cote of Swe 

MARKE, 0. Af f i 1 iation Unknown. 79/01 /24, 2 pp. 


r " uoc«b[ aTN-50-499 South Texas Project, Unit 2 
Applicant's answer to suppl info b Austin Citliens for 
Economical Energy petition filed subsequent to special 


/Vuau 60086 DOCKET 8TN-50-499 Sodth Texas Project. Unit 2 
Responds to 790114 Itr requesting Info for partlelnatlno in 
hearings. No schedule established ye t, Discusses two^methSd . 
by which public can participate in hearinna i *• '’'•thods 
that petition to Intervene e iUd n^JSSFR^ 

ENQELHARDT.T.F, Deputy E,ecu.tiv:^Sfl'Il ‘D^rSdo^"' 79/02/01. 


8pp. 
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^'9022S0I7<? DOCKET STN-50-499 8otith To»a& Project, Unit 2 

neifom)! to (uppl to arnendeO potltion te intervcna filed ttij 
Cltiieni. Concerned About Muclear Pouerp Inc Urges denial of 
petition for failure to set forth a contention as required 
by lOCFftS. 714<.b (. Certi f Icate of Svc end, 

UUMANi M. D. Office of tho Eiecutive Legal Director. 79/02/03, 7pp 

>*902820243 DOCKET BTN- 50-499 South Teras Pro joe t. Unit 8 
' Requests addl info re qualifications of D Marie, 

particularly on his educa t i onp enpl oyment t< published uorlt. 
DECHHOEFER, C. Atomic Safety and Licensing Board Panel. 79/02/07. 

spp 


>908230091 DOCKET 9TN-50-499 South Toias Projoctp Un i t 2 
^ Forwards FSAR Amend 3, 

TURNERrE. A. Houston Lighting & Poiaor Co. 79/02/16. Ip. 


7903830097 DOCKET STN-50-499 Sooth Tejas Projecti Unit 2 
Amend 3 to FSARp up dat Ing info necessary for providing 
consistency among FSAF) sec t ionsi i nc 1 ud Ing offsite & onsite 
pouer sys, aus 1 liary sys ti compliance w/Qranch Technical 
Position APBCO 905-1 App A 

TURNER. E. A. Houston Lighting & Power Co. 79/02/16. 4O0pp. 


.^*902260105 OOCKET 8TN-S0-499 South Texas Project. Unit 2 
Requests deadline for response to or objection to 
Interrogatories b document requests by Dept of Justice be 
changed from 790104 to 7901 1 5. Cert i f Icate of Eve end. 
BALOUOH. R. C. Austin. TX. 79/01/04. 4pp. 


./902aB0248 DOCKET STN-50-499 South Texas Project. Unit 2 
City received interrogatories b request for documents on 
791209 from Dept of Jus t ice. These may be produced at same 
time as those of City of San Antonio. Seek until mid-Jan 1979 
to complete request. Certificate of Sve and. 

BALOUOH. R. C. Austin. TX. 79/01/04. 4pp. 


-;^902050a45 OOCKET 8TN-50-499 South Texas Project. Unit 2 
' Notifies that Central Power b Light Co did not initiate or 
receive any discovery requests In Dec 197B. Cert i f icate of 
8vc end. 

RYAN^T.O, Ilham, Lincoln b Qeale. 79/01/09. Spp. 


■7*902060100 DOCKET STN-SO-499 South Texas Project, Unit 2 
Applicant's objections b answers to DDJ's first set of 
written interrogatories b requests for production of 
documents. U/end Certificate of 6vc. 

BARNETT.E. U. Houston Lighting b Poiuer Co. 79/01/11. 14pp. 


■7*902220144 DOCKET 8TM-S0-499 South Texas Project, Un i t 2 

Response by City of Austin. TX, to DDJ's first interrogatories 
& requests for production of documen ts. Af f idavi t of RC 
Hancoc k. Certificate of Sve b supporting documentation end. 
BALOUOH, n.C. Austin. TX. 79/01/12 i06pp. 


7«?088606O7 DOCKET STN-SO-499 Booth Texas Project. Unit 2 

Answer of TX Util Co b subsidiaries to Dept of Justice first 
sot of interrogatories b requests for production of 
documents. Certificate of Sve encl. 

RELYEA.a.C. Worsham. Forsythe b Sampels, KNOTTS. J.D,. HEVNOLDa, N, 
Bebevalse b Lleberman 79/01/12. 17pp. 


■?V02060t50 DOCKET BTN-90-499 South Texas Project, Unit 2 
Motion by Central Power b Light extension of time until 
790220 within which tu ahswer interrogatories b produce 
documents. W/Certif icate of Sve. 

RYAN.T.O Isham. Lincoln b Beale. 79/01/17. 7pp. 


'>9»02060184 DOCKET BTN-50-499 South Texas Project, Unit 2 

Application for issuance of sub poenas. W/ five draft subpoenas 
for deposition b five subpoenas for production of documents 
re general issue of competition in electric util industry. 
W/Certiflcate of Sve. 

RYAN.T.O. Isham. Lincoln b Beale. 79/01/19. 52pp. 


'^'9102210096 DOCKET 8714-80-499 South Texas Project, Un i t 2 

Motion for extontlon until 790206 In which to file response 
to objections b to motions for protective orders to tompol 
production to City of Austin's responses, W/Cert I f icate of 
Bve encl. 

PARMENTER, F. H. Justice. Dept. of. 79/01/25, 7pp. 

^902050034 DOCKET 8TN-80-499 South Texas Project, Unit 2 
TX Util Oenerating Co motion for extension of time until 
790305 to file answers or oh joc t ions, produce documents or 
otherwise p 1 oad. Cert i flc ate of Bve encl, 

HN0TT8,J, B, Debovoi se b Lieberman. 79/01/29, 4pp. 


7902120042 DOCKET SrN-50-499 South Texas Projort., Unit 2 

Houston Lighting b Power Co motion for extension nf time to 
respond or object to NflC interrogatories due to extensive 
investigation required Certificate of Sve end 

FRANKLIN. W.J Lowonstein, Neuman. Flo i a, Ax elrad b Toll 79/01/30. 
3pp. 

7902230045 DDCKET STN-SO-499 South Texas Projod. Unit 2 
Rept on progress of discovery during Jan 1979 pursuant to 
ASLB 7B062I order. Informs of primary pi'ocess of roviouiTig 
mail rec eived. Car ti f i cate of Sve one 1 
HARRIS. J L, Justice. Dept, of 79/01/30, Vpp , 


7902060353 DOCKET STN-50-499 South Texas Project, Unit 3 
Orants extensions of lime to utils to respond to discovery 
requests b to Justice Dept to rospond to objections b 
motions for protective orders 

MILLER, H.E. Atomic Safety and Licensing Hoard Fanel 79/01/31. 
2pp. 


7902140245 DOCKET STN-50-499 Bcnitfi Toxos ('rojod, Unit 71 
Opposes Intvastate-Dnly operating provis i oris,,of 
participation In fac t H 1 1 os, due to .idversu effoct oii 
interregional power supply b npticnr, designed to decrease 
charge for e I ec tr Ic i t ij . 

PFEFFER,J. L Energy, Dept, of 79/01/31. 2pp. 


7902220122 DOCKET STN-50-499 South Texas Project, Unit 2 
Forwards Initial Interrogatories tii t, fir»t request for 
production of documents by Houston Lighting b Power Co from 
Public Util Board of Brownsv 1 11 u. TX, 

POIRER, M.R. Splogol b McDiormid 79/01/31, Ip. 


7902220126 DDCKET t}TN-50~497 tioufch Texas Project, Unit 2 

Initial Interrogatories tn b first request for production of 
documents by Houston Lighting b Power Co from Public Util 
Board of flrownsvi 1 I o, TX Cor 1 1 f 1 1 a te of Hve encl 
POIRIER. H R Spiegel b McOinraid, 79/01/31 30pp. 


7902S2012Q DOCKET STN-50-499 South Texas Project. Unit t! 
Forwards initial Inter rogatories to b first request for 
production nf ducuments by City of Austin. TX from Public 
Util Board nf Rrownsvl 1 1 e , TX 

POIRER, H R. Epiegel b flcOiarmld. 79/01/31. Ip. 


7902220131 DOCKET STN-!jO-499 3nuth Texas Project, Unit 2 

Initial i nterrngator i es tn f< first request for production of 
documents by Clt.j of Austin, TX from Public Util Board of 
Brownsv i 1 L e, T X Ce r t I f i c a te of Cve encl 
POIRIER. M. n. Splogol b McDlarmld. 79/01/31, 24pp. 


7902220135 DOCKET 3TN-50-4V9 South Texas Project, Unit 2 
Forward s initial interrogatories tn b first request for 
production of documents by City Public Hve Board of S.in 
An torn o, TXj from Public Util Board of Br owns vi I lo, TX, 
POIRER, H.n. Spiegel b McDlarmld. 79/01/31. Ip 


7902220136 DOCKET BTN-50-499 South Tex. is l>i'aject. Nnil 2 

Initial in terroga t pric 5 to b first request for production of 
documents by City Public Sve Dcarii of Ban Anton i ii, TX, from 
Public Util Board of Hr owno vl I lo. TX Certlfitalo of Bvr encl. 
PDiniER. M R, Gpiegel << HcUlarmiiJ. 79/01/31. 03pp. 


7902230203 DOCKET STN-50-499 ttoiith Toxns Project, Unit 2 
Forwards Initial interrogatories tn t. flrnt request for 
production of documonta by fjouth TX Electric Cooperattvu !, 
Medina Electric Cooperative from Public Util Board of 
Drownsvi 1 lo, TX. 

POIRIER, M.n Bpiogel b McDiarmid 79/01/31. Ip. 


7902200204 DDCKET 8TN-&0-499 South Texas Project. Unit 2 

Initial in torogntor 1 08 to b first roqueot for production of 
documents by South TX Electric Conporativo !, Medina Electric 
Cooperative from Public Util Bti/ird of Brownsvt 1 1 e, TX- 
Cortiflcatc of Sve end. 

POIRIER, H. fl. Spiegel b McOiai mid. 79/01/31 22pp 


7902260600 DOCKET 8TN-D0--499 South Toiao Project, Unit 2 
Forwards initial 1 ntorrogatori e» to !. first icquoot for 
production of documonts by TX Ufc;l Co b its subsidiaries 
from Pubttr Ubil Roard of Drouirie-vi i 1 o>> T:i. fiequo i.tfi irifa from 
related civil case if av.U 1 .ib 1 o. 

POIRER, M.H. spiegol McDiarmid 79/01/31 3|>p. 


7902260603 DOCKET STN-30-499 South Texas Project, iltul 2 

Initial interrogatories to b first request for production of 
documents by TX Util Co 6 its subsliUarloo from Public Util 
Board of Br ownsvi He, TX. Cer li f ica t e of Sve encl. 

PDIRIER.M R, Spiegel bHcOiarmid, 79/01/31. 3r?pp 
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790Ba>0057 DOCKET B7N-50-499 South Teias Project. Unit 2 
Advises of discovery status !< forwards opinion of US 
District Court in related antitrust trial in which two TX 
intrastate utils sued two other TX intrastate ut i Is. a1 1 aging 
antitrust conspiracy. 

LESSY. R. P. Office of the Eiecutive Legal Director. 79/02/02. 2pp, 


790B2200BO DOCKET STN-50-A99 South Teias Project. Unit 2 

TX Utils Generating Co rept on discovery during Jan 1979 per 
ASLD reguest. Inforirs of receipt of NRC interrogatories b 
answer to DQJ rec^uest. Cer t i f ica te of Svc end. 

KNOTTSiJ. B Debevoise l< Lieberman. 79/02/02. 5pp, 


7902260582 DOCKET STN-50-499 South Te»as Project. Unit 2 
Jan 1979 progress rept of Houston Lighting h Power Co re 
d 1 sc ovcry Ord er t< meniorandtim of opinion on merits in 
parallel proceeding. {< Certificate of Svc end. 

FJIANHL IN. W. J Louens tein. Neuman. Re is. Axelrad t< Toll. 79/02/02. 
5pp 


79022*0583 DOCKET STN-50-499 South Teias Project. Unit 2 
Defers entry of final judgement for 30 days during which 
(ndtlans to correct or supplement opinian (< findings may be 
filed In case of West TX Util Co ti Central Power U Light Co 
vs TX Electric Svc Co t< Houston Lighting {< Power Co. 

« U. S. District Court. Northern District of Teras. Dallas Div. 
79/01/30. Ip. 


7902260587 DOCKET 5TN-50-499 South Teias Project. Unit 2 
hlemorandura opinion in case of Nest TX Util Co Central 
Power t< Light Co vs TX Electric Svc Co t> Houston Lighting !. 
Pouier Co. Judgment for defendants, did not violate Sherman Act 
Section 1. 

* U. B. District Court. Northern District of Teias. Dallas Div. 
79/01/30, 71pp. 


7902220267 DOCKET aTN-50-499 South Texas Project, Unit 2 
DOJ's response to TX Util Generating Co's objections (< 
motions for protective orders re DDJ's 790112 discovery 
request. Urges AELO to overrule objections & deny motions. 
Certificate of Svc end. 

HARRIS.J.L, Justice, Dept, of, 79/02/06. 26pp. 


7902220273 DOCKET STN-SO-499 South Texas Project. Unit 2 

Motion to compel TX Util Co to provide further responses to 
DOJ 7S1122 discovery request because of Insufficiency of 
790112 answers. Cert 1 ficate of Svc end. 

HARRIS, J.L, Justice, Dept. of. 79/02/06. I4pp, 


7902230051 DOCKET STN-50-499 South Texas Project, Unit 2 
DOJ motion to compel Houston Power U Light to provide 
further responses to DOJ 701122 discovery request because 
of Intuff Iciency of 790112 answers Certificate of Svc end. 
HARRIS. J.L. Justice, Dept. of. 79/02/06. 39pp. 


7902260220 DOCKET BTN-50-499 South Texas Project. Unit 3 

Motion to compel city of Austin to provide fuller responses 
to DOJ 781130 discovery request because of insufficiency of 
790112 answers. Cer t i fl cat e of Svc end. 

HARRIS. J.L. Justice. Dept of. 79/02/06. I6pp, 


7902230036 DOCKET STN-50-499 South Texas Project, Unit 2 

Houston Ligh ting ^ Power Co's second set of interrogatories 
(< requests for production of documents to DDJ. Ant 1 trust Div. 
Certificate of Svc end. 

FRANKLIN, W, J. Bator 5, Bolts. 79/02/09, 7pp. 


7902230039 DOCKET STN-50-499 South Texas Project, Unit 2 

Houston Lighting fi Power Co's second set of interrogatories 
{( requests for production of documents to NRC. Cert i flcate of 
Svc end. 

FRANKLIN, W, J. Baker !. Botts. 79/02/09. 7pp. 


7902130041 DOCKET STN-30-499 South Texas Project, Unit 2 
Forwards IE Info Notice 79-01, “Oergen-Patorson Hydraulic 
Shock t< Sway Arrestors (HSSA), " 

SEVFRlTiK, V. Region 4. Dallas. Office of the Director. 79/02/02, 
ip. 


7902140001 DOCKET 50-500 Davis-Desse Nuclear Power Station. Unit 2 
Forwards Info re categorization of recent reg guides by 
Regulatory Requirements Review Comml ttee. u/ toi t of Itr sent 
to utils in post-CP phase of licensing process. W/end 
listing of category matters, 

DOVD. R. B. Division of Project Management. 79/01/26. 41pp. 


7902270322 DOCKET 50-500 Davis-Besse Nuclear Power Station. Unit 2 
Forwards results of study re affect of recycling of liquids 
on in-plant exposure due to build up of tritium. Study done 
in response to question asked at ACRS 7B0803 meeting. 

ROE, L. E. Toledo Edison Co, 79/02/22. 2pp. 


7902210252 DOCKET 50-500 Davis-Desse Nuclear Power Station, Unit 2 
Forwards Amends 24,25 N 26 to Indemnity Agreement NF-236, 

Amends IS & 19 to Indemnity Agreement NF-92. Amend 2 to 
Indemnity Agreement EB-61. t. Amend 2 to Indemnity Agreement 
XB-61, W/end endorsements. 

LLOYD, R.D. Marsh t< McLennan. Inc. 79/02/14. flpp. 


7902140001 DOCKET 50-S01 Davis-Besse Nuclear Power Btation, Unit 3 
Forwards info re cetegor 1 zation of recent reg guides by 
Regulatory Requirements Review Committee. u/text of Itr sent 
to utils In post-CP phase of licensing process. W/end 
listing of category matters. 

DDYD. R. S. Division of Project Management. 79/01/26. 4ipp. 


7902270322 DOCKET 50-501 Davis-Besse Nuclear Power Station. Unit 3 
Forwards results of study re affect of recycling of liquids 
on in-plant exposure due to build up of tritium, Study done 
in response to question asked at ACRS 780803 meeting. 

RDE.L.e. Toledo Edison Co, 79/02/22. 2pp. 


7902210252 DOCKET 50-501 Davis-Desse Nuclear Power Station. Unit 3 
Forwards Amends 24.25 (< 26 to Indemnity Agreement NF-S36, 

Amends iS 8< 19 to indemnity Agreement NF-92, Amend 2 to 
Indemnity Agreement ED-61. t< Amend 2 to Indemnity Agreement 
XO-61. W/encl endorsements. 

LLOYD, R.D. Marsh l< McLennan. Inc. 79/02/14. 8pp. 


7902260481 DOCKET STN-50-S02 Haven Nuclear Plant, Unit 1 
Ack receipt of 781106 Itr from Albert b Helen Wledman re 
concern over storage of spent fuel at Haven Plant. Forwards 
NRC safety eva 1 uat i on. El A b Wiedeman 781106 Itr to 
W Proxmire 

OOSSICK.L.V. Office of the Exocutive Director for Operations. 
79/01/17, 3pp. 


7902260465 DOCKET STN-50-502 Haven Nuclear Plant. Unit 1 
Propoard amend to License DPR-43 to modify spent fuel 
storage pool will not significantly affect quality of human 
environ. EIS not needed b issuance of negative declaration is 
appropriate. 

» Office of Nuclear Reactor Regulation. 78/12/01. 2app. 


7902090241 DOCKET STN-50-502 Haven Nuclear Plant, Unit i 
Forwards mass b energy release rate tables for main steam 
line break. Tables are part of. Amend t7 to PBAR.only table 
headings will be printed. Enel withheld (ref 10CFR2. 790). 
DURSTEIN. B. Wisconsin Electric Power Co. 79/01/30. Ip. 


7902070246 DOCKET 8TN-50-502 Haven Nuclear Plant. Unit i 
Requests end mass b energy release rate tables for main 
steam line break be withheld (ref 10CFR2. 790) . 

WIESEMANN. R. A. Wcstlnghouso Eiectric Corp. 79/01/11. t2pp. 


7902220212 DOCKET 8TN-50-502 Haven Nuclear Plant. Unit 1 
Forwards interim safety evaluation on effects of fuel rod 
bowing on thermal margin calculations for LWRs. 

PARRi 0, D. Light Hater Reactors Branch 3. 79/02/09. 2pp. 


7902220215 DOCKET STN-50-S02 Haven Nuclear Plant. Unit 1 
Interim safety evaluation on effects of fuel rod bowing on 
thermal margin calculations for LWRs. Examines models for 
treating effect of fuel rod bowing. Finds sufficient thermal 
margin does exist In some cases. 

s Office of Nuclear Reactor Regulation. 77/02/16. SSpp. 


7902260285 DOCKET STN-50-502 Haven Nuclear Plant. Unit 1 

Responds to 790206 Itr requesting addl info for PSAR review 
790402. Five of 52 requests may not be available by 790402, 
DURSTEIN, S, Wisconsin Electric Power Co, 79/02/20. ip. 


7902150226 DOCKET STN-50-502 Haven Nuclear Plant, Unit I 
Forwards Amend 17 to PSAR. 

DURSTEIN.S. Wisconsin Electric Power Co, 79/Ol/lB. 3pp. 


7902150234 DOCKET STN~50-502 Haven Nuclear Plant, Unit i 
Amend 17 to PSAR. Conta ins info in main steam line break 
analysis, emergency core cooling ana lysi s. Model F steam 
generator b containment purge analysis. 

» Wisconsin Electric Power Co, 79/02/lS. llOOpp, 


7902150303 DOCKET STN-50-502 Haven Nuclear Plant, Unit 1 
Forwards Amend 20 to site addendum to PSAR. 

DURSTEIN, S. Wisconsin Electric Power Co, 79/01/lB. 3pp, 


7902150309 DOCKET BTN-50-502 Haven Nuclear Plant. Unit 1 
Amend 20 to site addendum of PSAR. Topics Include: air 
condi t toning. heat log. cool ing b ventilation sysisvc water 
pumphouse vent i la t ioni f ire pro tec tl oni steam b power 
conversion sys. makeup b blowdown sy s. 

4 Wisconsin Electric Power Co., 79/02/15. 200pp. 
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7902270318 DOCKET BTN-SO-302 Haven Nuclear Plant, Unit I 
Forward* affidavit affirming that Amend 17 to PSAR ti Amend 
20 to P9AR *lta addendum have been served on persons 
datlgnated on end list. 

BUR8TEtN,S. Ulsconsln Electric Power Co. 79/02/M. 3pp. 


7902140470 DOCKET 8TN-50-502 Haven Nuclear Plant, Unit 1 
Forward* NUREO/CR-OAOO, "Rlsli Assessment Review Group Rept 
to the US NRC" (Lewis Rep t ), provid ing reeommendat ions for 
use of risk assessment methodology b assessment of 
MA8H-1400. 

OOLDBERS. 8. C. Office of the Executive Legal Director. 79/01/23. 
ip. 


7902230019 DOCKET 8TN-50-302 Haven Nuclear Plant, Unit 1 
Forwardi 9AND77-1927j "Transport of Radionuclides in Urban 
Environs: Uorking Draft Assessment." Also forwards 
aECY-7B-3il U 8ECY-7a-31 lA, which Indicate NRC view re impact 
of 8AND77-1927 on current policy. 

GOLDBERG, 9. C. Office of the Executive Legal Director. 79/01/25. 
2pp. 


7902230016 DOCKET 8TN-SO-S02 Haven Nuclear Plant, Unit 1 
"Status of Urban Transportation Safeguards Study, " 
evaluating study by identifying risks & possible 
alternatives. Includes related correspondence b memos. 

MINOGUE, R. B. Office of Standards Development. 8HITH, C. Y. Office 
of Nuclear Material Safety b Safeguards. SECy-70-3n. 70/06/14. 

aSpp. 


7902230019 DOCKET STN-90-30a Haven Nuclear Plant, Unit I 
"Status Update on Urban Transportation Safeguards Study. " 
Updates SECY-78-31 1, Confirms original Sandia Lab analysis as 
probably realistic, but w/large uncertainties. 

HINOOUErR.B. Office of Standards Development. SECY 70-3114. 
78/09/09. i9pp. 


7902230022 DOCKET 9TN-90-902 Haven Nuclear Plant, Unit 1 
"Transport of Radionuclide* In Urban Environs: A Working 
Draft Assessment," astssting environ Impacts, including 
abnormal situations. Describes models developed b data bases 
employed. 

DUCHARME. A. R. < AKINS, R.E., DANIEL, 8.L. Sandia Laboratories. PIN 
A-1077-A. 8AND77-1927. 70/05/30. 613pp. 

7902220061 DOCKET STN-50-502 Haven Nuclear Plant, Unit 1 
Forwards annual certified financial statements for 1978 b 
certified cash flow projection for 1979 w/narratlve 
statement. 

REMMELiJ. 0. Wisconsin Electric Power Co. 79/02/15. 12pp. 


7902220061 DOCKET aTN-50-503 Havan Nuclear Plant, Unit 2 
Forwards annual certified financial statements for 1973 b 
certified cash flow projection for 1979 w/narratlve 
statement. 

REMMEL, J, 0. Wisconsin Electric Power Co. 79/02/15. 12pp. 


7902070000 DOCKET 8TN-80-508 HPPB9 Nuclear Project, Unit 3 
Summary of 790117 meeting w/WPPB. Discusses environ 
qualification of equipment. 

BOURN! A, A. Light Water Reactors Branch 3. 79/01/25. Spp. 


7902230143 DOCKET 9TN-SO-50S WPPSB Nuclear Project, Unit 3 
Comments on ACR9 790104 meeting re ATWS design requirements. 
Considers 7B0101 effective date of regulation a severe blow 
to NRC'i standard 1 latlon program. 

RENBEROEfli 0. L. Washington Public Power Supply System. 79/02/13. 

2pp. 


7902120142 DOCKET aTN“50-30a WPPS8 Nuclear Project, Unit 3 
Forwardi IE Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock b Swag Arrestors (HSSA). " 

ENOELKEN, R. H. Region 3, San Francisco, Office of the Director. 
79/02/02. 4pp, 


7902230071 DOCKET STN-30-30B WPPSS Nuclear Project, Unit 3 
Forwards IE Bulletin 79-02, "Environ Qualification of Class 
IE Equlpmsnt. ” U/llst of 11 systematic evaluation program 
plants for which no action is required. 

ENGUEKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/02/09. ip. 


7902270399 DOCKET 9TN-50-908 WPPSS Nuclear Project, Unit 3 
Forwards IE Info Notice 79-03, "Limitorque Valve Geared 
Limit Switch Lubricant. " 

ENOLEKEN, R. H. Region 9, San Francisco. Office of the Director. 
79/02/09. ip. 


7901310169 DOCKET STN-30-509 WPPSS Nuclear Project, Unit 5 
Ack receipt b expresses appreciation for 791210 b 790102 
Itrs re ATWS mods b occupational exposure. 

MATTaON,R,J. Division of Systems Safety 79/01/10. Ip. 


7902070030 DOCKET STN-50-509 WPPSS Nuclear Project, Unit 5 
Summary of 790117 meeting w/WPPS. Discus aes environ 
qualification of equipment. 

DDURNIA, A. Light Water Reactors Drench 3. 79/01/25. 5pp. 


7902230143 DOCKET STN-S0~309 WPPSS Nuclear Project, Unit 5 
Comments on ACRS 790104 meeting re ATWS design requirements. 
Considers 780101 effective date of regulation a severe blow 
to NRC ' s standard i lation program. 

RENOEROER, D L. Washington Public Power Supply System. 79/02/13. 

2pp. 


7902120142 DOCKET STN-50-509 WPPSS Nuclear Project, Unit 5 
Forwards IE Info Notice 79-01, "Dergen-Patorson Hydraulic 
Shock b Sway Arrestors (HSSA)." 

ENOELKEN, n. H. Region 5, Ban Francisco, Office of the Director. 
79/02/02. 4pp. 


7902270393 DOCKET STN-S0'509 WPPSS Nuclear Project, Unit S 
Forwards IE Info Notice 79-03, "Limitorque Valve Geared 
Limit Switch Lubricant." 

ENOLEKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/02/09. Ip. 


7902030234 DOCKET 50-510 Blue Hills Station, Unit 1 

Forwards 8AND77-1927. "Transport of Radionuclides in Urban 
Environs: Work ing Draft Assessment" b two info repts 
(SECY-7B-311 b SECY-78-3 1 1 A 1 , wh i c h indicate NRC view of rept 
Impact on regulatory policy. W/o end. 

WOODHEAD, C. P. Office of the Executive Legal Directur. 79/01/00, 

2pp. 


7901220103 DOCKET 50-510 Blue Hills Station. Unit 1 

Forwards aECY-73-311 b SECY-7B-311A w/'’Correc tion Notice. " 

Doth documents were inadvertently omitted from 79010B Itr. 
WOODHEAD, C. P. Office of the Executive Legal Director 79/01/12. 
ip- 


7901220103 DOCKET 50-511 Blue Hills Station. Unit 2 

Forwards aECV-73-31 1 b SECY-7a-31lA w/"Corroc t ion Notice." 

Both documents were inadvertently omitted from 790109 Itr. 
WOODHEAD, C. P. Office of the Executive Legal Director. 79/01/12. 
Ip. 


7902050254 DOCKET 50-311 Blue Hills Station, Unit 2 

Forwards BAND77-1927, "Transport of Radionuclides in Urban 
Environs: Work ing Draft Assessment" b two info repts 
<SECV-70-31l b SECV-7Q-311A). which Indicate NRC view of rept 
impact on regulatory policy. W/o end. 

HODDHEAD,C.P. Office of the Executive Legal Director 79/01/00, 

2pp. 


7902030016 DOCKET 50-512 Laguna Verde Station 

Requests Export License XR-102 be amended to include Helix 
Process Sys as another party to export. Offgas sys will be 
supplied by another manuf ac turer to Comision Federal de 
Electriddad In Mexico. 

WILSON, D.D, General Electric Co, , Nuclear Energy Products Div. 
79/01/16, Ip. 


7901310169 DDCKET 50-513 WPPSS Nuclear Project. Unit 4 
Ack receipt b expresses appreciation far 7S1S16 b 790102 
Itrs re ATWS mods b occupational exposure 
MATTSON, R.J. Division of Systems Safety. 79/01/18, Ip. 


79020700BO DOCKET 50-513 WPPSS Nuclear Project. Unit 4 

Summary of 790117 meeting w/WPPSS re environ qualification 
of equipmment. 

D0URN1A,A. Light Water Reactors Branch 3. 79/01/25. 5pp, 


7901190220 DOCKET 50-513 WPPSS Nuclear Project, Unit 4 
Forwards copies of NUREO/CR-OdOO, "Ri sk Assessment Review 
Group Rept to US NRC" to parties of prcsceed ing . NRC is 
developing policy statement re rept. W/o end rept. 

KETCHEN, E. 0. Office of the Executive Legal Director. 79/Oi/ll Ip 


7902230143 DDCKET 50-513 WPPSS Nuclear Project, Unit 4 

Comments on ACRS 790104 meeting re ATWS design requirement#. 
Considers 780101 effective date of regulation a severe blow 
to NRC's stsndardl lation program. 

RENBEROER, D, L. Washington Public Pouor Supply System, 79/02/13 

2pp. 
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DOCKETED ITEMS 


7902260023 DOCKET SO-513 VJPPS6 Nuclear Project. Unit 4 
Forojards IE Insp Repts 50-460/70-09 S. 5O-513/70-OB on 
7G1 120-1201 , No noticomp 1 lance noted 

SPGNCEHi 0. S Region 5, San Francisco. (Jeoctor Construction 8< 

Engineering Support Dranch, 79/01/09 2pp. 


7902260026 DOCKET 50-513 WPPSS Nuclear Project. Unit 4 

IE I nap Repts 50-460/70-00 50-513/70-00 on 7B1 120- 1 201 , No 

none omp 1 i ante noted. Major areas inspec ted: const activities 
including open items From previous insp. 1 icsnsee identified 
Items !. containment steel structures S< supports. 

ECHHARDT, J, H . HAIST. D. P. Region 5. San Francisco. Office of the 
Director. HAYNES. R. C Region 3. San Francisco. Reactor 

Construction ti Engineering Support Dranch. 79/01/09. 0pp. 


7902120142 DDCKET 50-513 WPPSS Nuclear Project, Unit 4 
Foruards IE Info Notice 79-01, “Dergen-Paterson Hgdraulic 
Shocli b SiLiag Arrestors (HSSA) " 

ENGELKEN. R 11, Region 5. San Francisco. Office of the Director. 
79/02/02, Ip, 


7902150471 DOCKET STN-SO-516 Jamesport Nuclear Station, Unit I 
Ack receipt of 790112 Itr requesting detailod studies luhlch 
lead to AStB conclusions re once-through cooling cycle. 
Forwards copy of NUREO-75/079 (facility FES). Section 3.4 
describes once-through cooling system seloctod.U/o encl. 

DDYD. R. S. Division of Project Management. 79/01/30. Ip. 


7902190474 DDCKET STN-30-916 Jamesport Nuclear Station, Unit i 
Ack receipt of ASLD initial dec i slon. Requests detailed 
studies used as basis for decision on once-through coaling 

sgs- 

HOCHDRUECKER, 0. Neu York, State of. 79/01/12. Ip. 


7902130031 DOCKET 8TN-50-S16 Jamesport Nuclear Station, Unit I 
Forwards changes in reg guide b branch technical positions 
per Regulatory Requiremonts Review Committee, re design 
conformity or acceptable alternatives in implementation of 
staff reviou requirement s. Support Ing documentation end. 

DOVDi R. S. Division of Project Management. 79/02/01. 43pp, 


7902270395 DOCKET 50-513 HPPSS Nuclear Project, Unit 4 
Forwards IE Info Notice 79-03, "Limitorque Valve Geared 
Limit Switch Lubricant, " 

ENOLEKEN, R H, Region 5. San Francisco, Office of the Director. 
79/02/09. 1 p 


7902210149 DOCKET 50-914 Pebble Springs Nuclear Plant, Unit 1 
Forwards info re categorization of recent reg guides by 
Regulatory Requirements Review Commi ttee, u/ tes t of Itr sent 
to utils in post-CP phase of licensing process. N/encl 
listing of category matters. 

OQYD, R. S, Division of Project Management. 79/01/26. 160pp 


7902230009 DOCKET BTN-50-5i6 Jamesport Nuclear Station, Unit I 
Forwards 761226 ASLD initial decision b 780509 partial 
initial dec islon. Li sts areas of Inconsistency between these 
decisions It FES, Inc lud ing addl conditions for environ 
protec t ion. y/o ends but w/notice of availability. 

MOORE, V. A, Assistant Director for Environmental Projects. 

79/02/05. app. 


7902230090 DOCKET 8TN-90-516 Jamesport Nuclear Station, Unit 1 
Notice of availability of ASLO 700509 partial initial 
decision b 701226 initial decision. 

REGAN, y. H. Environmental Project Dranch 2. 79/02/01, 3pp. 


7902230061 DDCKET 50-514 Pebble Springs Nuclear Plant, Unit 1 
Informs that TRADOC Pamphlet 350-30, " Inter service Procedures 
for Instructional Sys Development" referenced in NUREO-0219 
is available in microfiche form from NRC. 

DESAW, M.v), Division of Document Control, 70/11/20, 3pp. 


7901220261 DOCKET 50-514 Pebble Springs Nuclear Plant, Unit I 
Forwards NUREO/CR-0400 "Risk Assessment Review Group Rept to 
the US NRC" to parties in proc eed ing. Commissi on is 
developing policy statement re rept. 

DDRDENICK, Q. M . Office of the Eiecutive Legal Director. 79/01/10. 
Ip, 


7901190169 DOCKET STN-50-516 Jamesport Nuclear Station, Unit I 
Advises Board of mod to const permits In proceeding. 

Condition 16 renumbered as Condition 3 under health b safety 
conditions b paragraph included to reflect "antitrust" 
status. 

BORDENICK, 0. M. Office of the Executive Legal Director. 79/01/03. 
2pp. 


7902060040 DDCKET STN-50-516 Jamesport Nuclear Station, Unit I 
County of Suffolk's application for stag per 10CFR2. 700. 
Contends that stay of Licensing Board decision is In public 
interest b that halt of project will do minimal harm bo 
app I leant s. Cert 1 ficate of Sve end. 

LIKE, 1. Suffolk County, NY. 79/01/00. 13pp. 


7902030060 DDCKET 50-514 Pebble Springs Nuclear Plant, Unit I 
Requests clarification of Board 701215 niemo:does Board 
prefer written or verbal testimony 

DOR DENI CKi 1). M. Office of the Executive Legol Director. 79/01/18, 

Ip 


7902120072 DDCKET STN-50-516 Jamesport Nuclear Station, Unit 1 
Intervenor Suffolk County INV) exceptions to ASLD 701226 
initial decision b prior ASLD rul ings. Ci tes exceptions to 26 
of Board's findings of fact, 

LIKE, I, Suffolk County, NY. 79/01/15. ilpp. 


7902060374 DOCKET 50-914 Pebble Springs Nuclear Plant, Unit 1 
Directs applicant b NRC to prepare written testimony re 
operation of radwaste sys. 

YOREiJ, R. Atomic Safety and Licensing Board Panel. 79/01/24 


Ip 


7902210145 DOCKET 50-915 Pebble Springs Nuclear Plant, Unit 2 
Forwards info re ca t eg or 1 1 a 1 1 on of recent reg guides by 
Regulatory Requirements Review Commi ttee, w/tex t of Itr sent 
to utils in pDst-CP phase of licensing process, y/end 
listing of category matters. 

DDYDiR, 5. Division of Project Hanogement. 79/01/26, 160pp. 


7902230061 DOCKET 50-915 Pebble Springs Nuclear Plant. Unit 2 
Informs that TRADOC Pamphlet 350-30, " Interservice Procedures 
for InstTUC t Iona) Sys Development" referenced in NURE0-i0219 
is available in microfiche form from NRC, 

DESAW, y. J. Division of Document Control. 76/11/20. 3pp. 


7701220261 DDCKET 50-515 Pebble Springs Nuclear Plant, Unit 2 
Forwards NUREO/CR-0400 "Risk Assessment Review Group Rept to 
the US NRC" to parties in proceed ing Commi sslon Is 
developing policy statement re rept. 

DDRDENICK, 13 M. Office of the Executive Legal Director. 79/01/10. 

Ip. 


7903030060 DDCKET 50-513 Pebble Springs Nuclear Plant, Unit 2 
Requests clarification of Board 701215 memo: does Board 
prefer written or verbal testimony. 

BORDENICK, D. M Office of the Executive Legal Director. 79/01/18. 

Ip 


7902060'J74 DOCKET 50-515 Pebble Springs Nuclear Plant, Unit 3 
Directs applicant !i NRC to prepare written testimony re 
operation of radwaste sys. 

YORE, J. R Atomic Safety and Licensing Board Panel, 79/01/24. ip 


7902060123 DDCKET 9TN-S0-S16 Jamesport Nuclear Station. Unit 1 
Advises parties that briefs in support of b in opposition to 
exceptions to ASLO 781226 decision may not exceed 70 pages b 
may not incorporate by reference any papers filed before the 
ASLD. 

DUFLO, M. E. Atomic Safety and Licensing Appeal Panel. 79/01/18.' 


7902060373 DOCKET 9TN-50-516 Jamesport Nuclear Station, Unit 1 
Memorandum b order <ALAB-521 ). Denies Suffolk County.NY. 
motion for stay of A5LB 701226 decision w/o prejudice to 
renewal of motion within 10 days after receipt of 
certificate of environ compatibility b public need from NV. 
DUFLO, M. E. Atomic Safety and Licensing Appeal Panel . 77/01 /BS. 

3pp, 


7902260140 DOCKET 3TN-50-516 Jamesport Nuclear Station, Unit 1 
Advises of 790122 prehearing conference b sets schedule for 
upcoming evidentiary hearings on reopened issues. Siting 
Board's "Order Directing Remand" requires decision by Sept 
1979. 

LIKE, I, Reilly, Like b Schneider. 79/01/26. Ip. 


7902010247 DOCKET 8TN-90-516 Jamesport Nuclear Station, Unit 1 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supp 1 ics. " 

GRIER, D.il. Region 1, Ph 1 ladelph ia, Office of the Director. 
79/01/16. Spp. 


7902130016 DOCKET STN-50-S16 Jamesport Nuclear Station. Unit 1 
Forwards IE Info Notice 79-01, "Dergen-Paterson Hydraulic 
Shock b Sway Arrestors (HSSA), " 

ORIER.D.H. Region 1, Philadelphia, Office of the Director. 
79/02/02, 2pp. 



DOCKETED ITEMS 


7902380489 DOCKET STN-90-516 Jametport Nuclear Station. Unit 1 
Feruardi IE Dulletln 79-01. "Environ Qua! i r icatlon of Class 
IE Equipment." U/list of 11 sgitematic evaluation program 
plants for uhleh no action Is required. 

ORlERi 8. H. Region 1. Philadelphia. Office of the Director. 
79/08/00. IP. 


7908180471 DOCKET STN-50-917 Jamesport Nuclear Station, Unit 2 
Act receipt of 790113 Itr requesting detailed studies which 
lead to ASLG conclusions re onco-through cooling cgcle. 
Forwards copg of NUnEO—73/079 ifaellltg FES). Section 3.4 
descrlbas ence-through cooling sgstem selected. W/o end. 

BOYD, H. B. Division of Project Management. 79/01/30. Ip. 


7903190474 DOCKET STN-50-917 Jamesport Nuclear Station, Unit 3 
Aek receipt of ASLD initial dec 1 slon. Request s detailed 
studies used as basis for decision on once-through cooling 

sgs. 

H0CHBRUECKEF1, 0. New York. State of. 79/01/12. Ip. 


7903130031 DOCKET STN-90-917 Jamesport Nuclear Station, Unit 3 
Forwards iehanges In reg guide b branch technical positions 
per Regul'atorg Requirements Review Committee, re design 
eonformlfeg or acceptable alternatives in implementation of 
staff rsYiew requiroments. Supporting documentation end. 
BOYD.ft.a, Division of Project Management. 79/03/01. 43pp. 


7903830 0B9 DOCKET BTN-90-S17 Jamesport Nuclear Station, Unit 8 
Forwards iTSlSSb ASLB initial decision (< 760909 partial 
Initial decision. Lists areas of inconslstencg between these 
decisions' b FES, including addl conditions for environ 
protection. U/e ends but w/notlce of aval lab 1 1 itg. 

MOORE, V. A. Assistant Director for Environmental Projects. 

79/02/03. 8pp. 


7902830098 DOCKET 8TN-S0-S17 Jamesport Nuclear Station, Unit 3 
Notice of avallabilitg of ASLD 7B0909 partial initial 
decision, b 781330 initial decision. 

REOAM.H. H. Environmental Project Branch S. 79/02/01. 3pp. 


790ll901i»9 DOCKET 8TN-S0-917 Jamesport Nuclear Station, Unit 3 
Advises Board of mod to const permits in proceeding. 

Condition 16 renumbered 4a Condition 3 under health b saPetg 
conditions b paragraph included to reflect "antitrust" 
status. 

BORDENICK, D. M. Office of the Executive Legal Director. 79/01/09. 
Spp. 


7908060040 DOCKET aTN-80-817 Jamesport Nuclear Station, Unit 8 
Countg of Suffolk's application for stag per lCCFRa.7Ba. 
Contends that stag of Licensing Board decision Is in public 
Interest b that halt of project will do minimal harm to 
appl 1 cants. Certi ficate of Svc end. 

LIKE. I. Suffolk County. NY, 79/Ol/OB. 13pp, 


7908180078 DOCKET STN-80-817 Jamesport Nuclear Station. Unit 2 
InttrvBnor Suffolk Countg (NY) exceptions to ASLD 7BIS26 
initial decision & prior ASLD rul Inge. Cites exceptions to 86 
of Board's findings of fact. 

LIKE. I. Suffolk County, NY. 79/01/13, 11pp. 


7903060 138 DOCKET BTN-80-S17 Jamesport Nuclear Station. Unit 3 
Advises parties that brlsft In support of b in opposition to 
eiceptions to ASLD 781336 decision meg not exceed 70 pages b 
isag not incorporate bg reference ang paper# filed before the 
ABLB. 

DUFLO, M. E. Atomic Safetg and Licensing Appeal Penal. 79/01/19. Ip. 


7908060373 DOCKET BTN-SO-817 Jamesport Nuclear Station. Unit S 
Memorandum b order {ALAB-581). Dentes Suffolk Countg. NY. 
motion for stay of ASLD 701336 decision u/o prejudice to 
renewal of motion within 10 dags after receipt of 
certificate of environ compati b 11 i tg b public need from NY. 
DUFLO,M. E. Atomic Safetg and Licensing Appeal Panel. 79/01/38. 
app. 


7903360140 DOCKET STN-S0-S17 Jamesport Nuclear Station. Unit 3 
Advises of 790133 prehearing conference b sets schedule for 
upcoming evldentiarg hearings on reopened Issues. Siting 
Board's "Order Directing Remand" requires decision bg Sept 
1979. 

LIKE. 1. Reillgi Like b Schneider. 79/01/36. 'Ip. 


7903130016 DOCKET STN-80-517 Jamesport Nuclear Station. Unit 3 
Forwards IE Info Notice T'l-Ol. "Berg en-Pa tor son Hydraulic 
Shock b Swag Arrestors (HSSA)." 

ORIER.D.H, Region 1, Ph i ladelph i o. Office of the Director. 

79/03/03. 3pp. 

7903230489 DOCKET STN-50-317 Jamesport Nuclear Station, Unit 2 
Forwards !E Bulletin 79-01. "Environ Qualification of Class 
IE Equipment. " W/llst of 11 sgstematlc evaluation program 
plants for uihlch no action is required. 

GRIER, 0,H. Region 1, Philadelphia, Office of the Director. 

79/02/08. IP. 


7901220108 DOCKET STN-50-510 Hartsville Nuclear Plant. Unit 1 
Forwards NURE0/CR-O400. "R isk Assoesment Review Group Rept to 
the USNRC" to parties in proceed Ing. Commits i on Is 
developing policg etatement re rept. 

PATQNi H. D. Office of the Executive Legal Director. 79/01/10 


7902180136 DOCKET 5TN-&0-518 Hartsville Nuclear Plant. Unit 1 
Applicant's brief opposing exceptions of WN Young, ot al. to 
ASLD's 781031 d e c 1 a i 0 n, Ur ges affirmation of decision because 
Intervenors' 1/4 Inch aggregate deposition std Is not 
supported bg record. Two exhibits b Certificate of Svc enel. 
SANOER.H.S, . WALLACE, L. E. . OUTTERMAN, A . H. Tennessee Valley 
Authority. 79/01/22, 29pp. 


7902330072 DOCKET STN-50-51B Hartsville Nuclear Plant, Unit 1 
Forward# 9AND-1927, "Transport of Radionuclides In Urban 
Environs: Working Draft Assessment." Also forwards two Info 
repti (SECV-7D-311 b 31 lA), indicating NRC view of rept 
Impact on current regulatory policy. W/o end. 

PATON, W. 0. Branch 4. 79/01/24. 8p- 


7902220289 DOCKET BTN-50-5ie Hartsville Nuclear Plant, Unit 1 
Informs that intervenors HN Young, et al.may file reply 
briefs by 790220. 

DUFLO. M.E. Atomic Safety and Licensing Appeal Panel. 79/02/02. 


7902120030 DOCKET BTN-SO-310 Hartsville Nuclear Plant. Unit 1 
Forwards lE Info Notice 79-01. "Borgen-Paterson Hydraulic 
Shock b Sway Arrestor# (HSSA),” 

O'RE ILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/02/02. 2pp. 


7902200134 DDCKET 8TN-30-SIB Hartsville Nuclear Plant. Unit i 
Forwards IE Info Notice 79-03. "Limltorque Valve Oeared 
Limit Switch Lubricant. " 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/02/09. 2PP. 


7902260332 DOCKET 8TN-S0-8IB Hartsville Nuclear Plant, Unit 1 
Forwards "Hartsville Nuclear Plants Special Const Effects 
Monitoring StudgeRept for Second Year of Const," dtd Jan 
1979 w/encl 701222 EPA Itr b Natl Pollutant Discharge 
Elimination Sys permit No TN0037740. 

OILLELAND. d. G. Tennassea Valley Authority. 79/02/02. 229pp. 


7901220183 SOCKET 8TN-S0-819 Hartsville Nuclear Plant, Unit 2 
Forwards NURE0/CR-O400, "Risk Assessment Review Group Rept to 
the US NRC" to parties in proceed ing. Cammiss I on 1# 
developing policy statoment re rapt. 

PATON, W.D. Office of the Executive Legal Director. 79/01/10. 


7902180186 DOCKET BTN~30-819 Hartsville Nuclear Plant. Unit 2 
Applicant's brief opposing exceptions of UN Young, et al, to 
ASLQ's 781031 deci s ton. Urges affirmation of decision because 
Intervenors' 1/4 inch aggregate deposition std Is not 
supported by record. Two exhibits b Certificate of Svc end. 
SANOER.H.S., HALLACE. L. E. , OUTTERHAN, A. H. Tennesseo Valley 
Authority. 79/01/22. 29pp, 


7902230072 DOCKET STN-50-919 Hartsville Nuclear Plant, Unit 2 
Forward# BAND-1927, "Transport of Radionuclides In Urban 
Environs: Working Draft Assessment." Also forwards two Info 
repts (8ECV-7B-311 b 31 lA), Indicating NRC view of rapt 
Impact on current regulatory policy. U/o end. 

PATON, H.D, Branch 4. 79/01/24, 2p. 


7902220889 DDCKET 8TN-50-819 Hartsville Nuclear Plant. Unit 2 
Informs that Intervenors HN Young. et al.may file reply 
briefs by 790220. 

DUFLO. M. E. Atomic Safety and Licensing Appeal Panel. 79/02/02. 


7908010247 DOCKET 8TN-S0-817 Jamesport Nuclear Station, Unit 8 
Forwards IE Circular 79-02, "Failure of 120 Volt Vital AC 
Power Supplies. '" 

GRIER, B. H. Region 1, Ph lladelp hia, Office of the Director. 
79/01/16. Spp. 


7902120080 DOCKET STK-90-&19 Hartsville Nuclear Plant, Unit 2 
Forwards IE Info Notice 79-01, "Dargon-Paterson HydrauHe 
Shock b Swag Arrestors (HSSA).') 

O'REILLY, J). P. Region 2, Atlanta. Office of the Director. 
79/02/02. 2pp, 


148 


DOCKETED ITEMS 


790226013^ DDCI^ET STN-5CI-519 Hartjville Nuclear Plant, Unit 2 
Forwards IE Info Notice 79-03, "Limi torciue Valve Geared 
Limit Suiitch. Lubricant." 

^ Region 2. Atlanta. Office of the Director, 
79,^02/09. 2PP, 


7902260332 DOCKET STN-SO-319 Hartsville Nuclear Plant, Unit 2 
oruards "Hartsville Nuclear Plants Special Const Effects 
Monitoring Study, Hept for Second Year of Const," dtd Jan 
1979 U/Bncl 701222 EPA Ur «< Natl Pollutant Discharge 
fcllralnatlon Bys permit No TN0027740. 

QIULELAND. J, E. Tennessee Valley Authority. 79/02/03, 229pp. 


7901220105 DOCKET STN-50-320 Hartsville Nuclear Plant, Unit 3 
Forwards NUREO/CR-OAOO, ’“Ris k Assessment Review Group Rapt to 
the US NRC" .to parties in proceeding. Commi ssion is 
developing policy statement re rept, 

PATDN, H. D, Office of the Executive Legal Director. 79/01/10. ip. 


7902260332 DOCKET STN-50-321 Hartsville Nuclear Plant. Unit 4 
Forwards "Hartsville Nuclear Plants Special Const Effects 
Monitoring Study, Rept for Second Year of Const. ■' dtd Jan 
1979 w/encl 781222 EPA Itr f< Natl Pollutant Discharge 
Elimination Sys permit No TN0027740. 

OlLLELANDi J, E. Tennessee Valley Authority. 79/02/02. 229pp. 


7902210143 DOCKET STN-50~522 Skagit Nuclear Power Project. Unl^ I 
Forwards info re categori lation of recent reg guides by 
Regulatory Requirements Review Comni ttee. y/ tex t of Ur sent 
to utils in post-'CP phase of licensing process. M/anc 1 
listing of category matters. 

DOYD, R, 8. Division of Project Management. 79/01/26, t60pp. 


7902100106 DOCKET 8TN-50-522 Skagit Nuclear Power Project. Unit I 
Notifies NRC of mod to design analysis to include an 
extreme environ live load for snow of 30 psf, 

MECCA. J. E, Puget Sound Power << Light Co. 79/02/08. 2pp. 


79O21501&6 DOCKET STN-50-530 Hartsville Nuclear Plant. Unit 3 
Applicant's brief appoeing exceptions of UN Young, et al. to 
ASLD 6 7S1031 de c i s t on . Ur ge s affirmation of decision because 
intervenors' 1/4 inch aggregate deposition std is not 
supported by roeordi. Two exhibits 8, Cert i f Icote of Bvc end. 
SANGER. H, S. , WALLACE. L. E. , OUTTERHAN, A, H. Tennessee Valley 
Authority, 79/0S/32 29pp. 


7902230072 DOCKET STN-30-520 Hartsville Nuclear Plant. Unit 3 
Forwards SAND-1927, "Transport of Radionuclides in Urban 
Environs: Working Draft Assessment." Also forwards two info 
ropts tSECV— 7a-3il U 31 lAI, indicating NRC view of rept 
impact on current regulatory policy. H/o end, 

FATON. W, D, Branch 4. 79/01/24, 2p. 


79O«.220239 DOCKET BTN-30-520 Hartsville Nuclear Plant, Unit 3 
Informs that intervenors WN Young, et al.may file reply 
briefs by 790220. 

OUFLO.M. e. Atomic Safety and Licensing Appeal Panel, 79/02/02. ip. 


7903120050 DOCKET STN— 30-520 Hartsville Nuclear Plant, Unit 3 
Forwards IE Info Notice 79-01, "Dergen-Patersnn Hydraulic 
Shock t. Sway Arrestors (HSSA). " 

Q 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/02/02. 2pp. 


7903280134 DOCKET STN— 50-520 Hartsville Nuclear Plant, Unit 3 
Forwards IE Info Notice 79-03, "Limltorque Valve Geared 
Limit Switch Lubricant. " 

0 'REILLY. J. P, Region 2, Atlanta, Office of the Director. 
79/02/09. 2PP. 


7902260332 DOCKET STN-50-S2O Hartsville Nuclear Plant, Unit 3 
Forwards "Martsvillo Nuclear Plants Special Const Effects 
Monitoring BtudyiRept for Second Year of Const," dtd Jan 
1979 y/enc I 781222 EPA Itr t< Natl Pollutant Discharge 
Elimination Sys permit No TN0027740. 

OILLELAND, J, E. Tennessee Valley Authority. 79/02/02. 229pp. 


790B1SD1S6 DOCKET STN-50-521 Hartsville Nuclear Plant, Unit 4 
Applicant's brief opposing exceptions of UN Yeung, et al, to 
ASt.D's 781031 dee Islon. Urges affirmation of decision because 
Intervenors' 1/4 inch aggregate deposition std is not 
supported by record. Tup exhibits I. Certificate of Sve end. 
EANGER.H. 8. Tennessee Valley Authority. 79/01/23, 39pp. 


7902230072 DOCKET STN-80-521 Hartsville Nuclear Plant, Unit 4 
Forwards SAND-19a7, "Transport of flodionudides in Urban 
Environs: Working Draft Assessment." Also forwards two info 
repts tSECY-7B— 31 1 t< 311A), indicating NRC view of rept 
Impact on current regulatory policy. W/o end. 

PATON, H, 0. Drench 4, 79/01/24, 2p. 


7903220239 DOCKET STN-S0~321 Hartsville Nuclear Plant. Unit 4 
Informs that intervenors WN Young, et al.may file reply 
briefs by 790220. 

DUFLOi H. E. Atomic Safety and Licensing Appeal Panel. 79/02/02. Ip. 


7902010079 DOCKET 8TN-50-522 Skagit Nuclear Power Project. Unit 1 
Forwards revision of PBAR Section 3. 8. 1.7, 5. 2. 

MECCA. J. E, Puget Sound Power (< Light Co, 79/01/10. 4pp. 


7902060072 DOCKET 8TN-S0-822 Skagit Nuclear Power Project. Unit I 
Opposition of intarvenor Sauk-Suiattle. Upper Skagit b 
Sulnomi sh tribes to appeal by applicants. Asserts appeal 
should be dismissed b decision of ASLD granting intervention 
should be affirmed. Certificate of Svc end. 

QUSCH.R.W. , MEANS. 0. S. Evergreen Legal Servlees. 7S/12/86. ' 31pp. 


7902050302 DOCKET STN-50-522 Skagit Nuclear Power Project. Unit t 
Intervenor Skagitonlans Against Nuclear Plante response to 
applicant's brief in support of 761226 appeal. Del loves 
applicant misread decision b NRC misinterprets Indian law. 

Urges ASLAQ to affirm ASLD 781124 Order. W/Certlftcate of Sve 
LEEDiR.M. Lced. Roger M. 79/01/04. 17pp. 


7902050367 DOCKET 8TN-50-822 Skagit Nuclear Power Project, Unit I 
Correction to intervenor tribes' brief In support of 
Licensing Hoard decision b order granting intervention. 

Corrects last sentence of first full paragraph on Page 21. 

DUSCH. R.W. Evergreen Legal Bervlcee. 79/01/09. Ip. 


7902050297 DOCKET aTN-50-522 Skagit Nuclear Power Project. Unit 1 
Applicants' list of prindppl issues re environ matters.eite 
suitability b radiological haalth b safety. Certificate of 
Svc end. 

THOMSEN, F. T. > LITTLE, D.S. Perkins, Cole, Stone. Olsen b Williams. 
79/01/09. 42pp. 


79020900B2 DOCKET STN-50-522 Bkaglt Nuclear Power Project, Unit 1 
Intervenor tribes' response to A8LB 781222 order for 
conference. Presents issues b contentions which require 
further evidentiary consideration before ASLD decision it 
made. 

DUSCH. R.W, Evergreen Legal Services. MEANS, D. 8. Meant, Donald S. 
79/01/11. i2pp. 


7902050271 DOCKET 8TN-50-S22 Skagit Nuclear Power Project, Unit 1 
Intervenors Skagitonlans Against Nuclear Plants list 
principal issues, filed per 781222 A8LAD order; alternative 
sites. radon-222. Class 9 accidents. need for power. Wild b 
Scenic Rivers Act. b FES adequacy. W/Certlficata of Bvc. 

GENDLER.M. W. Skagitonlans Concerned About Nuclear Plants. 79/0t/15. 

I5pp, 


7902260141 DOCKET 8TN-S0-522 Skagit Nuclear Pouar Project, Unit i 
Ack receipt of 790104 Ur offering assistance re proceeding. 
Reconstituted board has held conference of counsel b it 
proceeding u/case. 

HENDRIE.J.M, Commission. 79/01/22. Ip. 


7902260144 DOCKET 8TN-80-822 Skagit Nuclear Power Project, Unit 1 
Offers to sit on ASLD re proceeding. 

JENSCH, S. Atomic Safety and Licensing Board Panel. 79/01/04. Ip. 


7902120050 DOCKET STN-50-521 Hartsville Nuclear Plant, Unit 4 
Forwards IE Info Notice 79-0 1, "Dergen-Paterson Hydraulic 
Shock b Sway Arrestors (HSSA)." 

O'REILLY, J. P, Region 2, Atlanta. Office of the Director. 
79/02/02, 2pp. 


7903280134 DOCKET STN-S0-6ai Hartsville Nuclear Plant, Unit 4 
Forwards IE Info Notice 79-03, "LImitorque Valve Geared 
Limit Switch Lubricant. " 

O'REILLY, J- P. Region 2, Atlanta, Office of the Director, 
79/02/09. 2PP. 


7902260132 DOCKET BTN-SO-522 Skagit Nuclear Power Project, Unit 1 
Forwards load forecasts of 4 co-owners of Skagit Project, 
recently updated, for use in preparing 1979 West Group 
Forecast, b for comparison w/load forecasts Introduced as 
evidence at Mar 1977 joint need for power heering. 

THOMSEN, F.T. Perkins, Coie, Stone, Olsen b Will lams. 79/01/83. 

62pp. 

7902060355 DOCKET 8TN-50-522 Skagit Nuclear Power Project, Unit i 
Per 790116-7 conference in Beattie, WA, A8LB requests not only 
legislative determinations re need for power, but alto 
executive, administrative b judicial detarminations of State 
of WA be contained in brief. 

DEALE, V.D. Atomic Safety and Licensing Board Panel. 79/01/26. 2pp. 
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790828017a DOCKET BTN-50-5aa Skasit Nuclear Power Project. Unit 1 
Intervener tribes' motion for ejtonslon of time to file 
petition for rovieu of ASLAD 790112 order vacatinj 701184 
order grafting intervention. Certificate of 8ve (< 790112 
A8UAH order end. 

BUSCH. R. W. Evergreen Legal Services MEANS. D. 8. Means. Donald S. 
• 79/01/2*. 5pp. 


7902050897 DOCKET STN-50~583 Skagit Nuclear Power Project. Unit 2 
Applicants' list of principal issues re environ matters, site 
soltabilitg t. radiological health J< safety. Cert i f i c ate of 
Bve end. 

THOMSEN. F. T: I LITTLE. D.S. Perkins, Coie. Stone, Olsen Williams. 
79/01/09. 42pp. 


7902020388 DOCKET 8TN-S0-522 akagit Nuclear Power Project, Unit i 
Provides reasons for 790U2 unpublished order vacating ASLD- 
523 701184 dadslon which granted Intervention to three 
Indian tribes ti remanding the i ssue. Licensing Board must 
evaluate late petition in terms of iOCFR2. 714(a ) . 

DUFLO.M. E. Atomic Safety and Licensing Appeal Panel. 79/01/29. 
14pp. 


7902260116 DOCKET STN-80-588 Skagit Nuclear Power Project, 
Responds to ASLD 790116 invitation for memoranda re need 
power. Urges thorough 1< independent NRC investigation 
of issue u/o reliance on a state legislature's decision. 
Certificate of 9vc end. 

SANDVIK. R.M. Oregon, State of. 79/01/30. 9pp. 


Unit t 
for 


79020900B2 DOCKET 8TN-50-523 Skagit Nuclear Power Project, Unit 2 
Intervenor tribes' response to ASLD 7B1222 order for 
conference. Presents issues !, contentions which require 
further evidentiary consideration before ASLD decision is 
made. 

DUSCHi R. W. Evergreen Legal Bervices MEANS, D.S Means, Donald S. 
79/01/11. I2pp. 

7902050271 DOCKET STN-50-523 Skagit Nuclear Power Project, Unit 3 
Interveners Skagltonlans Against Nuclear Plants list 
principal issues, filed per 701222 ASLAD order. al ternat ivo 
sites, radDn-222, Class 9 accidents, need for power, Wild S< 

Scenic Rivers Act, t, FES adequacy W/Cert if 1 1 ate of Svc. 

QENDLER.M. H. Skagltonians Concerned About Nuclear Plants. 79/01/15. 
15pp. 


7902210263 DOCKET 8TN-50-522 Bkaglt Nuclear Power Project 
Informs that NRC has no objection to intorventor tribes 
790126 motion for eitension of time in which to file 
patitlon for review. Certi ficate of Svc end. 

BWANBON, D. T. Office of the Executive Legal Director. 
3pp. 


, Unit 1 


79/02/02. 


790282017S DOCKET STN-50-522 Skagit Nuclear Power Project, Unit 1 
Post 790116-17 Conference Order 2. Orders submittal of new 
Interim statements of Issues by 790309 after consultation re 
common format. _ ^ 

DEALE, V. D. Atomic Safety and Licensing Board Panel. 79/02/0B. 3pp. 


7902280247 DOCKET STN-50-988 Skagit Nuclear Power Project, Unit 1 
Orants intervenor tribes' 790126 motion for extension of 
time. Notifies of 790280 filing date for review petitions- of 
A8LB 790112 order ti ALAn-S23 which expiree 790220. 

CHILK, S. U. Office of the Secretary of the Commission. 79/08/0B. 
ip. 


790201019B DOCKET eTN-50-822 Bkagit Nuclear Power Project, Unit 1 
Reports earthquake in WA on 790107 . Exproeses concern for 
proposed plant Impact on water quality Ic quantity. 

MAROOLI8, J. Affiliation Unknown. 79/10/22. 2pp. 


7902260141 DOCKET STN-50-523 Skagit Nuclear Power Project, Unit 2 
Ack receipt of 790104 Itr offering assistance re proceeding. 

Roconstl tuted board has held conference of counsel ii is 
proceeding w/case. 

HENDRIE, J. M Cemmission. 79/01/22. ip. 

7908260144 DOCKET STN-50-523 Skagit Nuclear Power Project, Unit 2 
Offers to sit on ASLD re proceeding. 

JENSCHi 3. Atomic Safety and Licensing Board Panel. 79/01/04. Ip. 


7902260132 DOCKET 5TN-S0-323 Skagit Nuclear Power Project, Unit 3 
Forwards load forecasts of 4 co-owners of Skagit Project, 
recently updated, for use in preparing 1979 Host Group 
Forecast, & for comparison u/load forecasts introduced as 
evidence at Mar 1977 joint need for power hearing. 

THOMSEN, F. T. Perkins, Coie, Stone, Olsen & Williams 79/01/25. 

62pp. 


7902060355 DOCKET BTN-50-523 Skagit Nuclear Power Project, Unit 2 
Per 790116-7 conference In Sea tt le, HA, ASLD requests not only 
legislative determinations re need for power, but also 
executive, administrative N judicial determinations of State 
of WA be contained in brief. 

DEALE, V.D. Atomic Safety and Licensing Board Panel. 79/01/26. 2pp. 


7902210145 DOCKET 8TN-50-583 Skagit Nuclear Power Project, Unit 2 
Forward* info re eptegor I xat Ion of recent reg guides by 
Rpgulatory Roqulremants Review Commi ttee, w/text of Itr sent 
to utils in post-CP phase of licensing process. W/encl 
listing of category matters. 

BOYD, R.0. Division of Project Management. 79/01/26. 160pp. 


7902130186 DOCKET 8TN-50-S23 Skagit Nuclear Power Project, Unit 2 
■ Notifies NRC of mod to design analysis to include an 
extreme environ live load for snow of 50 pef. 

MECCA, J.E. Puget Sound Power b Light Co. 79/02/05. 2pp. 


7902010079 DOCKET STN-50-523 Bkagit Nuclear Power Project, Unit 2 
Forwarde ravlilon of PSAR Section 3. 8. 1.7.5. 2. 

MECCA, J. E. Puget Sound Power b Light Co. 79/01/10. 4pp 


7902020380 DOCKET BTN-80-523 Skagit Nuclear Power Project, Unit 2 
Provide* reasons for 790112 unpublished order vacating ASLB- 
983 701124 decision which granted Intervention to three 
Indian tribes b remanding the issue. Licensing Board most 
evaluate lata patitlon in term* of 10CFR2. 714(a) . 

DUFLO, M. E, Atomic Safety and Licensing Appeal Panel. 79/01/29. 

Hpp. 


7902060072 DOCKET BTN-80-523 Bkagit Nuclear Power Project, Unit 2 
Oppoeitlon of intervenor Sauk-Sulattl e, Upper Skagit b 
Swlnomieh tribes to appeal by app 1 leant*. Asserts appeal 
should be diemlieed b decision of ASLD granting intervention 
should be affirmed. Certificate of Svc end. 

BUSCH, R.M. , MEANS, D.S. Evergreen Legal Services. 70/12/26. 3lpp. 


7902030302 DOCKET STN-30-583 Skagit Nuclear Power Project, Unit 2 
Intervenor Bkagitonlans Against Nuclear Plants response to 
applicant's briaf in support of 701286 appeal. Bel loves 
applicant misread decision b NRC misinterprets Indian law. 

Urgas ABLAD to affirm ASLD 701124 Order. W/Cartifleate of Svc 
LEED, R. H. Leed, Roger H. 79/01/04. 17pp. 


7902050267 DOCKET 8TN-80-823 Bkagit Nuclear Power Project. Unit 2 
Correction to intervenor tribes' brief in support of 
Licensing Board decision b order granting intervention. 

Corrects last sentence of first full paragraph on Page 21. 
BUSCH.fl, W. Evergreen Legal Services. 79/01/09. Ip. 


7902220172 DOCKET STN-30-523 Skagit Nuclear Power Project. Unit 2 
Intervenor tribes' motion for extension of time to file 
petition for review of ASLAD 790118 order vacating 701124 
order granting intervention. Certificate of Svc b 790112 
ASLAD order end. 

DUSCH, R.M. Evergreen Legal Services. MEANS, D.S. (leans, Donald S, 
79/01/26, 5pp. 

7902260116 DOCKET STN-50-S83 Skagit Nuclear Power Project. Unit 2 
Responds to ASLD 790116 invitation for memoranda rc need for 
power. Urges thorough b independent NRC i nvesti ga t ion 
of Issue w/o reliance on a state legislature's decision. 

Certificate of Svc end, 

SANDVIK, R. H. Oregon, State of, 79/01/30. 9pp. 


7902210263 DOCKET STN-50~823 Skagit Nuclear Power Project. Unit 2 
Informs that NRC has no objection to Interventor tribes' 

790126 motion for extension of time in which to file 
petition for review. Cert 1 ficate of Svc end. 

• SWANSON, D. T, Office of the Executive Legal Director. 79/02/02. 

3pp. 

7902220175 DOCKET STN-50-323 Bkagit- Nuclear Power Project, Unit 2 
Post 790116-17 Conference Order 2. Orders submittal of new 
Interim statements of Issues by 790309 after consultation re 
common format, ■, 

DEALE, V. D. Atomic Safety and Licensing Board Panel. 79/02/00. 3pp. 


7902220247 DOCKET STN-80-523 Bkagit Nuclear Power Project, Unit 2 
Orants intervenor tribes' 790126 motion for extension of 
time. Notifies of 790220 filing date for review petitions of 
A9L0 790118 order b ALAD-523 which expires 790820. 

CHILK, 8. J. Office of the Secretary of the Commission. 79/02/00. 
IP- 


7902010190 DOCKET 8TN-S0-583 Skagit Nuclear Power Project, Unit 2 
Reports earthquake in WA on 790107, Expresses concern for 
proposed plant impact on water quelity b quantity. 

MAR00LI9, J Affiliation Unknown. 79/10/22. 2pp. 
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7902060255 DOCKET STW-50-528 Palo S/erde fJuclear Statiorij Unit 1 
Flans to uti 1 i I a PUR control board simulator in training 
pTogram. Propose a NRC uitness simulator during final 
acceptance test during uceh of 790629 List of malfunctions 
to be simulated end. 

VANDRUNT* E, E, Ariiona Public Service Co. 79/01/31. 12pp, 


7902220014 DOCKET STN-50-52B Palo Uerde Nuclear Stationp Unit 1 
Forwards Amend 20 to PSAR, 

VAN DRUNT.E.E. Ariiona Public Service Co 79/02/12 2pp. 


7902220017 DOCKET 5TN“50*‘52Q Palo Verde Nuclear Stationi Unit 1 
Amend 20 to PSAR which provides responses to NRC questions 
re plant design. 

» Ariiona Public Service Co. 79/02/12. 150pp. 


7902120146 DUCKET BTN-50-52Q Palo Verde Nuclear Station> Unit 1 
Forwards IE Info Notice 79-01/ "Dergen-Paterson Hydraulic 
Shock t< Swag Arrestors (HSSA). 

BNGELKENi R. H. Region 5i San Franclscoi Office of the Director 
79/02/02. Ip. 


7902260027 DUCKET STN-50-528 Palo Verde Nuclear Stationi Unit 1 
Ack receipt of 790122 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-520/70-06 Si 
50-529/70-00. 

SPENCER. 0. S. Region 5. Ban Franciscoi Reactor Construction 5< 

EnginoePlng Support Branch. 79/02/05. ip. 


7902260031 DUCKET 6TN-50-528 Palo Verde Nuclear Stationi Unit 1 
Responds to NRC 781210 Ur re violations noted in IE Insp 
Repts 50-520/78-08 t< 50-529/78-08. Correc 1 1 ve actions: 
requiroments of caduield sleeve procedures are being 
foil awed. 

VAN DRUNDTiE. E. Ariiona Public Service Co. 79/01/22. 3pp. 


7902260033 DOCKET STN-50-52a Palo Verde Nuclear Stationi Unit 1 
Forwards !E Insp Repts 50-520/78-00 tt 50-529/78-00 on 
731129-1202 1* 1205-07 ?i notice of violation. 

SPENCER. 0. S. Region 5. San Francisco. Reac tor Construction & 

Engineering Support Branch. 70/12/10. 2pp. 


7902260037 DUCKET STN-50-52B Palo Verde Nuclear Station. Unit 1 
No^tiee of violation from insp on 701129-1202 li 1205-07. 

* Region 5. San Francisco. Reactor Construction ti Engineering 
Support Branch. 78/12/10. Ip. 


7902260043 BUCKET STN-50-520 Palo Verde Nuclear Station. Unit 1 
IE Insp Repts 50-520/70-00 N 50-529/78-00 on 701129-1202 I. 

1 205-07. None omp 1 lane e noted: area of containment structures, 
Al,BERT» W. 0, I HAYNES. R.C, Region 5. Ban Franc isco. Reactor 
Construction U Engineering Support Branch. 78/12/10. 6pp. 


7902230071 DOCKET BTN-50-520 Palo Verde Nuclear Station. Unit 1 
Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment." U/llst of 11 systematic evaluation program 
plants for which no action Is required. 

ENOLEKENj R. H. Region 5. San Francisco. Office of the Director. 
79/02/09. Ip. 


79022703B3 DOCKET aTN-50-528 Palo Verde Nuclear Station. Unit I 
Forwards IE Info Notice 79-03. "Limitorque Valve Oeared 
Limit Switch Lubricant." 

ENOELDENi n. H. Region 5. San Francisco. Office of the Director. 
79/02/09. Ip. 


7902060255 DOCKET STN-50-529 Palo Verde Nuclear Station. Unit 2 
Flans to utiliie PUR control board simulator in training 
program. Proposes NRC witness simulator during Pinal 
acceptance test during week of 790629. List of malfunctions 
to be simulated end. 

VANDRUNTi E, E. Ariiona Public Service Co. 79/01/31, I2pp. 


7902220014 DOCKET STN-50-529 Palo Verde Nuclear Station. Unit 2 
Forwards Amend 20 to PSAR. 

VAN BRUNT. E.E Arizona Public Service Co, 79/02/12. 2pp. 


7902220017 DUCKET STN-50-529 Palo Verde Nuclear Station. Unit 3 
Amend 20 to PSAR which provides responses to NRC questions 
re plant design. 

* Arizona Public Service Co. 79/02/12, ISOpp, 


>2120146 DUCKET STN-50-529 Palo Verde Nuclear Station. Unit 2 
orward* IE Info Notice 79-01. "Bergen-Paterson Hydraulic 
ihoek {( Sway Arrestors (HSSA). 

NSELKENi R. H. Region 5. San Francisco. Office of the Director. 
9/02/02, Ip. 


7902260027 DUCKET STN-50-529 Palo Verde Nuclear Station. Unit 2 
Ack receipt of 790122 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-520/78-08 ti 
50-529/78-00, 

SFENCERiO. S. Region 5. San Francisco. Reactor Construction & 

Engineering Support Branch. 79/02/05. 1 p, 

7902260031 DOCKET 8TN-50-529 Palo Verde Nuclear Station. Unit 2 
Responds to NRC 701210 Itr re violations noted in IE Insp 
Repts 50-520/70-00 «< 50-529/70-08. Corroc tlvo actions; 
requirements of cadueld sleeve procedures are being 
followed. 

VAN DRUNDT.E.E. Arizona Public Service Co. 79/01/22. 3pp. 


7902260033 DOCKET 8TN-30-529 Palo Verde Nuclear Station. Unit 2 
Forwards IE Insp Repts 50-528/78-00 1. 50-529/70-08 on 
701129-1202 8. 1205-07 ti notice of violation. 

SPENCERiO. S. Region 5. Ban Francisco. Reactor Construction & 

Engineering Support Branch. 7B/ 12/18. 2pp. 


7902260037 DUCKET STN-50-529 Palo Verde Nuclear Station. Unit 2 
Notice of violation from insp on 781129-1202 ti 1205-07. 
tt Region S. San Francisco. Reactor Construction t< Engineering 
Support Branch. 70/12/18, Ip. 


7902260043 DUCKET 0TN-5O-329 Palo Verde Nuclear Btatiom Unit 2 
te Insp Repts 50-528/70-08 «i 50-529/78-00 on 701189-1202 t, 
1205-07. None omp llance noted: area of containment structures. 
ALBERT, W, 0.1 HAYNES. R. C. Region 5, San Francisco. Reactor 

Construction S. Engineering Support Branch. 78/12/16. 6pp. 


7903230071 DOCKET 9TN-50-529 Palo Verde Nuclear Station, Unit 2 
Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment." U/llst of 11 systematic evaluation program 
plants for which no action is required. 

ENQLEKEN, R. H, Region 5. San Francisco. Office of the Director. 
79/02/09, ip. 


7902270383 DOCKET STN-50-589 Palo Verde Nuclear Station. Unit 2 
Forwards IE Info Notice 79-03. "Limitorque Valve Oearad 
Limit Switch Lubricant, " 

ENOELDEN. R. H. Region 5. San Francisco. Office of the Director. 
79/02/09, . Ip, 

7902060255 DOCKET 8TN-50-S30 Palo Verde Nuclear Station. Unit 3 
Plans to utilize PUR control board simulator in training 
program. Proposes NRC witness simulator during final 
acceptance test during week of 790629. List of rnfflfunctions 
to be simulated end. 

VANDRUNT, E, E, Arizona Public aervtce Co. 79/01/31. 12pp. 

7902220014 DOCKET 3TN-50-530 Palo Verde Nuclear Station, Unit 3 
Forwards Amend 20 to PSAR. 

VAN DRUNT.E.E. Arizona Public Service Co. 79/02/12. 2pp. 


7902220017 DOCKET STN-SO-530 Palo Verde Nuclear Station. Unit 3 
Amend 20 to PSAR which provides responses to NRC questions 
re plant design. 

* Arizona Public Service Co. 79/02/12. 130pp. 


7902120146 DOCKET STN-30-S30 Palo Verde Nuclear Station. Unit S 
Forwards JE Info Notice 79-01. "Dergen-Patorson Hydraulic 
Shock t. Sway Arrestors (HSSA). 

ENGELKENi R, H. Region 3, Ban Francisco. Office of the Director. 
79/02/02. Ip. 


7902230071 DOCKET STN-50-330 Palo Verde Nuclear Station. Unit 3 
Forwards IE Bulletin 79-01. “Environ Qualification of Class 
IE Equipment." N/llst of 11 systematic evaluation program 
plants for which no action Is required. 

ENQLEKEN. fi. H. Region 5. San Francisco. Office of the Director. 
79/02/09, Ip. 


79022703B3 DOCKET 8TN-50-530 Palo Verde Nuclear Station. Unit 3 
Forwards IE Info Notice 79-03. "Limitorque Valve Geared 
Limit Switch Lubricant. “ 

ENOELDEN. fi. H. Region 3, San Francisco. Office of the Director. 
79/02/09. Ip. 


7902230059 DOCKET aTN~S0-331 QEBBAR-251 

Rept NEDE-24142. “Fast Scram Control Rod Qualification 
Program" is proprietary l< may be withheld (ref 10CFR2. 790). 
HELTEMESi C. J. Standardl lation Branch. 79/02/12, 2pp,. 


7902070067 DOCKET 50-537 Clinch River Breeder Reactor 
Forwards status rept which summarizes NRC position re 
.outstanding items eztsblng at time of redirection of safety 
review. Provides general documentation of status of revlsu 
at time of suspension due. to halt in hearing schedule. 

8AMHILL. U. P. Assistant Director for Standard l< Advanced Raaetort. 
78/11/09. 33pp. 



DOCKETED ITEMS 


7<?0SS10ie4 DOCKET SO-937 Clinch River Breeder Reactor 
Forwordt topical rept CRBRP-S. Vo 1 ’'Energetics and 
Structural Margin Beyond the Design Base." 

COPELANDi R. L. Energyi Dept, bfj Clinch River Breeder Reactor Plant. 

79/0a/09. Ip, 


7902120111 DOCKET S7N-S0-546 Marble Hill Nuclear Station. Unit I 
Forwards IE Info Notice 79-'01. "Derg on-Pater son Hydraulic 
Shod t. Suoy Arrestors (HSSAI. 

KEPPLERi J. 0. Region 3. Chicago. Office of the Director. 79/02/02. 
Ip- ’ ' 


'79022101BB DOCKET SO-537 Clinch River Breeder Reactor 

’’Energetics & Structural Margin Beyond the Design Bass. “ 

Vol 1. 

» Energy. Dept. of. Clinch River Breeder Reactor Plant. CRBRP~3 
VI. 79/02/09, B56pp, 


7902210191 DOCKET 8TN-S0-94& Marble Hill Nuclear Station. Unit I 
Forwards IE Bulletin 79-01. "Environ Oual if 1 cation of Class 
IE Equipment," H/1 1 st of It systematic evaluation program 
plants for which no action Is ropulred. 

KEPPLERi J.O. Region 3. Chicago. Office of the Director. 79/02/09. 
Ip. 


7908220000 DOCKET 30-937 Clinch River Breeder Reactor 

Forwards WARD-D-0169. "Clinch River Breeder Reactor Plant. 

Response of Plant to Postulated Loss of One Meat Transport 
Loop lo/Fallure of Both Reactor Shutdown Sys. " 

COPELAND. R. L. Energy. Dept. of. Clinch River Breeder Reactor Plant. 
79/02/16. 2pp. 


7902220010 DOCKET SO-337 Clinch Rivar Draoder Reactor 

WAnD-D-0169. "Clinch River Breeder Reactor Plant. Response of 
Plant to Postulated Loss of One Heat Transport Loop ui/ 
Failure of Both Reactor Shutdown Sys." Addresses anticipated 
event causing most severe loss of heat removal. 

MCCALL. T. B. I MARKQUBKI . F. U. Hasting house Electric Carp. 
EV-76-C-1 8-239 B. WARD-D-0169. 77/02/28. 2Spp. 


7902270413 DOCKET 80-937 Clinch River Breeder Realtor 

Forward e copies of "Anal y si s of Hypothetical Core D1 eruptive 
Events In Clinch River Breeder Reactor Plant. ’’ Rept is major 
ref to CRBRP- 3 .V 0 I l>"Entrgy U Structural Margin Beyond 
Design Bate" submitted 790209. 

COPELAND. R. L. Energy. Dept. of. Clinch River Breeder Reactor Plant, 
79/02/16, Ip, 


7902270421 DOCKET 80-337 Clinch River Breeder Reactor , 

"Analyeis of Hypothetical Cera Distruptlva Events in Clinch 
Rivar Breeder Reactor Plant. ’’ 

MCELROY. J. L. , SWITICK. D. M. . BROUN. N, H. Energy. Dept, of. Clinch 
River Breeder Reactor Plant. CRBRP-OEFfi-00103, 70/04/30. 173pp. 

79022602S6 DOCKET 80-337 Clinch River Breeder Reactor 
Forwardf Amend 40 to PBAR, 

COPELAND. R. L. Energy. Dept. of. Clinch River Breeder Reactor Plant, 
79/02/23, 4pp. 


7902270361 DOCKET STN-30-846 Marble Hill Nuclear Station. Unit 1 
Forwards IE Info Notice 79-03. "Limitortiue Valve Geared 
Limit Switch Lubricant. ’’ 

KEPPLER. J. 0, Region 3, Chicago. Office of the DlrBctor. 79/02/09. 
ip- 


7902270339 DOCKET 8TN-S0-347 Marble Hill Nuclear Station. Unit 2 
Responds to 701116 Itr dstaillng Category 263 items for 
consideration in preparing FSAR.Ulll address items as they 
are imp lamented in base plant. 

COUOHLIN. J. Public Service Co. of Indiana. Inc. 79/02/21. 4pp. 


7902230061 DOCKET BTN-30-547 Marble-Hill Nuclear Station. Unit 2 
Informs that TRADOC Pamphlet 380-30. "Interservic e Procedures 
for Instructional Sys Development’’ referenced in NUREO-0219 
is available In microfiche farin from NRC. 

DE0AW. W. J. Division of Document Control. 70/11/20. 3pp. 


7902010310 DOCKET BTN-50-347 Marble Hill Nuclear Station. Unit 2 
Forwards IE Insp Repts 50-346/70-09 l< 80-547/78-09 on 
7011 1 8-16. No non comp 1 lane a not ed. 

DAVIS, A. D. Ragion 3. Chicago. Fuel Facility fc Materials Safety 

Branch, 70/12/26. 2pp. 


7902010326 DOCKET 87N-50-S47 Marble Hill Nuclear atatlon. Unit 2 
IE Insp Repts SO-'546/7e-09 4. 80-547/70-09 on 701115-16.00 
noncomplianee noted. Major areas inspec tad ; 1 1 censee mgt 
control, environ protect ion. p Ians 4. procedures for 
implementing program li site tour. 

OREEH.R.J. . eSSIO. T. H. Region 3. Chicago. Office of the 
Director. 70/12/19. 3pp. 


7902260200 DOCKET 30-837 Clinch River Breeder Reactor 

Amend 40 to PSAR. Including updates 4. revisions to sections 
re "Inert Ose Receiving 4« Proceeeing Bys" *< “Conventional 
Fire Protection Sys. ’’ 

» Energy. Dept. of. Clinch River Breeder Reactor Plant. 
19Bpp. 


79/02/06. 


7902210112 DOCKET 80-837 Clinch River Breeder Reector 

Reeponds to NRC 781218 Itr re IE Inep Rept 80-837/70-01. No 
proprietary info. ReRueete 2 word correetlone in Rept. 
COPELAND. R. L. 'Energy. Dept, of. 79/01/22. 2pp. 


7902120111 DOCKET STN-50-847 Marble Hill Nuclear Station. Unit 2 
Forwards IE Info Notice 79-01 . ’’Bergen-Pater son Hydraulic 
Shod t. Sway Arrestors (HSSAI. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 79/ 
ip- 


7902210191 DOCKET 8TN-S0-847 Marble Hill Nuclear Station. Unit 2 
Forwards IE Bulletin 79-01. "Environ Qualification of Claes 
IE Eguipment. ’’ U/list of 11 systematic evaluation program 
plante for which no action Is recioired, 

KEPPLERi J.O. Region 3. Chicago. Office of the Director. 79/ 
Ip. 


7902280363 DOCKET 8TM-S0-S48 REBAR-38 

Ack receipt of Amend 14 to RE8AR-3e PSAR dtd 781218 
reguestlng two year extenelon of Prellminery Deelgn Approval 
7 for RE8AR-3e. Application for eitenilon subject to design 
approval. Nil 1 notify in June. 

BOYD, n, 8, Division of Project Management. 79/02/02. 2pp. 


7902270361 DOCKET 8TM-S0-347 Marble Hill Nuclear Station. 
Forwards IE Info Notice 79-03. "Llmttoryue Valve Beared 
Limit Switch Lubricant." 

KEPPLER. J. 0. Region 3. Chicago. Office of the Direct 
Ip. 


Unit a 

or. 79/02/09 


7902270339 DOCKET aTN-80-546 Herbie Hill Nuclear Btatlon. Unit 1 
Reeponds to 701116 Itr detailing Category 2 t< 3 items for 
consideration in preparing FSAR.Ulll address Items at they 
art implemented in baee plant. . 

COUOHLIN. J. Public Service Co. of Indiana. Inc. 79/02/21. 4pp. 


7902010166 DOCKET 80-849 Oreene County Nuclear Power Plant 
Analyeis of addl costs of constructing plant at Athens. NY. 
rather then at proposed Cementon site. Total addl const costs 
are *364 million (32-fflonth delay before operation! «< *891 
million {42-nionth delay). 

EARLY. P.J. Power Authority State of New York. 79/01/23. 4pp, 


7902230061 DOCKET 8TN-80-B46 Marble Hill Nuclear Btetlon. Unit 1 
Informs that TRADOC Pamphlet 330-30. "Intersorvlce Procedures 
for Initructlonal Bye Development" referenced In NUREO-0219 
is available In microfiche form from NRC. 

OE0AU. U. J. Division of Document Control. 70/11/20. 3pp. 


7902200809 DOCKET 50-849 Oreene County Nuclear Power Plant 
Provides NRC w/results of evaluation to determine const cost 
implications of bldg facility at location other than 
proposed site. Requests NRC eonslder costs when developing 
position on site suitability. 

EARLY. P.J. Power Authority State of New Vorl. 79/01/23. 4pp, 


7902010310 DOCKET fiTN-S0-84A Marble Hill Nuclear Station. Unit 1 
Forwards IE Insp Repts 80-546/76-09 4. 80-847/78-09 on 
781118-16. No noncomplianee noted. . ^ ^ . . „ . 

DAVia. A. B. Region 3. Chicago, Fool Facility t< Materials Safety 

Branch. 70 / 12 / 26 . 2pp. 


7902010326 DOCKET aTN-3t>-S46 Marble Hill Nuclear Btatlon. Unit 
IE Insp Repts 80-546/78-09 »( 80-547/78-09 on 701118-16. No 
noncomplianee noted. Major areas inspected: licenses mgt 
control, environ protection, plans t< procedures for 
implimsnting program t. site tour. 

OREER.R. J. . EBBIO. T, H. Region 3. Chicago, Office of the 
Director. 78/12/19. 3pp. 


7902210080 DOCKET 30-849 Oroane County Nuclear Power Plant 
Forwards Info re categorl latlon of recent reg guides by 
Regulatory Requirements Review Committee that may be useful 
for future p lann Ing. W/att Regulatory Requirements Review 
Committee Meeting 31 summary re categorisation. 

BOYD. R. 8. Division of Pro ject Manag omen t . 79/01/26. 45pp. 


7902270478 DOCKET S0rS4? Oreene County Nuclear Power Plant 
Identifies mode necessary to resolve NRC concerni outlined 
in NUREO-0460, Vol 3;provlslon of diverse ectuetipn 
circuitry fop mitigating ey stems, Increoeed preisiire relief 
capacity li cooling valve f unctl onab 1 1 ity . 

BAER, R.L. Light Water Reaetora Branch 2. 79/01/31, 6pp. 
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79022SOS5O DOCKET 50-549 Oreere Countij Nuclear Power Plant 
Su«aariif» 790130 neetinj held for Power Authoritv of State 
NY to diicuts w/top NPC ngt certain areas of environ impact 
identified big N.9C Sub jects : mi tigat ion. access road 
alternatives. Lehigh It aesthetics. 

LEWIS. S, Branch 2 79/02/0S. 4pp. 


7903210143 DOCKET STN-80-SS6 Black Fo« Station* Unit 1 
Forwards info re catopori lation of recent reo fluitlea b u 
Regulatory Requirements Review Comml t tee* ui/ 1 • s t of Itr 
to utils in post-CP phase of licensing proc a ■«. M/enc I 
listing of category matters. jm 

BQYD. R.S. Division of Progoct Management, 79/01/26. 


Bant 


IdfOpp. 


7903340440 DOCKET S0-S49 Greene County Nuclear Power Plant 
Informs NflC that applicant will respond to NRC 790131 Itr 
concerning ATW3 commitment by 790309. al lowing time for 
consultation 

EARLY.P, J. Power Authority State of New York, 79/03/16. Ip. 


7902120209 DOCKET BTN-30-5S6 Black Fo* Station. Unit 1 

Confirms 790123 commitments re methodology to be used to 
combine loads that occur when multiple safetu relief vulves 
actuate; design will accommodate actuation of I'? valves at 
once.OE Mark III containment design will be uaed. 

EWING. T.N. Public Service Co. of Oklahoma. 79/03/02. app. 


7902260001 DOCKET 50-349 Greene County Nuclear Power Plant 
PE5 concludes application should be rejected for aesthetic 
reasons Ir since alternate sites are preferable, 
s Office of, Nuclear Reactor Regulation, NUREQ-0512, 79/01/30. 

550pp 


7902030012 DOCKET 30-349 Greene County Nuclear Power Plant 
Order resetting dates for further proceedings. Provides 
schedule for filing testimony 6 ethib its. discovery requests 
6 Ob jections. prehearing conference (7903141 & hearings 
(790402). 

OOODHOPE. A, C. . COHEN. E D. Atomic Safety and Licensing Board Panel, 
79/01/04. 3pp. 


7902220030 DOCKET STN-50-S36 Black Fo« Station* Unit 1 
Applicants will use aquare-root-sum-of-the-equari load 
combination methodology in component design l< use of 
absolute summation method for structures dee i fln. Request e 
this be reflected In FSAR suppl.W/encl suppl mati. 

FATE. M. E. Public Service Co, of Oklahoma. 7‘?/02/t3. 3pp. 


7902220032 DOCKET STN-30-S56 Black Fox Station* Unit 1 

Reviews developments re load combination method proceed ItiflS. 
Forwards testimonies to be offered at resumed hearings on 
790223. W/o end. 

GALLO* J. iBham. Lincoln (> Beale. 79/02/09. 2pp. 


7902090046 DOCKET 50-549 Greene County Nuclear Power Plant 
Columbia County Survival Committee's further responses to 
NRC interrogatories. Bel leves SER to be deficient re 
non-mi 1 1 tery traffic, population related to water supply, 
radioactive metis b conditions of government agencies. 

KAFlN.fi. J. Columbia County Survival Committee. 79/01/05. 3pp. 


7903130133 DOCKET 30-349 Greene County Nuclear Power Plant 
Requests limited appearance at hearing. 

CUTflO.J, Affiliation Unknown, 79/01/17. Ip. 


7902260169 DOCKET 30-549 Greene County Nuclear Power Plant 
Ack receipt of 781228 Itr eipresslng concern re progress of 
joint federal-state proceedings on proposed plant. NRC doing 
utmost to have FES published at earliest possible time. 
HENDR IE. U. H. Commission, 79/01/25. Ip. 


7902260176 DOCKET 50-549 Greene County Nuclear Power Plant 
Eipresses concern that FES will not be published in time to 
satisfy requirement of NY Public Sve Law Article VI 1 1 tc 
interagency agreements that call for testimony only after 
issuance of FES. Hay abrogate joint protocol. 

ZIELINSKI. C, A, New York. State of. 78/12/28. 2pp. 


7902230059 DOCKET STN-50-SS0 0ES9Aft-23B-D0P Interface 
Rept NEDE“24142i "Fast Scram Control Rod Qualification 
Program* is proprietary (. may be withheld (ref 10CFR2, 790). 
HELTEMES, C. J, Standard 1 lat 1 on Branch. 79/02/12. 2 pp. 


7902060236 DOCKET STN-SO-336 Black Foi Station.* Unit 1 
Forwards Amend 14 to P8AR to update various araai of 
operations. 

FATE.M.E. Public Service Co. of Oklahoma. 7‘f/Ca/OS. Spp. 


7902060261 DOCKET 6TN-50-3S6 Black Fo» Station* Unit 1 

Amend 14 to P8AR updating following areas; ECC8 porformatie** 
qualification of preoperational U startup tasting peraannal* 
expansive structures tt interim rept "Nark III Containment, 
fievtslan 2. " 

» Public Service Co. of Oklahoma. 79/01/39. 600pp. 


7902220114 DOCKET 8TN-30-SS6 Black Fox Qtatlon* Unit 1 

Submits copies of errata <« addendum sheets of Amend IS to 
PSAR b responds to NRC questions re amend. Areme diicusied 
include automatic depressurl lation syi (< resulte of 
transient analyses. 

FATE.M.E. Public Service Co. of Oklahoma. 79/02/16, tSpp. 


790223D061 DOCKET 8TN-30-8S6 Black Fox Station. Unit 1 

Informs that TRADOC Pamphlet 350—30. "Interservice Procedures 
for Instructional Sys Development" referenced In NUREO-0319 
is available in microfiche form from NRC, 

BE8AW. W. J. Division of Document Control. 70/11/20, 3pp. 


7902030063 DOCKET 8TN-30-556 Black Fox Station. Unit I 
Order rescheduling oral argument to 790327 in Tulsa. OK. 

DUFLD, M. E. Atomic Safety and Licensing Appeal Panel. 79/01/19. tp 


7902120050 DOCKET STN-50-553 Phipps Bend Nuclear Plant. Unit 1 
Forwards IE Info Notice 79-01, "Bergen-Paterson Hydraulic 
Shock (c Sway Arrestors (HSSA). " 

O'REILLY. J, P. Region 2. Atlanta. Office of the Director 
79/02/02. 2pp. 


7902280134 DOCKET STN-50-353 Phipps Bend Nuclear Plant. Unit 
Forwards IE Info Notice 79-03. "Limltorque Valve Geared 
Limit Switch Lubricant." 

79 ^ 2 / 09 ''^ 2PP '’****"’ Atlanta, Office of the Director. 


7902120050 DOCKET STN-50-854 Phipps Bend Nuclear Plant. Unit 2 
Forwards IE Info Notice 79-01. "Bergen-Paterson Hydraulic 
Shock I. Sway Arrestors (HSSA). " 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director. 
79/02/02. 3pp. 


7902280134 DOCKET STN-50-S34 Phipps Bend Nuclear Plant. Unit 2 
Forwards IE Info Notice 79-03, "Llmitorque Valve Geared 
Limit Switch Lubricant. " 

79%2/09! 2PP ‘he Director. 


7902060276 DOCKET STN-50-5S6 Black Foi Station. Unit 1 
Acl receipt of NRC 790116 Ur clarifying NRC concern over 
conplcttntsi of docuuimkation. Forwards copg of Itr to make 
dociit complete. 

CONRAD, V.L. Public Service Co. of Oklahoma. 79/01/23. ip. 


7902060277 DOCKET STN-80-556 Black Fox Station, Unit 1 

781806 Ur re completeness of submittal info. 
= In Info submitted by util. 

DAVIS. J.O. Office of Inspection t, Enforcement. 79/01/16 


7902060074 DOCKET BTN-SO-336 Black Fox Btefclon, Unit 1 

Orders 790219 resumption of evidentiary hearing on health i, 
safety 1 ssues. Hear Ing will be held in Tulsa, OK. Per 790IOS 
A3LB order, eertaln sessions util be conducted In-eamera. 

WOLFE.S, J, Atomic Safety and Uicentlng Board Panel. 79/01/19. Ig. 

7902130167 DOCKET STN-80-8S6 Black Fox Station. Unit 1 

Applicants' rasponse to NRC motion for preliminary ruting ra 
initiating causes for design hasls fires. Urgaa denial of 
motion u/o prejudice as untimely t> informs of intent to 
submit addl testimony. Certificate of Sve end. 

GALLO. J, , NELSON, 0. E. tsham. Lincoln h Deal#. 79/01/24. a7pp. 


7902260005 DOCKET 8TN-S0-SS6 Black Fox Station, Unit ! 

Forwards SAND-1 927, "Transport of Rad lonuc 1 Ida 1 in Urban 
Environ; Work Ing Draft Assessment," Also forwards BECY-79-3It 
« 311A, indicating NRC's view of rept impact on current 
regulatory policy. W/o end. 

DAVIS, L.D. Branch 4. 79/01/24, 2pp. 


7902020336 DOCKET 8TN-S0-3S6 ^lack Fox Station. Unit 1 
Denies u/o prejudice NRC motion for a preUminaru ruling 
that plant be designed to ulthstand fires resulting from 
causes in order to be licensed. " 

WOLFE. B. J, Atomic Safety and Licensing Board Panel. 79/01/06. 


7902020359 DOCKET STN-30-556 Black Fox Station, Unit 1 

prehearing confarance on 

790202 at US Courthouse in Tulsa, OK. ' 

WOLFE, 8. J, Atomic Safety and Licensing Board Pansl, 79/01/30. 



DOCKETED ITEMS ^^3 


rwaasoios docket 8TN-90-986 slack Fo« station, Unit 1 
Notlca it withdrawal of IH Vounghain tc L Burrtll a> attgr 
far intarvrnort Citliani Action for Safa Enargg, af factiva 
790203. Cart if Icata of Svc and. 

FAHRtS. J.i;.. MOaOARD.J.R. Oraan, Faldinan, Mall b Moodard. 79/0S/02. 


7902220293 DOCKET eTN-90-986 Black Fo« Station, Unit 1 

Porwarda addl NRC taitiaiong bg KH CanpaiA Hafli,SA Varga b 
athara to ba praaantad at hearings. NRC exhibl t, 0E6&AR SER, 
8uppl 1 tNUREO-0124) b draft' hearing schedule and. 

DAVIS. G.D. Branch 4. 79/02/09. 44pp. 


7903120090 DOCKET 8TN-S0-894 Black Pox Station. Unit 1 
Porwarda IE Info Notice 79-01, ''Bergen-Pateraon Hgdraullc 
Shock b Swag Arrestors (HSSA). '' 

0 'REILLY, . J. P. Region 2, Atlanta, Office of the Director. 

79/02/02. 2pp. 

7902040274 DOCKET 8TN-90-997 Black Fox Station. Unit 2 
Act receipt of NRC 790116 Itr clarifglng NRC concern over 
comp lateness of docunentatlon. Forwards copg of Itr to make 
docket conplete. 

CONRAD, V. L. Public Service Co. of Oklahoma. 79/01/25. Ip. 


7902060277 DOCKET 8TN-90-997 Black Pox Station, Unit 2 

Clarifies NRC 7B1206 Itr re completeness of submittal Info. 
Finds no discrepancies in info submitted bg util. 

DAVIS. U. 0. Office of Inspection b Enforcement. 79/01/16. 2pp. 


7902210149 DOCKET STN-90-957 Black Fox Station, Unit 2 
Forwards info ri eatsgor i xation of ricent reg guides bg 
Regulatory Requirements Review Comml ttee, w/text of Itr sent 
to utils In poit-CP phase of licensing process. U/end 
lifting of category matters. 

BOYD, R. 8. Division of Project Kanagsment, 79/01/26. l&Opp. 


7902120209 DOCKET BTN-S0-5S7 Black Fox Station, Unit 2 
Confirms 790123 comml tmsnts re methodology to be used to 
eoMhtna loads that occur when multlpls safety relief valves 
' actuate: dsslgn will accommodate actuation of 19 valves at 
pnce.OE Hark III containment design will be used. 

EUINO. T. N. Public Service Co, of DVlahomq. 79/02/02. 3pp, 


7902220090 DOCKET BTN-90-997 Black Fox Station, Unit 2 
Applicants will use squara-root-sum-of-ths-square load 
combination mathodology In component design b use of 
absolute . summation method for structures design. Requests 
this be reflected In F8AR suppl.N/end suppl mail. 

FATE.M.E, Public Service Co. of Oklahoma. 79/02/13. 3pp. 


7902220092 DOCKET 8TN-gO-9S7 Black Fox Station, Unit 2 

Revisws developmints ri load combination method proceedings. 
Forwards tsstlmontss to be offered at resumed hearings on 
790223. W/o end. 

OALLOiJ. Isham, Lincoln b Beale. 79/02/09. 2pp. 


7902060294 DOCKET aTN-80-997 Black Pox Station, Unit 2 
Forwards Amend 14 to P8AR to update various areas of 
operations. 

FATE.H. E. Public Service Co. of Oklahoma. 79/02/02. 3pp. 


"'7902040241 D0CK6T STN-90-997 Black Fox Station, Unit 2 

Antnd 14 to PBAR updating following areasiECCS performance, 
qualification of preoperatlonal b startup testing personnel, 
expansive structures b interim rept "Hark III Containment, 
Revision 2. " 

a Public Service- Co. of Oklahoma. 79/01/29. 600pp. 


7902220114 DOCKET BTN-SO-997 Black Fox Station, Unit 2 
Submits eeplts of errata b addendum sheets of Amend 19 to 
PBAR b responds to NRC questions rt amend. Areas discussed 
include automatic depressuri xation sys b results of 
transient analyses. 

FATE.M.E. Public Service Co. of Oklahoma. 79/02/14. 12pp. 


7902230041 DOCKET BTN~80-S97 Black Fox Station, Unit 2 

Informs that TRADDC Pamphlst 390-30, "Intsrssrviee Procedures 
for instructional Byi Development" reftrsncid in NUREO-0219 
Is available in microfiche form from NRC. 

BEBAW, W. J. Division of Document Control, 78/11/20. 3pp. 


7902030049 DOCKET 8TN~90-997 Black Fox Station, Unit 2 
Order rescheduling oral argument to 790327 In Tulsa, OK, 

DUFLO, M. E. Atomic Safety and Licensing Appeal Panel, 79/01/19. ip. 


7902060074 DOCKET 8TN-90-997 Black Fox Station, Unit 2 

Orders 790219 ,rtsumption of evidentiary hearing on health b 
safety Issues. Hear ing will be held in Tulsa, OK. Per 790109 
A8LB order. certain sessions will be conducted in-camera. 

WOLFE, 8. J. Atomic Safety and Licensing Board Panel. 79/01/19. Ip. 


7902190167 DOCKET 9TN-80-397 Black Fox Station, Unit 2 

Applicants' response to NRC motion for prellmlnaTg ruling re 
Initiating causes for design basis fires Urges denial of 
motion w/o prejudice as untimely b informs of intent to 
submit addl testimony. Cert i ficate of Svc end. 

OALLO.J,, NELSON.O.E, Isham, Lincoln b Deale. 79/01/24. 27pp. 


7902260009 DOCKET 8TN-S0-557 Black Fox Station, Unit 2 
Forwards SAND-1927, "Transport of Radionuclides in Urban 
Environ: Working Draft Assessment." Alto forwards SECY-7S-311 
b 31 1 A, i nd ica 1 1 ng NRC's view of rept impact on current 
regulatory pellcy.W/o end. 

DAVIS, L.D. Branch 4. 79/01/24. 2pp. 


79020203B4 DOCKET STN-90-997 Black Fox Station, Unit 2 
Denies w/o prejudice NRC motion for a preliminary ruling 
that plant be designed to withstand fires resulting fren 
non-electrical causes in order to be licensed. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. 79/01/24. 2pp. 


7908020399 DOCKET aTN-50-557 Black Fox Station, Unit 2 
Notifies b orders an in-camera prehearing conference on 
790202 at US Courthouse in Tulsa, OK. 

WOLFE, 8. J. Atomic Safety and Licensing Board Panel. 79/01/30. Ip. 


7902230)02 DOCKET 8TN-50-997 Black Fox Station. Unit 2 

Notice of withdrawal of IH Younghein b L Burrell as attys 
for Interveners Citliens Action for Safe Energy, effective 
790803. Certifi cate of Svc end. 

FARRI8.J.R., WOODARD.J.R. Oreen. Feldman. Hall b Woodard. 79/02/08. 
4pp. 


7902280293 DOCKET STN-90-997 Black Fox Station, Unit 2 

Forwards addl NRC testimony by KH Campe, A Hafit.8A Varga b 
others to be presented at hearings. NRC exhib it. 0E88AR 9ERi 
Buppl 1 <NUREO~OI24) b draft hearing schedule end. 

DAVia, C. D. Branch 4 79/02/09. 46pp. 


79020B0224 DOCKET 90-960 Fluor Power Service 

Forwards rept on tests evaluating coefficient of static 
friction between steel b concrete, In response to two 
outstanding issues of 1978 rept to ACR8. DbW std design will 
be rsvisfd to new motors. 

ROELLiT. U. Fluor Power Service, Inc. 79/03/02. Ip. 


7902030230 DOCKET 90-960 Fluor Power Service 

"Tests to Evaluate Coefficient of Static Friction Detween 
Steel b Concrete," prepared by Portland Cement Association. 
RABDAT.B.e., RUSSELL, H. 0. Fluor Power Service, Inc. 79/02/88. 
30pp. 


7902230034 DOCKET STN-50-566 Yellow Creek Nuclear Plant, Unit k 
Describes categories for Regulatory Requirements Review 
Committee actions re implementation of new reg guides b 
branch technical positions or other mods to existing NRC 
posi tlons. 

BOYD.R.S. Division of Project Management. 79/02/02, 40pp. 


7901880894 DOCKET STN-90-966 Yellpw Creek Nuclear Plant, Unit 1 
Forwards NUnEO/CR-0400, “RI sk Assaismsnt Review Oroup Rept 
to the US NRC" (Lewis Rept). NRC is developing a policy 
itatement. W/o end.. 

KETCHEN.E. 0. Office of the Executive Legal Director. 79/01/16. ip. 


7908090886 DOCKET 8TN-gO-966 Yellow Creek Nuclear Plant, Unit 1 
Forwards IE Insp fiepts 90-966/78-10 b 90-567/7B-10 on 
781218-19. No noncomplianca notad. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch. 78/12/29. 2pp. 


7908090289 DOCKET 8TN-90-966 Yellow Creek Nuclear Plant, Unit 1 
IE Insp Rspts 90-966/78-10 b 80-567/78-10 on 781812-1 S. No 
noncempl lance noted. Kejor areas {nspBcted:OA program 
implementation b associated quality records for site 
preparation, structural concrete b foundations. 

HARRIS, J.R., THOMASiM., nRYANT,J.C. Regions, Atlanta, Reactor 

Construction b Engineering Support Draneh. 78/18/29. 6pp. 


7902210193 DOCKET STN-90-566 Yellow Creek Nuclear Plant, Unit 1 
Ack receipt of 790122 Itr informing NRC of steps taken to 
corract violations noted in IE Insp Repts 50-966/78-08 b 
90-967/70-08. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construebion b Enpinearing 
Support Branch. 79/01/30. ip. 


7902210198 DOCKET 8TN-90-946 Yellow Creek Nuclear Plant, Unit 1 
Responds to NRC 7S1119 Itr re deviations noted in IE Insp 
Rspts 90-966/70-00 b 90-967/7B-0B. Correc tive actions; 
rivision to prsvious response b now performing audits 
complying u/OA program. 

OILLELAND, J. E. Tennessee Valley Authority. 79/01/22. 8pp. 
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docketed items 


ip. 


7902210160 DOCKET STN-50-566 I n»P 

Responds to NRC 7Bl.n» Corrective actions; 



"'“XI". 

Engineering Support Branch. 

7902210169 DOCKET 8TN'50-566 OIT-m" ^ „ t 

Qrancb- 78/11/13 Ip- 

HoneompUanCB “ftUantl. Reactor Con.truction t, 

iK’e^r^ng Bup^^U^^ncr "?amn3. 6pp. 

^F^^uartft ?E‘^^nfo^NotUB^79-03”°Uimlto^gue'vIwe Qnared 

Atlanta, Office of the Director, 

79/02/'09. 3PP- 

7908230034 DOCKET BTN-SO -967 Yell ou Creek Nuclear ^P1 ant, Un 
Deecribos categories ^ ,’’*8“'^!“^^ orneu reg guides b 

MVof^r Division of Project Management, 79/02/02. 40pp. 

7901220294 BOSKET STN-90-967 Jell ou^Creek ‘ ‘ 

to''the‘‘is”NRC" ^Leuit neptl.NRC is developing a policy 
Ke?j5EN?E:a“ Tflco of the Ei.cutive tegal Director. 79/01/16. 

f,‘=?^ip"j^;tr9f-9i:/7i^rr9o^467/rB-i^ ' 

SircV” "“"R^gUn'^AUanta, Reactor Construction «. Englneorln, 
SportBranch. 7B/12/89, 2pp. 

79020902B9 BOCKET 8TN-50-S67 ^4" on^BlIU-ts. No“ | 

IE Insp Repts areas inspected; QA program 

noncompliance "°*® | quality records for site 



S0-S67/7B-0B, Atlanta, Reactor Construction t< Eng Inner ing 

RBptr50-966/7B-09 & B^f orming audits 

revision to previous response « nou, p 

790S210160 raCllET 

Responds to tJRC 15 , 7 , 70 - 08 , Corrective actions. 

ri’vl£ ‘ 

Enginaering Support Drancn. 

Unit 2 


docket =tm-»-=« «"•” 
Branch.*‘‘7e/l‘''‘3' ‘P' 


Noncotrpliance ‘ l! . 3 “* . *Reac tor Construction l< 

OOUOE,M.J. Region 2 . Atlanta, Reacc 

Engineering Support Branch. 70/11/13- P 

Shock & Suay Arrestors ‘IJBBA). nffieo of the Director. 

O'REILLY, J.p. Region 2, Atlanta, Dffico 

79/02/02, 8pp. 

Limit Switch Lubricant." ....-t-, nffice of the Director. 
O'REILLY, J.P. Region 2- Atlanta. Bfrice 

79/02/09. 2PP. 

7908140144 DOCKET BTN-90-860 NEP Nuclear, Unit 1 

”?;= 

:s;rov:s urruiresrts;-^-uer wni t- u.ed m pbar 

SS?JirR;a*%wrlJon orPr^^e^riSnlgement; 79/01/86, 42pp. 

7908060233 DOCKET 8TN-S0-56B NEP NucleaPj^ Unit 1 

HARRINOTON, j. New England Power Co, 79/01/31. 3.!PP 

7902060308 BUCKET aTN-90-96B NEP Nuclear. Unit 

Comments on Otters Recommends 

nn^.it;:;lo^‘^VtU ? - identification 

sL^jssTE:rT*"'irti?ioirs:si."n^ 79 / 02 / 02 . ip. 

7902810094 DOCKET 8TN-90-S6B f Uar, Uni t 

Forward. Vol 4 A‘“i withheld <r.f 10CFR2.7901. 

S(^JeN0:j‘S. Se“ BnS?4d ^ower CO. 79/08/09. Bpp. 

7902220069 « aTN-90-560 NEP^Nuclear, ^ 

Info came from 7 aj«s*T »vi 

was also p-y.r Co. 79/01/31. Ip- 

HARRINOTON, J. New England Power uo 

7908120214 DOCKET 8'’''^7BB“®*®hs^notleed*'f or^addl info tn the 
Antitrust info should now be only thos. 

customary manner, car. •^;i°““4:4ti = .nt.:MA Municipal 

view! on antitrust - Piihlic Svc Co. . 

*'• 

TToaiaoaia docket E'K-SO-BEO NEP^Nueltar.^^Unlt^l^ nunieip,. 

Informs public Bvc Co 8< Bangor Hydro-Electric 

Co‘’provl5erra-'4;^nt info to facilitate required antitrust 

^ARR?NOTON.J. New England power CO. 79/01/19. 8pp. 

7902140144 DOCKET 8TN-90-969 NEP^Nuclear^ Unit 2^^^ ^ 
r.!^er.rd:?a’in^a?.|Hcatron CAH77B-97 be withheld from 

Rector. Branch 3. 79/01/84. 4pp. 

790209007B DOCKET 8TN-90-S69 NBPNuc leer. Unit 8^ 

i-S-' sr;;;!;; •.rjT::.:ri:D;;.irEi; 



DOCKETED ITEMS 


7908060232 DOCKET 8TN-S0-569 NEP Noel oar. Unit 2 

Forward* luppl Info requestod bg NRC on 790104 on altornate 
sltoii which (Dili bs Included in Reviflon 6 of environ rapt. 
HAflRlNOTOM. J. New England Potuor Co. 79/01/31, 32pp. 


79080'6030S DOCKET STN-50-369 NEP Nuclear. Unit 2 

Coirments on environ rep t. Ravi sion S. Suggaets addl attention 
to hlctorlcal & archaeological matters. Recommend* 
consultation w/State Preservation Officers re idantlflcation 
of sites for inclusion in Natl Register. 

DEUAPORTE. C, T. Interior. Dept. of. 79/02/02. Ip. 


7902210094 DOCKET 8TN-50-569 NEP Nuclear, Unit 8 

Forwards Vol 4 of Revision 3 to "General (i Financial Info" 
w/affldavlt for withhold ing. Enc 1 withheld (ref 10CFR2. 790). 
STEVENS. J.R. New England Power Co. 79/02/09, Bpp. 


7902220069 DOCKET STN-30-569 NEP Nuclear, Unit 2 

Forwards affidavit re distribution of Revision 3 to "Oenoral 
*< Financial Info" portion of application. 

HARRINGTON. U. Now England Power Co. 79/02/13. 3pp. 


7902060325 DOCKET 8TN-30-869 NEP Nuclear, Unit 2 

Advises of Inaccuracg In 790113 Itr to NRC re anti-trust 
review of HE Public Bve Co interest in Millstone Station, 
Info came from 701219 Itr to NRC from the Attg General which 
was also inaccurate. 

HARRINGTON, J. New England Power Co. 79/01/31. Ip. 


7902120214 DOCKET 8TN-30-S69 NEP Nuclear, Unit 2 

Antitrust info should now be noticed for addl info in the 
customarg manner. Care should be taken to solicit onlg those 
views on antitrust re two new appl leant s: HA Municipal 
Wholesale Electric Co & He Public Sve Co. 

TOAL8TON, A. U. Antitrust »( Indemnltg Group. 70/02/08. Ip. 


7902120219 DOCKET 8TN-S0-S69 NEP Nuclear, Unit 2 

Informs of transfers of ownership shares to MA Municipal 
Wholesale Elec Co. HE Public Sve Co b Danger Hgdro-Elec tr Ic 
Co. Provides pertinent info to facilitate required antitrust 
review. 

HARRINGTON, J. New England Power Co. 79/01/15, 2pp. 


7902140173 DOCKET STN-SO-SBO Erie Nuclear Plant. Unit 1 
Forwards Info re categori »at Ion of recant rog guides bg 
Regulatorg Requirements Review Committee. w/teit of Itr sent 
to utils In post-CP phase of licensing process. W/enc 1 
listing of categorg matters. 

DOVD, R.8. Division of Project Management. 79/01/26. 41pp, 


7902140147 DOCKET STN-SO-SBO Erie Nuclear Plant. Unit 1 
Informs mods precipitated bg NUREO-0460 Involve clrcultrg 
for mitigating sys. pressure relief copacltg.b valves for 
long term cool ing. Roques ts commitment to plant design b 
const w/o precluding these potential mods, 

BAER.R.U. Light Water Reactors Branch 8, 79/01/31. 3pp, 


7902860291 DOCKET STN-SO-SBO Erie Nuclear Plant, Unit 1 
Ack receipt of NRC 790131 Itr. Util fools ang design b 
initial const scheduled to occur between now b 791101 can 
proceed w/o precluding possible addition of ATU9 mitigating 
equipment. 

MCWHORTER. R. J. Ohio Edison Co. 79/02/16, 2pp. 


7902810110 DOCKET 8TN-30-580 Erie Nuclear Plant, Unit 1 
Forwards Buppl 1 to 8ER re application for const permits. 
BAERiR.L. Light Water Reactors Branch 2. 79/01/25. 3pp. 


7902210114 DOCKET STN-30-380 Erie Nuclear Plant, Unit 1 
Suppl 1 to SER re const permits. Discussss design criteria, 
coolant sgs. safety features. instrumentation b control power 
sy s. QAi aux 1 1 lory sgs. operations b accident analyses. 

Recommends Issuance of permit, 

* Office of Nuclear Reactor Regulation. NUREO-0423. 79/01/31. 

71pp. Available at NTIB. 


7902080004 DOCKET 8TN- 30-580 Erie Nuclear Plant. Unit I 
Forwards 781281 Itr from applicant rs sehedolsd need for 
proposed uni ts. Fol lowing review of licensing options, util 
concludes licensing activities for pending const permits 
should coincide w/plannlng studies. 

BARTHiC.A. Office of the Executive Legal Director. 77/01/05, Ip. 


7902060096 DOCKET 9TN-50-5B0 Erie Nuclear Plant, Unit 1 
Dismisses Intervenors E Btebbins b Coalition .for Safe 
Electric Power's Contention 25 since no response was 
received to NRC 701106 interrogatories. 

nOHERB. E. 8. Atomic Safety and Licensing Doard Panel. 79/01/22, 
8pp. 


7902140173 DOCKET STN-50-5S1 Erie Nuclear Plant, Unit 2 
Forward* Info re categori lation of recent reg guides by 
Regulatorg Requirements Review Commi t tee. w/ tc > t of Itr sent 
to utils in p.ost-CP phase of licensing p roc ess. U/enc 1 
listing of category matters 

DOYD.R. B. Division of Project Management 79/01/26. 41pp. 


7908140147 DOCKET STN-S0-5B1 Erie Nuclear Plant, Unit 3 
Informs mods precipitated by NUREO-046O involve circuitry 
for mitigating sgs. pressure relief capaeltyib valves for 
long term cooling. Requests c omml traent to plant design b 
const w/o precluding these potential mods. 

BAER, R, L. Light Hater Reactnrs Draneh 2. 79/01/31, Bpp. 


7902260291 DOCKET STN-SO-SBl Erie Nuclear Plant, Unit 2 
Ack receipt of NRC 790131 Itr. Util feels ang design b 
Initial const scheduled to occur between now b 791101 can 
proceed w/o precluding possible addition of ATWS mitigating 
equipment. 

MCWHORTER, R. J. Ohio Edison Co. 79/02/16. app. 


7902210110 DOCKET STN-80-501 Erie Nuclear Plant, Unit 2 
Forwards Buppl 1 to BER re application For const permits. 
BAERiR.L, Light Water Reactors Branch 2. 79/01/25. 3pp 


7902210114 DOCKET STN-SO-SBl Erie Nuclear Plant, Unit 2 
Buppl 1 to SER re const perml ts. Disc usses design criteria, 
coolant sgs, safety features, instrumentation b control power 
sgs, QAi aux i 1 iarg sgs, operations b accident analgsos. 

Recommends issuance of permit. 

« Office of Nuclear Reactor Regulation. NURE0-O423. 79/01/31. 

71pp. Available at NTIB. 


7902020004 DOCKET STN-5O-S01 Erie Nuclear Plant, Unit 2 
Forwards 7B1281 Itr from applicant re scheduled need for 
proposed uni ts. Fol I awing review of licensing options, util 
concludes licensing activities for pending const permits 
should coincide w/plenning studies. 

BARTHiC.A, Office of the Executive Legal Director. 79/01/03, ip. 


7908060096 DOCKET STN-SO-SBl Erie Nuclear Plant, Unit 2 
Dismisses intervenors E Btebbins b Coalition for Safe 
Electric Power's Contention 83 since no response was 
received to NRC 781106 interrogatories. 

BOWERS, E. 8, Atomic Safety and Licensing Board Panel. 79/01/23. 

2pp. 


7902260315 DOCKET 50-502 Sundesert, Unit 1 

Forwards reply from JE Ayro* supporting pro joc t, rece i ved 
after signoff to NRC. 

VOUNGDLODD, J. Arliona, State of. 79/02/20. Spp, 


7901220375 DOCKET 50-582 Sundesert, Unit 1 

Forwards NURE0/CR-O400i "Risk Assessment RcvIbli Ornup Ropt 
to US NRC" to parties to proceedings NRC developing policy 
statement re ropt. 

DORDENlCKi B, M. Office of the Executive Legal Director 79/01/10. 
IP- 


7902360002 DOCKET 30-882 Sundesert. Unit I . 

Forwards 8AND-1927. "Transport of Radionuclides in Urban 
Environs: Work ing Draft Assessment." Also forwards 
aECY-7B-31l b 311Ai Indicating NRC's view of rept impact on 
current regulatory policy. W/o end. 

DORDERICK, B. M. Office of the Executive Legal Director. 79/01/24. 
2pp. 


7902260315 DOCKET 50-583 Sundesert. Unit 2 

Forwards reply from JE Ayres supporting pro joe t, race! ved 
after signoff to NRC, 

YOUNGBLOOD, J. Arixona, Stale of. 79/08/80. Spp. 


7901820375 DOCKET 80-5B3 Sundesert. Unit 8 

Forwards NUREG/CR-0400. "Risk Assessment Revlow Group Rapt 
to US NRC" to parties to proceedings. NRC developing policy 
statement re rept. 

BORDENICK. B. M, Office of the Executive Legal Director, 79/01/10. 
IP- 

790SS60008 DOCKET S0-5B3 Sundosort, Unit 2 

Forwards 8AND-1927. "Transport of Radionuclides in Urban 
Environs: Work ing Draft Assessment." Also forwards 
BECY-70-311 b 311A, indicating NRC's view of rppt Impact on 
curi'Bnt regulatory policy. W/o end, . 

DORDERICK. B. M. Office of the Executive Legal Director. 79/01/34. 

Spp 


7903120130 DOCKET STN-50-5B4 GIDBSAR, Gibbs b Hill 
Forwards Amend 9 to balance of plant standard BAR re 
RE6AR-414. Amend Includes responses to NRC questions, 

PRIETO. R, Gibbs b Hill, Inc, (subs, of Dravo Corp, ) 79/02/07. 

8pp. 
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7902120134 DOCKET BTN-S0-9a4 OtOOSAR. Qibbs ti Hill 

AmBHd 9 to balance of plant standard SAR. Amend concerns 
classification of c omponen t b . auil 1 lary feedtiiatsr sys> 
containment spray ays & emergency diesel fuel oil storage 
transfer sys, 

* Olbbs t< mill Inc. Isobs. of Dravo Corp.l. 79/03/07, 


it 

177pp. 


7902030061 DOCKET 8TN-50-S93 Palo Verde Nuclear Otatlon. Unit S 
Notice of 790221 special prehearing conference in PhoenlCiAH 
re identification of key 1 ssuesi cons Iderot ion of 
intervention petitions; b estab I Ishment of schedules for 
public hearing process. 

LA20;R.M. Atomic Safety and Licensing Board Panel., 79/01/26. Spp. 


7902270264 DOCKET STN- 90-592 Palo Verde Nuclear Station; Unit A 
Feruards Amend 3 to PBAR. 

VAN BRUNT; E.E. Arlinna Public Service Co, 79/02/12. Ip. 


790227026B DOCKET 8TN-50-992 Palo Verde Nuclear Station. Unit 4 
Amend 3 to PBAR. Provide s responses to NRC questions re 
d Bslgsii hydrol og ic engineering . conformanc e u/reg guidcs.ECCS 
tc containment eys. 

VAN BRUNT. E. E. Arliona Public Service Co. 79/02/12. 206pp. 


7902130220 DOCKET STN-50-S93 Palo Verde Nuclear Station. Unit 9 
Notice of change of location of 790221 special prehearing 
conference to be held in Phoenit; AZ. 

LAZO; R. M. Atomic Safety and Licensing Board Panel, 79/02/01, 2pp. 


7902210031 DOCKET STN-30-593 Palo Verde Nuclear Station. Unit 5 
Lists project revieus for nest five ACR8 full committee 
meetings. 

CROCKER, L. P. Division of Project Management. 79/02/05. 2pp, 


7902050043 DOCKET STN-50-992 Palo Verde Nuclear Station. Unit 4 
Informs that ind ivi dual. as a pc tl t loner. ml 1 1 receive copy of 
order scheduling prehearing conference. In response to 
notification request. 

BDHINHI.S, M. Office of the Executive Legal Director. 79/01/05, 


7902270277 DOCKET STN-50-S93 Palo Verde Nuclear Station. Unit 5 
"Rock Anchor Test Program Rept. " Results of tost program 
provide basis for selecting anchor sys. grout mix S. best 
installation methods for permanent anchors. 

* Virginia Electric S< Pouer Co. 79/02/13. 300pp. 


7901220130 DOCKET 8TN-50-S92 Palo Verde Nuclear Station. Unit 4 
Forwards NUREC/CR-OdOO. "Risk Assessment Review Group Rept 
to the US NRC" (Lewis Rept), NRC is in process of developing 
a policy statement on the rept. 

SOHINKI. B. M. Office of the Executive Legal Director. 79/01/11. Ip. 


7902130132 DOCKET STH-90-S92 Palo Verde Nuclear Station, Unit 4 
Comments on AZ Roisman 790110 1 tr requesting facility 
licensing hearing be made test case for Intervenor funding: 
1976 ruling that Commission lacks authority to provide 
intervenor funding must apply. 

VAHBRUNT.E E. Arliona Public Service Co. 79/01/24. Ip. 


7902030061 DOCKET STN-50-692 Palo Verde Nuclear Station, Unit 4 
Notice of 790221 special prehearing conference in Phoenli.AZ 
re Identification of key Issue s. cons 1 der a t ion of 
intervention petitions, b establishment of schedules for 
public hearing process. 

LAZO.R.M, Atomic Safety and Licensing Board Panel. 79/01/26, 2pp. 


7902130220 DOCKET BTN-90-992 Palo Verde Nuclear Station. Unit 4 
Notice of change of location of 790221 special prehearing 
conference to be held in Phoenii. AZ. 

LAID. R.M, Atomic Safety and Licensing Board Panel, 79/02/01. 2pp. 


7902210031 DOCKET STN-50-592 Palo Verde (fuel ear Station. Unit 4 
Lists project reviews for neit five ACR8 full committee 
meeting s. 

CROCKER, L. P, Division of Project Management. 79/02/05. 2pp. 


7703270277 DOCKET 8TN-S0-592 Palo Verde Nuclear B tat ion. Unit 4 
"Rock Anchor Test Program Rept, " Results of test program 
provide basis for selecting anchor sys, grout mix t. best 
installation methods for permanent anchors. 

• Virginia Electric 1. Pouer Co. 79/02/15, 300pp. 

7902270264 DOCKET 3TN-S0-593 Palo Verde Nuclear Station. Unit 5 
Forwards Amend 3 to PSAR. 

VAN BRUNT, E, E. Arlioaa Public Service Co. 79/02/12. ip. 


790227026S DOCKET STht-50-393 Palo Verde Nuclear Station, Unit S 
Amend 3 to PBAR. Provides responses to NRC questions re 
design. hydrologic engineering, conformance u/rog guides. ECC3 
& containment ays. 

VAN DRUNT. E, E. Arliona Public Service Co. 79/02/12, 20App. 


7901220130 DOCKET STN-50-593 Palo Verde Nuclear Station. Unit 5 
Forwards NURE0/CR-0400i "Risk Assessment Review Group Rept 
to the US NRC" (Lewis Rept). NRC is in process of developing 
0 policy statement on the rept. 

SOHINKI. S.M. Office' of the Executive Legal Director, 79/01/11. Ip. 


7902050043 DOCKET STN-50-S93 Palo Verde Nuclear Station. Unit 3 
Informs that Indivl dual, as a petUUtier.uin receive copy of 
order scheduling prehearing conference. in response to 
notification request. 

SOHINKI. 8, M. Office of the Executive Legal Director. 79/01/05. Ip. 


7902130132 DOCKET STN-50-593 Palo Verde Nuclear Station. Unit S 
Comments on AZ Rolsman 790110 Itr requesting facility 
licensing hearing be made test case for intervenor funding: 
1976 ruling that Commission lacks authority to provide 
intervenor funding must apply. 

VANBRUNT. E. E. Arliona Public Service Co. 79/01/24. Ip. 


7902210116 DOCKET BTN-50-S96 New Haven. Unit 1 

Forwards 98 trench photos It one drawing of Trench I 
photomosaic in response to Question 361.8 of Enel 2 to NRC 
7B1227 Itr. Drawings available in Central Piles. 

KINTlGHiA. E, New York State Electric b Gas Corp, 79/02/14. tp. 


7902280333 DOCKET STN-50-596 New Haven. Unit 1 

Notes facilities' name changes to New Haven 1 b 2 as of 
790223, 

KlNTlOHiA. E. New York State Electric b Oa s Corp. 79/02/23. ip. 


7902270193 DOCKET BTN-50-596 New Haven. Unit 1 

Forwards Amend 1 to PBAR. Responds to acceptance review 
questions. Next amend. deal 1 ng w/geology b hydrology . wl 1 1 bo 
provided In March 1979. 

KINTIOH.A.E. New York State Electric b Gas Corp. 79/02/15. 2pp. 


7902270196 DOCKET 8TN-S0-596 New Haven, Unit 1 

Amend 1 to PSAR. Responds to NRC acceptance review questions 
b In situ stress measurements. W/ 43 ovorstied drawings b 
photos. < 

» New York State Electric & Gas Corp. 79/02/15. 575pp. 


7902280397 DOCKET 8TN-50-596 Neu Haven, Unit I 

Oswego County. NY. Farm Bureau Board of Directors requests 
Intervenor status re facility site application. 

BISHOP, J. Oswego, NY. 79/02/01. Ip. 


7902150008 DOCKET 3TN-S0-596 Now Haven. Unit 1 

Notifies of ASLD hearing re application for const permits. 

Lists members of the Board b schedule for all filings. 

CHILK.S, J. Office of the Secretary of the Commission. 79/02/05. 

11pp. 


7902200060 DOCKET STN-50-596 New Haven, Unit 1 

Ac k receipt of NRC 7901 18 Itr listing nuclear plants b 
nearby schools. Requests addl info re each plant: time in 
op erat Ion, presence of cooling towers. plant output b name of 
each school district. 

TI6HE. J. Affll lation Unknown: 79/01/31. Ip. 


7702060202 DOCKET STN-S0-5g6 New Haven. Unit 1 
Advises NRC of change of address. 

HlOGlNSiP.J. New York. State of, 79/02/02, Ip, 


7902080209 DOCKET STN-50-596 Neu Haven, Unit 1 

Submits affidavit of sve & distribution list re environ 
rept. 

KINTIOH.A.E. Now York State Electric b Oas Corp. 79/02/02. 9pp. 


7902220062 DOCKET 8TN-S0-596 New Haven. Unit 1 

Requests removal of 0 Ulrikson's name from NRC distribution 
lists. 

COMBS, Z, Oak Ridge National Laboratory. 79/02/14. 4pp. 


7902210116 DOCKET 8TN-50-597 New Haven, Unit 2 

Forwards 98 trench photos b one drawing of Trench I 
photomosaic in response to Question 361.8 of Enel 2 to NRC 
7B1227 Itr Drawings available in Central Files. 

KINTlQHiA.G. New York State Electric b Oas Corp. 79/02/14. Ip. 


7902200333 DOCKET STN-50-597 Now Haven, Unit 2 

Notes facilities' name changes to Neu Haven 1 b 2 as of 
790223. 

KINTIOH.A.E, New York State Electric b Oas Corp. 79/02/23. Ip. 
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7902370193 DOCKET 8TN-S0-597 Haven, Unit 8 

Forward* Amend 1 to PSAD. Responds to acceptance revleu 
questions. Ncit amend, deal Ing u/geologg & hydrology, ul 1 1 be 
provided In March 1979. 

HINTIOH, A. E. New York State Electric *, Oas Corp. 79/02/lS, 2pp 


7902270196 DOCKET 3TN-30-597 New Haven, Unit 2 

Amend 1 to P8AR. Responds to NRC acceptance revleu questions 
ti I'n situ stress measurements. U/43 overslced drawings t< 
photos. 

* Neu York State Electric ti Oas Corp. 79/02/15. 57Spp. 


7902200397 DOCKET 3TN-50-S97 New Haven, Unit 8 

Oswego County, NY, Farm Bureau Doard of Directors reiiuests 
intervenor status re facility site application. 

BISHOP, J. Oswego, NY. 79/02/01. Ip. 


7902130000 DOCKET BTN-SO-597 New Haven, Unit 8 

Notifies of A6LD hearing re application for const permits. 

Lists members of the Board l< schedule for all filings. 

CHILK, B. J. Office of the Secretary of the Commission. 79/02/03, 

11pp. 


7902060202 DOCKET STN-80-397 Neu Haven, Unit 2 
Advises NRC of change of address. 

HIOOINB, P.J. Neu York, State of, 79/02/02. Ip, 


7902200060 DOCKET 8TN-S0-597 New Haven, Unit 2 

Ack receipt of NRC 790110 Itr listing nuclear plants b 
naarby school s, Requests eddl Info re each plant; time in 
operation, pretence of cooling towers, plant output b name of 
each school district. 

TIOHE, U. Affiliation Unknown. 79/01/31, Ip. 


7902000209 DOCKET 3TN-30-897 Neu Haven, Unit 2 

Bubmlts affidavit of sve l< distribution list, re environ 
rapt. 

KINTIOH, A. E, Neu York State Electric t, Oas Corp. 79/02/02. Spp. 


7902220062 DOCKET 8TN-50-897 New Haven, Unit 2 

fiaquasts removal of 0 Ulr I k son ' s , name from NRC distribution 

lists. 

COMBS, Z. Oak Ridge National Laboratory. 79/02/14. 4pp. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


7902130201 DOCKET 70-0008 Dattelle Columbus Labs. 

Classifies License SNM-7 in fee categories ID b IE of 
Section 170. 31. 

CABELL, A. 8. License Fee Management Branch. 79/01/30. Ip. 


7902210004 DOCKET 70-0028 Rockuoll International Corp. 

Ack receipt of 790111 Ur informing NRC of steps taken to 
correct violations noted in IE insp on 701101-02. 

NORDERHAUOiL. R. Region 8, San Francisco, Safeguards Branch. 

79/01/29. ip. 


7902210217 DOCKET 70-0028 Rockwell International Corp, 

Forwards IE Insp Ropt 70-028/70-07 on 701204-00 L 790102-03. 
End uithheid <ref lOCFRS, 790), 

NORDERHAUO, L. R. Region 8, San Francisco, Safeguards Branch. 

79/01/31. 3pp. 


7902130074 DOCKET 70-0028 Roekuell International Corp. 

Forward* IE Info Notice 79-01, "Attempted Extortion - Lou 
Enriched U. " 

ENOELKEN, R. H, Region S, Ban Francisco, Office of the Director. 
79/02/02. ip. 


7902260893 DOCKET 70-0027 Babcock l< Wilcox Co, 

Forward* IE Insp Rept 70-027/70-22 on 701204-07 t, notice of 
violation. Notice uithheid iref 10CFR2, 790), 

KENNA, W. B. Region 2, Atlanta, Safeguards Branch. 70/12/21. 2pp. 


7902260396 DOCKET 70-0027 Babcock ti Wilcox Co, 

IE Insp Ropt 70-027/70-22 on 701204-07, Noncompl iance noted: 
failure to complete limit of error calculation within 30 
day* of physical inventory. Details withheld 
(ref 10CFR2,790). 

JONES, D.W., WILLIAMS, 0. H. Region 2, Atlanta, Safeguards Branch. 

78/12/21. Ip. 


7902260001 DOCKET 70-0027 Babcock b Wilcox Co. 

Requests License 8NH-42 be amended re administration 
specs b emergency plan including evacuation alarm power sys, 
W/enel pages reflecting proposed changes. 

DAMERDN, M. 0. Babcock {< Wilcox Co, 79/01/17. 6pp. 


7902280099 DOCKET 70-0027 Babcock «< Wilcox Co. 

Forwards response to NRC 701221 Ur concerning violation re 
License 8NM-42 noted in IE Insp Rept 70-27/76-22. Response 
withheld, (ref 10CFR2. 790). 

EWINO,J.F, Babcock l< Wilcox Co. 79/01/08. Ip. 


7902050006 DOCKET 70-0027 Babcock i, Wilcox Co. 

In response to 790123 verbal request, forwards Section 9. 

HFP-l,af License SNM-42. Enc 1 with he I d i c ont ains classified 
natl security info (ref 10CFR2. 790) . 

HCCORKLEi 0. W. Physical Security Licensing Branch. 79/01/24, Ip. 


7902260239 DOCKET 70-0027 Babcock b Wilcox Co. 

Responds to NRC 7S1207 comments re 780915 amend application. 
Responses reflect commitments made during 790123 meeting. 
Also Includes page changes to current license to incorporate 
responses. 

DAMERaN,M.O. Babcock t< Wilcox Co. 79/01/26. 31pp. 


7902230218 DOCKET 70-0027 Babcock (< Wilcox Co. 

Forwards IE Info Notice 79-02, "Attempted Extortion - Leu 
Enriched U. " 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/02/02. Ip. 


79022B0275 DOCKET 70-0033 Texas Instruments 

Establishes procodures for handling govt-owned SNM contained 
in NDA standards used by NRC inspectors. St andard s may be 
stored in secured area ulthin facility b exempt front 
regulatory requirements. Inspectors get receipt for matl, 

PARTUOW, J. 0. Material Control Licensing Branch. 79/01/S9. Ip, 


7902260262 DOCKET 70-0033 Texas Instruments 

Ack receipt of 790122 Ur informing NRC of actions taken to 
correct violation noted in IE Insp Rept 70-33/70-17. 

BMlTHi 0. H. Region 1, Philadelphia, Fuel Facility b Materials 

Safety Branch. 79/01/31, Ip, 


7902260267 DOCKET 70-0033 Texas Instruments 

Responds to NRC 7SI229 Ur re violation noted In IE Insp 
Rept 70-33/70-1 7. Correc 1 1 ve actions: film badge issuing 
requirement was received! operating procedures were posted 
for bolldown unit tc compactor. 

HOPPER, C.M, Fairchild Camera b Instrument Corp. 79/01/22. 2pp. 


7902260269 DOCKET 70-0033 Texas Instruments 

Forwards IE Insp Rept 70-33/70-17 on 7B1806-07 b notice of 
violation. 

SMITH, 0. H. Region 1, Philadelphia, Fuel Facility b Materials 
Safety Branch. 78/12/29. 2pp. 


7902260272 DOCKET 70-0033 Texas Instruments 
Notice of violation from insp on 701206-07. 

SMITH, O.H Region 1, Philadelphia. Fuel Facility L Materials 

Safety Branch. 70/12/29. 2pp. 


7902260203 DOCKET 70-0033 Texas Instruments 

IE Insp Rept 70-33/70-17 on 761206-07. None omp I lance noted: 
inspector not Issued a film badge upon entering i apprevod 
operating procedures were xiet posted! surveys made to assure 
compliance u/Bection 4.3.3 were inadequate. 

CLEMONS, P. E. , CROCKER. H.W. Region 1. Philadelphia, Fuel 
Facility b Materials Safety Branch. 7B/12/29. 9pp. 


79022S0168 DOCKET 70-0033 Texas Instruments 

Forwards IE Info Notice 79-02, "Attempted Extortion - Lou 
Enriched U. " 

ORIERiB.H. Region 1, Philadelphia, Office of the Director. 
79/02/02, Ip. 


7702010323 DOCKET 70-0036 Combustion Engineering 

Forwards list of addl items needed to complete EI9 for 
7S0415 license amend application for author iiat Ion to const 
b operate addl UF6 conversion capacity at Hematite plant. 

CfiOW,W. T. Division of Fuel Cycle *< Material Safety. 79/01/18. 
2pp. 


7902260100 DOCKET 70-0036 Combustion Engineering 

Forwards IE Info Bulletin 79-02, "Attempteil Extortion - Lou 
Enriched U " 

KEPPUERiJ. G. Region 2, Atlanta. Office of the Director 79/02/03. 
ip. 


7902150360 DOCKET 70-0064 Stanford Univ. 

Informs that no noncomp 1 ianco was noted during insp on 
790100-09. Major areas inspec ted : correc tive actions on items 
observed during 771214-16 insp. 

BQOKiH. E, Region 5, San Francisco, Fuel Facility !( Materials 

Safety Branch. 79/01/23. 2pp. 
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7'?O20iO3Sa DOCKET 70-0 J 24 Telcdi^ne l«o topes 

Fartiarijs application for rcneienl of License SNK-i07 & Fee of 
«4Fia. 

PAS t NOSH V. J, P. Teledgne. Inc. 707 11/S7, Ip. 


79020A0360 DOCKET 70-0124 Telodgne Isotopes 

Application for roneuel of License SNM-107 effective 790101. 
PASINDSKVp J. P. Teledgne, Inc. 70/11/27. 53pp, 


7902210147 DOCKET 70-0364 Parks Township Sitfli Dabcock t< MilcOk Co. 
Metis license for Dtild to possess Pui Pu-23Bi enr Iched U> U 6 
bgproduct matl. 

ROUSE. L.C. Fuel Reprocess. ti Recgelo Branch. 79/02/02. 16pp 


7902210140 DOCKET 70-0364 Parks Township Site, Babcock t. Hilcok Coi. 
Negative declaration re License 8NM-414 renewal. 

ROUSE. L.C. Fuel Reprocess. I< Recgcla Branch. 79/02/02. Spp- 


7902120075 DOCKET 70-0135 Babcock 6 Wilcoi Co. 

IE Insp Rflpt on 790109-10 of Licenses 40-10966-01. 

40-10966-03. 5NM-1360I !. QUB-lESl.No none omp 1 1 anc c noted. 

Major areas inspected: radiation safetg. 

DAVtS.A. B. Region 3. Chicago. Fuel F.icllitg h Materials Safetg 

Branch. 79/01/25. Ip. 


7902210151 DOCKET 70-0364 Parks Township Site. Babcock t. Nllcai Co. 
EIA coneludOB environ impact of operations is not 
significant. 

» Assistant Olrectpr for Fuel Cgcle Safetg (. Licensing. 
79/02/02. ISOpp. 


7902200162 DOCKET 70-0135 Babcock 6 Mllcoi Co. 

Forwards IE Info Notice 79-02, "Attomptod Estortion - Low 
Enriched U. " 

OniER.O.fli Region 1. Ph i ladol ph la, Office of the Oiroctor. 
79/02/02. Ip 


7902260406 DOCKET 70-0143 Nuclear Fuel Sevices 

Forwards info for status rept re safeguards tt.securitg 
measures. Enc 1 withhold (ref lOCFn2. 790). 

HANSERiN. C. Nuclear Fuel Bervices. Inc. (subs, of Oobtg Oil Co.). 
79/01/12, Ip. 


7902030231 DOCKET 70-0143 Nuclear Fuel Sovltes 

NRC allows revision of License Condi tluns 2. 10 5.3 of 

Amend HPP-1 to License BNM-124,!( addition of new License 
Condition 2. 10. 1. both re inventorg difference. 

BURNETT. R.F. Division of Safeguards, 79/01/23. Ip. 


7902070102 DOCKET 70-0143 Nuclear Fuel Sevices 

Ack receipt of 781220 1 tr re minor Inaceuracg in IE Insp 
Rapt 70-143/78-19, Forwards corrected page. 

SUTHERLAND. U. T. Region 2, Atlanta, Fuel Facllltg tt Materials 

Safatg Dranch. 79/01/24. 2pp. 


7902070001 DOCKET 70-0143 Nuclear Fuel Beviees 

Ack receipt of 790119 Itr informing NRC of Steps taken to 
correct violations noted in IE Insp Rept 70-143/70-30. 
SUTHERLAND, J, T. Region 2, Atlanta. Fuel Facilitg t< Materials 

Safotg Branch. 79/01/30, Ip. 


7902070002 DOCKET 70-0143 Nuclear Fuel Sevices 

Responds to NRC 701229 Itr re violations noted In IE Insp 
Rept 70-143/78-30, Correc tive actions; more frequent 
observation of individual air sampler flow rates t. emphasis 
on emplogee care ti handling of lapel samplers. 

MANSER, W.C, Nuclear Fuel Services, Inc. isuhs. of Gettg Oil Co.). 
79/01/19. 4pp. 


7902070003 DOCKET 70-0143 Nuclear Fuel Beviees 

Forwards IE Insp Rept 70-143/7B-30 on 701211-15 f< notice of 
vi 0 la t ion. 

SUTHERLAND. J. T. Region 2, Atlanta, Fuel Facilitg «< Materials 

Safetg Branch. 70/12/29. 2pp. 

7902070004 DOCKET 70-0143 Nuclonv Fuel Sevices 
Notice of violation from insp on 701211-15. 

» Region 2, Atlanta, Fuel Facilitg «. Materials Safetg Dranch, 
78/12/29, 2pp. 


7902070009 DOCKET 70-0143 Nuclear Fuel Sevices 

IE Insp Rept 70-143/70-30 on 701 31 1 -IS, Noncomp 1 ianco noted: 
failure to adequatelg survey airborne uranium In work areas 
!( failure to make adequ.ito lapel vs statlonarg air sample 
conpari sons, 

COLLINS. D. M. . OIDSON. A. F, Region 2. Atlanta. Office of the 
Director. 76/12/29 16pp. 


7902210154 DOCKET 70-0364 Parks Township Site, Babcock i< Uilcoi Co. 
8 ER concludes license would not be Inimical to health !< 
safetg of the public. 

e Assistant Director for Fuel Cgcle Safetg (< Licensing. 
79/02/02. 92pp. 


7902280162 DOCKET 70-0364 Parks Township Site. Babcock (, Uilcoi Co. 
Forwards IE Info Notice 79-02. "Attempted Extortion - Low 
Enriched U " 

DRIER, D.H. Region 1, Philadelphia. Office of the Director. 
79/02/02. Ip. 


7902020302 DOCKET 70-0371 United Nuclear Corp. 

Forwards comments t< questions re emergency plan. Response 
required by 790201, 

CROW, W. T. Fuel Process. & Fab. Dranch. 79/01/02. 3pp. 


7902010293 DOCKET 70-0371 United Nuclear Corp. 

Forwards revision of measurements control program. Info is 
confidential b withheld iref Atomic Energy Act of 1954. 
amended 1 , 

KIRK.M.F, United Nuclear Corp. 79/01/10, 2pp. 


7902260061 DOCKET 70-0371 United Nuclear Corp. 

Review of license amend application dtd 781215 concerning 
poison racks. Recommends Issuance of amend to authortie use 
of horliontal racks. 

STEVENSON, R. L. Fuel Process, «< Fab, Dranch. 79/01/lB. 2pp. 


7902260400 DOCKET 70-0371 United Nuclear Corp. 

Notifies of approval of Amend 10 to License SNM-360 
authorliing use of poison horizontal storage rack as 
revised. All other conditions unchanged. Requests that revised 
pages be given same date as transmittal Itr. 

CROH. W. T, Fuel Process. S. Fab. Dranch. 79/01/10. 3pp. 


7902020020 DOCKET 70-0370 Army, Dept, of 

Describes results of 781120-29 insp of acttvltlBs authorized 
by License 19-17250-01, 19-17250-03, 19-17250-04. 19-17250-05, l< 
8NM-348. No noncemp 1 lance noted. Major areas tnspaetod: 
radiation safety. 

HCCLINTOCK. R. 0, Region 1. Philadelphia, Office of the Director. 
70/12/12. 2pp. 


7902050274 DOCKET 70-0559 Luther College 

Responds to infractions b deficiencies on License 8NM-546 
(i License 14-1 1730-01. Correc tive actions; results of wipe 
tests in lab now recorded in log. planned disposal of 
plutonium source l< notice to employees now updated. 
K0ELT2OW, D. E. Luther College DE, Iowa. 79/01/12. Ip. 


7902080096 DOCKET 70-0709 Univ. of Delaware 

Ack receipt of 790103 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-098/70-01 1. 
70-709/70-01. . ^ , 

SMITH, O.H, Region 1, Philadelphia, Fuel Facility Materials 

Safety Branch, 79/01/19. Ip. 


790S2B0466 DOCKET 70-0143 Nuclear Fuel Sevices 

Forwards IE Info Notice 79-02, "Attempted Extortion - Low 
Enriched U, " 

D'REILLy. 0. P, Region 2. Atlanta, Office of the Director. 
79/02/02. 3pp. 


7902080097 DOCKET 70-0709 Unl.v. of Delaware 

Responds to NRC 701214 Itr re violations noted In IE Insp 
Rept's 50-090/78-01 U 70-709/70-01. Corrective actions; all 
radiation protection instruments will be eallhr at 6 -month 
Interval s. Ful 1 compliance expected by 790130. 

•JOHANSEN, J. M. Delaware, Univ. of. 79/01/03. Ip. 


7902020019 DOCKET 70-0152 Purdue Univ. 

Requests renewal of License SNM-143 for all mails t< 
possession limits except for U-233, which may be deleted. 
ZIEMER.P.L, Purdue Univ. 78/12/28. Ip. 

70-0364 Parks Township Site, Babcock b Wilcox Co. 
y extension to 790201 for taking Pu physical 
to time constraints, 

Babcock *< Wilcox Co 79/01/11, Ip. 


T 70-0364 Parks TownsPiip Site, Babcock I, Wilcox Co. 
so 8NM-414,E1A, t< safety evaluation rept. 

Fuel Reprocess. !i Recycle Branch. 79/02/02. 2pp. 


7902000099 DOCKET 70-0709 Univ. of Delaware 

Forwards IE Insp Ropts 50-090/70-01 b 70-709/70-01 on 701101 


4 , notice of violation. . w, i , 

SMITHfO.H. Region li Ph 1 ladelph iaj Fuel Facilit'j & Materials 

Safety Branch. 78/12/14. 2pp. 


7902080100 DOCKET 70-0709 Univ. 
Notice of violation from insp 
e Region 1, Philadelphia, 
Dranch. 70/18/22. Ip. 


of Delaware 
on 78U01. 

Fuel Facility b Materials Safety 
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7908060104 DOCKET 70-0709 UnJv. of Del aware 

IE Itiap Rapt* 80-09B/7B-01 «< 70-709/70-01 on 701101. 
NoncompMance noted; fal lure to calibr radiation protection 
inttruments during 11 months prior to 7B1101 & to submit 
annual Mar 1 operating repts for past two yrs. 

, PLOMLEEj K. E. • CROCKERjH. W. Region 1> Ph 1 ladelph la< Fuel 

Facility J( Materials Safety Branch, 70/18/11, Bpp. 


7908130069 DOCKET 70-0734 General Atomic Co, 

Forwards IE Info Notice 79-01. "Attempted Estortion - Uou 
Enriched U. " 

ENOELKENi R. H. Region 8. San Francisco. Office of the Director. 
79/Oa/OS. Ip. 


7902180163 DOCKET 70-0784 Vallecltos Nuclear Center 
Forwards notice of violation from Insp on 700923-80 re 
physical protection against industrial sabotage t. against 
theft of 8NM. Notice withheld <ref lOCFRS. 790). 

NORDERHAUS. L. R. Region 5. Ban Francisco. Safeguards Branch, 

79/01/25, 2pp. 


7902020026 DOCKET 70-0784 V/allecitos Nuclear Center 

Forwards rapt of changes In physical security plan. Info 
withheld Iref 10CFR2. 790). 

CUNNINOHAM. 0. E. General Electric Co. .Nuclear Energy Products Dlv, 
70/11/29. 2pp. 


7902080070 DOCKET 70-0754 Vallecltos Nuclear Center 

Expresses concern for San Francisco. CA safety In event of 
earthquake. Urges plant closing. 

GOLDMAN) J. Affiliation Unknown. 70/18/14. 3pp. 


7908020073 DOCKET 70—0754 Vallecltos Nuclear Center 
Expresses concern over medical problems arising from 
reopening facility. 

CRITCHLOW.V. Affiliation Unknown. 78/18/14. Ip. 


7902020030 DOCKET 70-0754 Vallecltos Nuclear Center 
Urges plant license supenslon due to earthquake fault 
potential hazard. 

HILL. H. Affiliation Unknown. 70/12/17, Ip. 


7908080143 DOCKET 70-0754 Vallecltos Nuclear Center 

Requests further Info re possible effects of earthquake an 
plant. 

BARTH. D. Affiliation Unknown. 70/12/17. Ip. 


7902020029 DOCKET 70-0754 Vallecltos Nuclear Center 
Expresses concern for safety due to earthquake fault 
potential Impact. 

BADCOCK.K.P, Affiliation Unknown. 79/01/01. Ip. 


7902020033 DOCKET 70-0754 Vallecltos Nuclear Center 

Forwards comments on rough draft environ assessment. Desires 
better ground 6 surface water hydrology description t. 
better tritium production t. release description. 

CALKINS. D. L. Environmental Protection Agency. 79/01/00. 3pp. 


7902260091 DOCKET 70-0754 Vallecltos Nuclear Center 

Reports error on Page 17 of 701814 request for action which 
understates expected radiation dose following an accident 
«t Vallecltos Pu labs. W/enel corrected version. 

BALDWIN. W. A, Friends of tho Earth. 79/01/10. 2pp. 


7902020372 DOCKET 70-0754 Vallecltos Nuclear Center 

Responds to 781217 postcard re Pu work at f ac 1 1 1 ty. Ezp lains 
bases used in preliminary SER.Will forward decision on 
request for suepenslon of 8NH license. 

ROUSE. L. C. Fuel Reprocess. 1. Recycle Branch. 79/01/11. 2pp. 


7908800499 DOCKET 70-0754 Vallecltos Nuclear Center 

Ack receipt of request that activities under License SNM-960 
be suspended. Because of slml lari tl es. request has been 
consolidated for conslderotlon w/one from Friends of the 
Earth, per 10CFR2. 206. Action will be forthcoming. 

DIRCK8. H. J. Office of Nuclear Material Bafety h eafeguards. 
79/01/22. Ip. 


7902260089 DOCKET 70-0784 Vallecltos Nuclear Center 
Forwards rept for July-Dee 1978 pursuant to effluent 
monitoring reporting requirements. Notes no differentiation 
possible between effluents resulting from this h other 
byproduct source mail license. 

MOHR.C. • CUNNINGHAM. G. E. General Electric Co. .Nuclear Energy 
Products Dlv. 79/01/25. Ip. 


7902030053 DOCKET 70-0754 Vallecltos Nuclear Center 

Dismlssss Intervenors' 790125 motion requesting referral 
of OE Interrogatory 1 tt associated papers. 

LUTON, E. Atomic Safety and Licensing Board Panel, 79/01/29. Ip. 


7908260614 DOCKET 70-0754 Vallecltos Nuclear Center 

Responds to 790101 Itr re Vallecltos Pu work !< forwards 
preliminary SER for facility dtd 771107, which Includes 
evaluation s' of Pu operations at sito.W/o encl 

ROUSE, L.C. Fuel Reprocess t> Recycle Branch. 79/01/31. 2pp 


790213007S DOCKET 70-0754 Vallecltos Nuclear Center 

Forwards IE Info Notice 79-02, "Attempted Extortion - Low 
Enriched U. " 

ENOELKENi R. H. Region 5. Ban Francisco, Office of the Director. 
79/02/02, ip. 


7902060434 DDCKET 70-0760 Taylor University 

Ack receipt of 781228 1 tr informing NRC of steps taken to 
correct violation noted in 701226 Insp rept. Requires assays 
on isotopes received from RCA S. assay records re phone 
conversation w/8R Lusak on 790109. 

DAVIS. A. D. Region 3. Chicago. Fuel Facility 1. Materials Safety 

Branch. 79/01/25, ip. 


7902020047 DOCKET 70-0820 United Nuclear Corp. 

Summary of 701214 meeting w/util re plans for disposal of 
liquid & solid process wastes 8< pending amend for eztension 
of liquid waste storage system. 

CROW, H, T. I CRONIN. D. F. Fuel Process. ti Fab. Branch, 70/12/27. 

3pp. 


7902210003 DOCKET 70-0820 United Nuclear Corp. 

Discusses environ review of United Nuclear Corp's license 
amend application to allow use of storage tank for immediate 
storage capacity for treated chemical liquid waste. 

Recommends approval of license amend. 

SHUM, E. Y. Fuel Process. 6 Fab. Branch. 70/12/27. 7pp. 


7902260501 DOCKET 70-0020 United Nuclear Corp. 

Notifies of approval of Amend 5 to Liconsa SNM-777 
authoriiing new storage tank for process liquid wastes. subj 
to specified environ monitoring cond 1 1 1 ons. Requires NRC 
approval to use fertilizing was tcs. U/ enc 1 revised page. 

CROW. W. T, Fuel Process, t Fab. Branch. 70/18/20. 3pp. 


7902140152 DOCKET 70-0820 United Nuclear Corp. 

Forwards IE Insp Rept 70-080/70-87 on 701120-30, No 
noncompliance noted. 

SMITH.O.H. Region 1. Philadelphia. Fuel Facility 6 Materials 

Safety Branch. 78/12/29. 2pp. 


7902140150 DOCKET 70-0020 United Nuclear Carp. 

IE Insp Rept 70-820/70-87 on 781120-30, No nancompl lance 
noted. Major areas in sp ec t od : emergenc y planning !. 
confirmatory measurements including offsite agencies, 
facilities & equipment, ca 1 Ibr. train ing ti emergency drills. 
DONALDSON. D. E. Region 1. Philadelphia. Office of the Director. 
8T0HR. J. P. Region 1. Philadelphia. Fuel Facility ti Materials 

Safety Branch, 70/18/29, 9pp. 


7902010105 DOCKET 70-0B20 United Nuclear Corp. 

Informs of 781219 telephone conversation w/D Schultz to 
anticipated date for submittal of emergency p Ian. Draft plan 
to be submitted for NRC review about ntid-Jan. 

STEVENSON. R. L. Fuel Process, Si Fab. Branch. 79/01/03. tp. 


7902030057 DOCKET 70-0080 United Nuclear Corp, 

Submits proposed modified schedule for fuel recovery 
operation const project to alter portions of perimeter 
fence. Informs of compensatory measures bo be taken for 
security reasons. No license amend or fee required . 
OIOLIOTTl.R. United Nuclear Corp. 79/01/04. 4pp. 


7902260492 DOCKET 70-0020 United Nuclear Corp. 

Notifies of acceptance of Amend 6 to License SNH-777. 
authorizing use of now storage tank for process liquid 
wastesisubj to specified cond 1 1 ions. Th i s amend supersedes 
Amend 5. Requires NRC approval to use wastes as fertilizers 
CROW.W, T. Fuel Process, I. Fab. Branch, 79/01/15. 3pp. 


7902260496 DOCKET 70-0020 United Nuclear Corp. 

Dlscbsses Amend 5 to Ulcenee SNH-777 re storage tank to 
provide Immediate 6 temporary storage for liquid process 
waste. Amend authorizing long term tank use should include 
certain scheduling cond 1 tions. No addl tonks u/o approval. 
STEVENSON, R. L. Fuel Process, h Fab. Branch, 79/01/15. 8pp. 


7902010336 DOCKET 70-0020 United Nuclear Corp, 

NRC grants Amend 7 to License SNH-777i author 1 z Ing plaz\ned 
shutdown of ventilation equipment as described in Subsection 
404 of license revision. Pago 6A encl. 

CROW, W. T. Fuel Process, ti Fab. Branch. 79/01/16. 2pp. 


7902020042 DOCKET 70-0820 United Nuclear Corp 

Recommends approval of application for amend to authorize 
shutdown of ventilation equipment fur such operations as 
repairs or maint. 

STEVENSON. R. L. Fuel Process. t< Fab. Branch. 79/01/16, 2pp. 
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79O32iiO403 DCCKET 70-0020 United Nuclear Corp 

Responds to 790113 request For addl info on special 
safeguards revieiu at fuel reenverg operation Enc 1 uitohcld 
(ref lOCFns. 790), 

aOHERSiC. E United Nuclear Corp. 79/01/22. Ip. 


7902140050 DOCKET 70-0020 United Nuclear Corp. 

Responds to 790104 Itr re relocation of part of protective 
area barrier Si perimeter intrusion detection sgs. Finds plan 
accep tabl e. Enc 1 to above Itr sub j to disclosure onlg in 
accordance uj/provisions of 1QCFR9, 12. 

MCCDftKLEi G. W, Physical Security Licensing Dranth. 79/01/31, Ip, 


7902070061 DOCKET 70-1100 Combustion Engineeringi Inc. 
Describes course of action to be taken when it becomes 
necessary to decommission license 8NH— 1067, Plan includes 
bulk removal of radioactive matl/ di sposal of equipment! tt 
estimated decontamination costs. 

* Combustion Eng Ineer ingi Inc , 79/01/15. 9pp. 


7902030003 DOCKET 70-1100 Combustion Engineering. Inc. 

Ack receipt of 701221 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-1100/70-10. 

6M1TH.0. H. Region 1. Philadelphia. Fuel Facility t, Nateriaif 

Safety Dranch. 79/01/15, IP. 


7902210020 DOCKET 70-0820 United Nuclear Corp. 

Foruards emergency plan in response to NRC 780227 Itr. 
SCHULTZ. D H, United Nuclonr Corp. 79/01/31, Ip. 


7902210023 DOCKET 70-0020 United Nuclear Corp 

Emergency plan for full recovery operation describing 
planned responses to emergency situations. 

DOWERS. C.E , OREGOiR . CRONIN, D. F. United Nuclear Corp, 79/02/01 
75pp, 


7902200150 DOCKET 70-0820 United Nuclear Corp. 

Fortuards IE Info Notice 79-02. "Attempted Ejtortion - Low 
Enr I ehed U " 

GRIER. D.H, Region 1. Philadelphia, Office of the Director, 
79/02/02. Ip 


7902010320 DOCKET 70-0024 Babcock Hilcoj Co. 

Forwards application for renewal of License SNtl-770. 
W/Bupporting eiiviron rept end. 

OLSEN, A, F, Babcock J< Wllco« Co, 70/12/21. 2pp. 


7902010324 DOCKET 70-0024 Boheock 8. Wllco* Co, 

Application for renewal of Licenso SNM-77B, Discusses 
organiiatlon 8. support sves, descr ip t ion of si te. f ac i 1 1 ties 8< 
license activities 8< accident analyses 
» Babcock 8. Milcot Co. 78/12/31. 260pp. 


7902010329 DOCKET 70-0024 Babcock 8. Hilcor Co. 

Environmental rept In support of License SNH-770 renewal 
ap pi icat ion, Dc scribes proposed action, site 8. facility, 
environ effects of site preparation h plant const, environ 
effects of act Idents, effluent 8. environ measurements. 

* Babcock 8. Wilcox Co 78/12/31. BSpp. 


7902260534 DOCKET 70-0024 Babcock 8. Wilcox Co. 

Forwards IE Info Notice 79-02, "Attempted Extortion - Low 
Enriched U. " 

0 'REILLV, J, (V Region 2, Atlanta. Office of the Director. 
79/02/02 Ip 


7902260609 DUCKET 70-0925 Cimmaron Foci 11 ty 

Requests license amend raising possession limit from 3 kg to 
4 kg U-235. No addl foe deemed necessary. 

BHELLEY, H. J, Kerr-McOee Nuclear Corp. (subs, of Kerr-McGeo Corp. ). 
79/01/02. Ip. 


7902020000 DOCKET 70-1014 Navy, Dept, of 

Ack receipt of 70)220 Ur informing NRC of stops taken to 
correct deviations noted in Insp on 781205-07 of License 
04-02379-04, 

BOOK, H E, Region S. 3an Francisco, Fuel Facility 8i Materials 

Safetij Branch V9/01/09 Ip 


7902020010 DOCKET 70-1014 Navy, 
Responds to NRC 701215 Ur re 
Corrective actiniis mail moved 
aUSKIRK, F R Navy. Dept of. 


Dept, of 

deviations noted in insp rept. 
?. instruments calibrated, 
70/12/28 ip. 


7902020014 DOCKET 70-1014 Navy, Dept, of 

Forwards notice of violation from insp on 701205-07. ^ . 

DOCK, H E, Region 5. Ban Francisco, Fxiel facUIty 8. Materials 

Safety Branch. 78/12/15. 2pp 


7902020010 DOCKET 70-1014 Navy. Dept, of 

Notice of violation from insp on 781205 - 07 : fai lure to 
colibnato instruments in last 6 months, . „ e-eoi.,. 

a Region 5. Bun Francisco, Fuel Facility 8< Haterlals Safety 

Branch, 7B/12/IS Ip 


7902260003 DDCKET 70-1100 Combustion Engineering. Inc. 

Requests 30-day leeway be allowed in starting semi-annual 
inventories due to attempt to schedule inventories at end of 

enrichment campaigns ^o/mi/nn lo 

LICHTENDERSER, H Combos t i on Eng i necr i ng. Inc, 79/01/U3 ip 


7902070060 DOCKET 70 - 1 1 00 C limb u s 1 1 on Engineering, Inc. 
Forwards detommi ssioning plan for facility -.c.ru/i-i 
LICHTENDERGER Combust iun Lng 1 ), e i»i 1 r.g , lit( .v/Oi/lt. 


7902030004 DOCKET 70-1100 Combustion Engineering. Inc. 

Responds to NRC 781205 Itr re violation noted in IE Insp 
Rept 70-1 100/78-10, Corrective actions: flow measurement 
profiles across discharge duct 8. flow measurements of 
sampling air velocity will be made within 90 days. 
LICHTENDEROER Combustion Engineering, Inc. 78/12/21. 2pp. 


7902030005 DOCKET 70-1100 Combustion Engineering, Inc. 

Forwards IE Insp Rept 70-1100/78-10 on 701101-03 I. notice of 
violation. 

SMITH. O.H, Region 1. Philadelphia. Fuel Facility i Materials 

Safety Branch. 78/ 1 2/0 5 2pp 


7902030006 DOCKET 70-1100 Combustion Engineering. Inc. 

Notice of violation from insp on 701101-03. 

» Region 1, Philadelphia. Fuel Facility $< Materials Safety 
Branch. 70/!2/Ol. Ip, 


7902030007 DOCKET 70-1100 Combustion Engineering. Inc. 

IE Insp Rept 70-1 100/7B-10 on 781101-03. Noncomp I lane e noted; 
failure to verify that ventilation sampling is 
representative. 

DONALDSON, D, E. . STOHR, d. P. Region 1, Philadelphia, Fuel 

Facility t< Materials Safety Branch, 70/12/01. llpp- 


7902140061 DOCKET 70-1100 Combustion Engineering, Inc. 

Requests 60-day extension for submittal of revised emergency 
plan due 790216, as discussed in telephone conversation of 
790122. Efforts will be made to submit plan before requested 
due date of 790416. 

L1CHT6NDERGER. H Comb us 1 1 on Eng ine er 1 ng , Inc, 79/01/23. Ip. 


7902260143 DOCKET 70-1100 Combustion Engineering, Ine. 

Requests 60-day extension for submittal of revised emergency 
plan which should be submitted by 790416, 

LtCHTENDERGER Combustion Engineering. Inc. 79/01/23. ip. 


7902280165 DOCKET 70-1100 Combustion Engineering. Inc. 

Forwards IE Info Notice 79-02, "Attempted Extortion - Low 
Enriched U. " 

GRIER. a. H. Region I, Philadelphia. Office of the Oireetor. 
79/02/02. ip. 


7901040257 DOCKET 70-1113 Wilmington Manufacturing Dept. 

Responds to 700925 itr w/revlsions to Chapter 6 of 
fundamental nuclear matl control plan, NRC amends 
Safeguards Amend MPP-2 to License BNM-1097 to Incorporate 
revised License Condition 2. 1. 

PARTLOW. J. G. Material Control Licensing Branch. 78/12/22, 2pp 


7902010259 DDCKET 70-IU3 Wilmington Manufacturing Dept. 

Forwards emergency plan for fuel fabrication plant, 

KAPLAN. A. L. General Electric Co. .Nuclear Energy Products Div. 




7902010260 DOCKET 70-1113 Wilmington Manufacturing Dept. 
Facility emergency plan. ^ ^ n*., 

* General Electric Co, .Nuclear Energy Products Div. 
71pp 


79/01/09. 


7902130197 DOCKET 70-1113 Wilmington Manufacturing Dept. 

IE Info Notice 79-02, "Attempted Extortion - Low Enriched U. 
Provides Info re alleged theft of low enriched U from GE 
plant Si 790129 extortion demand. Advises extra caution be 
exorcised in existing security program. 






7902220272 DOCKET 70-ilI3 Wilmington Manufacturing Dept. 

Ack receipt of 790119 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1113/78-23 
SUTHERLAND. J T Region 2, Atlanta, Fuel Facility 8t Materials 

Sdfottj Dranch 79/02/05 Ip 


7902220275 DOCKET 70-1113 Wilmington Manufacturing Dept 
Responds to NRC 701221 Ur re violations noted in IE Insp 
Reot 70 - 1 1 13/78-23, Corr DC tive ac t i ons ; p i g ta 1 1 plug installed 
into each vaporiiation chamber to prevent valve from staying 
open, addl operator assigned to vaporiiation area, 

KAPLAN. A U General Electric Co 79/01/19. Spp 
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7902^0467 DOCKET 70-1113 Ullmington Manufacturing Dept. 
Earuardi IE Info Notice 79-03. "Attempted Eitortlon - Lote 
Enriched U. " 

□ 'REILLYi J, P. Region S. Atlanta. Office of the Director 
79/02/02. 3pp, 


79020S0003 DOCKET 70-1143 Plutonium Fuels Development Lah. 

Foruards IE Insp Rept 70-1143/78-19 U 70-1604/70-02 on 
701138-1301, No noncomp 1 lance noted. 

MARTIN. W. 0. Region 1> Philadelphia. Safeguards Branch. 70/12/10. 

2pp. 


7903050010 DOCKET 70-1143 Plutonium Fuels Development Lab. 

IE Insp Rept 70-1 143/70-19 «< 70-1604/70-02 on 701120-1201. 

No noncomp 1 iancB noted. Major areas inspec ted i protec tive 
measures for overseas shipment of special nuclear matt. 

Details withheld iref 10CFR2.790). 

ROOERS.M. . DEVLIN. J. Region 1. Philadelphia. Safeguards Branch, 

70/12/15. 3pp. 


7902010234 DOCKET 70-1143 Plutonium Fuels Development Lab, 
Foruards amend to manual. "Fundamenta 1 Nuclear Hatl Control 
Plan for the Plutonium Fuels Development Lab." Revision 3. 
Info withheld (ref I0CFR2,790>, 

DIPIA22A. R. P, Westinghouse Electric Corp. 70/12/29. 2pp. 


7902010361 DOCKET 70-1151 Westinghouse Electric Corp. 

Summary of 790117 meeting re discussion of Westinghouse 
plans for disposal of solid process wastes from lagoon s<js t< 
revised scrap recovery process 6 other activities for new 
plant addition. 

STEVENSON. R. L. Fuel Process. {< Fab. Branch, 79/01/19. 2pp. 


7902260510 DOCKET 70-1257 Mixed Oxide Fabrication Plant. Exxon Nuclear 
Forwards corrected pages of XN-NF-32. wh ic h should have been 
included w/790104 Hr Topics include organi lat i onal control 
of emer gene i e s. rad i o 1 og i c a i monitoring t earns, f i rst-a i d 5 
rescue teams !< equipment 1< supplies 

NECHDDDHi W. 6 Exxon Nuclear Co . Inc, (subs of Exxon Corp >. 
79/01/16. 19pp. 


7902130071 DOCKET 70-1257 Mixed Oxide Fabrication Plant. Exxon Nuclear 
Forwards IE Info Notice 79-02. "Attempted Extortion - Lou 
Enriched V " 

ENOELKEN. R. H, Region 5. San Francisco. Office of the Director. 
79/02/02, Ip. 


7902010348 DOCKET 70-1308 Morris Fuel Storage Expansion 
Forwards Nov {< Doc 1970 status rept for fuel stored at 
facility. No change in status of fuel. 

DAWSON. D. H Oenoral Electric Co .Nuclear Energy Products Div. 
79/01/00. 2pp 


7902260240 DOCKET 70-1319 US Nuclear 

Requests NRC decommission fac i I i ty . wh i t h has already been 
decontaminated. Forwards results of smear counts. general 
survey meter results !< paint sample evaluation. Informs of 
method of disposal for equipment. 

WEAVER. 9 C. US Nuclear, Inc. 79/01/29. 100pp. 


7902230220 DOCKET 70-1319 US Nuclear 

Forwards IE Info Notice 79-02, "Attempted Extortion - Low 
Enriched U. " 

O'REILLY, J.P Region 2. Atlanta, Office of the Director. 
79/02/02. Ip. 


7903260623 DOCKET 70-1151 Westinghouse Electric Corp, 

Responds to NRC 701103 questions re emergency plan. Comp lete 
revised plan submitted 790119. Discusses procedures for 
evacuation if an incident should have offsite ramifications. 
FISCHER. R.E. Westinghouse Electric Corp. 79/01/23, 4pp. 


7903020203 DOCKET 70-1201 UF 6 Conversion Facility, Commercial Nuc, 
Forwards IE Insp Rept 70-1201/70-17 on 701210-20 «< notice of 
Violation. Detai Is withheld (ref 10CFR2. 790). 

KENNA. W. D. Region 2. Atlanta, Safeguards Branch. 79/01/04. 2pp. 


7902020293 DOCKET 70-1201 UF 6 Conversion Facility, Commercial Nuc. 

IE Insp Rept 70-1201/78-17 on 781218-20. Noncomp 1 lance noted: 
failure to adjust matl accounting data for measurement bias. 

Details withheld (ref i0CFn2.790). 

JONES. D, W. . WILLIAMS. 0, H, Region 2. Atlanta. Safeguards Branch. 

79/01/04. Ip. 


7902000265 DOCKET 70-1621 Conover {< Associates 

Forwards Endorsement 30 to ANI Policy NF-226 ft Endorsement 
25 to MAELU Policy MF-07i both for calendar year 1979. 

BARNETT. J. E Conover $< Associates. Inc. Insurance. 79/01/33. 3pp 


7902050005 DOCKET 70-1604 Westinghouse Electric Corp. 

Forwards IE Insp Rept 70-1143/78—19 f. 70-1604/70-02 on 
701120-1301 No none omp 1 i anc 0 noted. 

MARTIN, W, <3. Region 1, Philadelphia, Safeguards Branch. 70/12/10. 

2pp. 


7903050010 DOCKET 70-1604 Westinghouse Electric Corp. 

IE Insp Rept 70-U43/VB-19 !. 70-1604/70-02 on 701120-1201. 

No none omp I i anc B noted Major areas inspec ted : pro t ect i ve 
measures for ovei'scas siiipment of special nuclear matl. 

Details withheld (ref 10CFR2.790), 

ROOERS.M , DEVLIN. J Region 1, Philadelphia, Safeguards Branch. 

70/12/15. 2pp. 


7903020375 DOCKET 70-1301 UF 6 Conversion Facility, Commercial Nuc 
Deadline for response to 701217 NRC Itr changed from 790116 
to 790213 due to hosp I ta 1 i lati on of DW Zeff, Manager of 
Bafety< Licensing (< Safeguards for Df<W 
WATTERS, J.P. Babcock «, Wilcox Co. 79/01/00. Ip. 


7902210135 DOCKET 70-1729 Fuel Rec t. Stor. Sta. , Allied Chem, Corp. 
Notification of meeting w/DOE f< Allied (Saneral Nuclear 
Services on 790202 in Silver Spring, MD, to discuss status of 
fuel receiving f. storage station at BarnwelliSC. 

ROBERTS, J P Fuel Reprocess. !. Recycle Branch. 79/01/29 Ip, 


7902020362 DOCKET 70-1201 UF 6 Conversion Facility, Commercial Nuc. 
Act receipt of 790115 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-1201/70-17. 

KENNA, W.B. Region 2, Atlanta, Safeguards Branch. 79/01/24. Ip 


7902020365 DOCKET 70-1201 UF 6 Conversion Facility, Commercial Nuc, 
Responds to NRC Itr received 790100 re violation noted in 
IE Insp Rept 70-1201/70-17. Response withheld 
(ref 10CFR8, 790). 

SILK.E, J, Babcock f< Wilcox Co 79/01/15. ip 

7902270310 DOCKET 70-1301 UF 6 Conversion Facility, Cemmerc lal Nuc, 
Forwards revised emergency plans. 

ZEFF. D. W. Babcock f< Wilcox Co. 79/01/30, Ip. 


7902270313 DOCKET 70-1301 UF 6 Conversion Facility, Commercial Nuc, 
Facility emergency plan, 

* Babcock t< Wilcox Co. 79/01/30. 49pp, 


7903200439 DOCKET 70-1301 UF 6 Conversion Facility, Commercial Nuc. 
Forwards IE Info Notice 79-02. "Attempted Extortion - Lou 
Enriched U. " 

O'REILLY. J. P, Region 3, Atlanta, Office of the Director, 

79/02/03. 3pp 

7902260142 DOCKET 70-1257 Mixed Oxide Fabrication Plant, Exxon Nuclear 
Foruards replacement page to correct typographical error in 
decommissioning plan sent on 700616. 

NECHODOM, W. S. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. 1 
79/01/09. 2pp, 


7902200462 DOCKET 70-1729 Fuel Rec, S, Stor. Sta. . Allied Chem. 
Announces cancellation of 790202 meeting w/DOE l< Allied 
General Nuclear Sves re fuel receiving *< storage station at 
Da 1 1 • 8C . 

ROBERTS, J.P. Fuel Reprocess. t> Recycle Branch. 79/01/30 


Corp. 


ip. 


7902150479 DOCKET 70-2609 Commonwealth Edison Co. 

Requests that (.icenses 5NM-lf302 4 1033 be ameniied to allow 
for max U-235 enrichment of 3. OOBX. Rcgar ds change as 
Insignificant, 

DELGEORQE, L. 0 Commonwealth Edison Co 79/01/lS. app 


7901190255 DOCKET 70-2623 McGuire Spent Fuel Pool 

Foruards NUI(EO/CR-0400i "R i sk Assessment Review Group Kept to 
the US NRC" to parties of proceeding NRC developing policy 
statement ro rept 

KETCHENiE. G Office of the Executive Legal Director. 79/01/11. ip 


7902020022 DOCKET 70-2623 McGuire Spent Fuel Pool 

Forwards copies of one I to 701113 Iti'S to AZ Roisman. 

HOEFLINOiR.K Office of the Executive Legal Director, 79/01/04. 

'P 


7902020056 DOCKET 70-2623 McGuire Spent Fuel Pool 

Responds to 781229 itr of AZ Roisman rciiuosting EIA re 
transfer 4 storage of spent fuel Due to clerical error. EIA 
copies were not sent to Board until 701320, several days 
after copies sent to app 1 i can t I tern nuui resolved 

HOEFLINO, R K. Office nf the Executive Legal Director. 79/Ql/oa. 
2pp 
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79020i:010d> DOCKET 70-2623 McGuit'o Spent Fuel Pool 
NdC request for findins per 10CFR2, 7201 h > (2> I i i ) re 
Intervenor ‘s Interrogatories to NRC 6 reqjest for protective 
ord er. fle quests noard find that interrogatories 9S. 97» 93 J< 99 
need not be answered Requests protective order. 

HOEFLtNOi R, K Office of the Executive Legal Director. 79/01/09. 
5pp. 


7902060163 DOCKET 70-2623 McGuire Spent Fuel Pool 
unc responses to Carolina Environ Study Oroup 
Interrpgatorjes 96,100,101,102,103,104 6 105 dtd 781219. W/ 
affidavit of BS 5p 1 ta 1 ny, 790 1 05 Federal Register notice tt 
Certificate of Bve end 

SPITALNV. n. 5. Office of the Executive Legal Director. 79/01/09. 
■?pp 


79020600B4 DOCKET 70-2623 McGuire Spent Fuel Pool 

NRC responses to Carolina Environ Studies Oroup 701II5 
Intarrognturies 47, 50, 55, 59, 60, 61. 62, 63, 63, 66. 67, 66, 69, 70, 
72,73.74,76 t, VO. W/ end affidavit of DS Spitalny. 

BPITALNT, n. S. Office of th e’ E i ecu 1 1 ve Legal Director. 79/01/12. 
I Ipp. 


7902060110 DOCKET 70-2623 McGuire Spent Fuel Puol 
KRC request for finding per 10CFn2 720(h > (2) ( i i ) re 
liiterwenor's i ntervogatnri os to NRC 6 1 icenseei requests 
protective urd er. Ob jec ts to Inlerrogatories 44-49,51-34,36- 
38.64,71.75,77 t, 79-B4, Requests order re discovery, 

HDEFUNO.R.K Office of the Executive Legal Director. 79/01/12, 
3PP 


7902060116 DOCKET 70-2623 McGuire Spent Fuel Pool 

NRC response to Carolina Environ Studies Oroup 781116 
request for production of documents, NRC has produced all 
available documents requested. Motion should be dismissed as 
moot. N/Certi F 1 cate of Svc. 

HOEFLING, R. K Office of the Executive Legal Director. 79/01/12. 
4pp 


7902060122 DDCKET 70-2623 McGuire Spent Fuel Pool 

Safety evaluation of Nuclear Fuel Svc Inc Model IMFB-4 spent 
furl shipping cask. Cone ludes cask meets 10CFR7I 
requirements, sub j to conditions detailed 
6 Transportation Branch. 72/11/14. 16pp. 


7902060130 DOCKET 70-2623 McGuire Spent Fuel Pool 

Forwards rept of 760209 accident involving NAC-l cask. Finds 
accident is not reportable due to absence of cask damage 
Cask lulll be subjected to thermal perf ormanc e, con tainment t, 
structural tes ts. N/Cer t i f ica tc of Compliance 6693. 

QEBT.n. E. Nuclear Assurance Corp. 70/02/22, 7pp. 


790209017S DOCKET 70-2623 McGuire Spent Fuel Popl 

Informs Board of office address (, phone number change. 
MCOAnHY. J M. Debevoise !. Lleberman, 79/01/15. Ip, 


7902060055 DOCKET 70-2623 McGuire Spent Fuel Pool 

Natural Resources Defense Council motion for extension of 
time until 790129 to file objection to 790109 suppl order 
ruling on petitions to intervene, 

(lOlSMAN, rt, Z, Natural Resources Defense Council. 79/01/16. Ip. 


7902060064 DOCKET 70-2623 McGuire Spent Fuel Pool 

Iiitervenor 's motion for designation of appellate panel to 
censider attached motion for extension of time to file 
motion per lOCFn2. 7i4a. 

nOIBMANiA, Z, Natural Resources Defense Council, 79/01/16. Ip. 


7902060069 DOCKET 70-2623 McGuire Spent Fuel Pool 

Intorvenor's motion for extension of time to file motion 
pan 10CFR2. 7 Ha. Informs of lack of time to make substantial 
shoiulnx) of need t, requests five day ex tension N/enc ) 

Certificate of Bve 

ROISMAN.A, Z, Natural Resources Defense Council. 79/01/16. Spp, 


7902060024 DOCKET 70-2623 McGuire Spent Fuel Pool 

Applicant's motion for establishment of hearing schedule. 
Requests that 731024 prehearing conference be held to 
satisfy ASl.D prehearing conference requi remonti inc I udes 
suggestod schexiu lo. H/Cex’t i f icate of Svc. 

MCOARRV. d. H Duke Power Co. 79/01/25. Spp, 


7902060143 DOCKET 70-2623 HcOuire Spent Fuel Pnol 

Grants notice of Davidson Chapter of NRC PlRG for extension 
to 790129 within which to file objections to ABLB 790109 
suppl order, ruling on petitions to intervene. 

UAZO.R.M. Atomic Safety and Licensing Board Panel. 79/01/25, Ip, 


7902150149 DUCKET 70-2623 McGuire Spent Fuel Pool 

Opposes NRDC's 790116 motion os beyond ASLI) jurisdiction. 
Urges ASLD to retiact 790118 extension of time to file 
objections or lo deny objections when fi led Cert i f icate of 
3vc end. 

MCGARRY, d. M Duke Power Co 79/01/26. 5pp. 


7902220270 DOCKET 70-2623 McGuire Spent Fuel Pool 

Urges reversal of ASLD 790109 order denying Intervention. 

Claims both injury in fact & NRDC authorl za t Ion Qb jec t s to 
requirement of naming member. Cor t i f Icate of Svc end. 

ROISMAN, A. Z. Natural Resources Defense Council. 79/01/26. tOpp. 


7902230240 DOCKET 70-2623 McGuire Spent Fuel Poo! 

Motion for extension of time until 790212 within which to 
. file, brief in opposition to appeal of NC PIR0,due to 
participation in another NRC hear ing. Cert i f icate of Svc 
enc 1 

MCOARRY.d.M. Duke Power Co. 79/01/26, 4pp. 


7902230033 DOCKET 70-2623 McGuire Spent Fuel Pool 

Intervenor's response to applicant's 79012S motion for the 
establishment of a hearing schedul e. Reasons that there is no 
need' to establish a schedule beyond a ruling on contentions. 
Certificate of Svc end. 

BLUM^S. Blum i< Shelley. 79/01/31. 2pp. 


790226p053 DOCKET 70-2623 HcOuire Spent Fuel Pool 

Notifies that RH Lazo is unable to continue svc on Board due 
to schedule conflict. ME Miller Is appointed chairman in his 

R, M, Atomic Safety and Licensing Board Panel. 79/02/01. Ip. 


place 

LAZO 


7902260159 DOCKET 70-2623 McGuire Spent Fuel Pool 
Denies intervenor NRDC's objections to 790109 suppl 
prehearing conference order. Order stated NRDC's petition 
failed to establish standing It did not grant discretionary 
intervention. 

MILLER, M.E. Atomic Safety and Licensing Board Panel. 79/02/02. 
7pp. 


790222blBl DOCKET 70-2623 McGuire Spent Fuel Pool 

Does! not object to applicant's motion for extension of time) 
requests extension to 790219 to file brief In response to 
NC PIRO appeal. Cert 1 f icate of Svc end. 

KETCHEN.E. 0, Office of the Executive Legal Director, NRC, 
79/02/05. Spp. 


7902220252 DOCKET 70-2623 McGuire Spent Fuel Pool 

Grants NRC motion for extension until 790219 to respond to 
intervenor's appeal from ASLB 790109 order. 

DUFLO, M, E. Atomic Safety and Licensing Appeal Panel, 79/02/07. 


7902220256 DOCKET 70-2623 McGuire Spent Fuel Pool 

Denies NRDC motion for extension of time to file appeal duo 
to Inadequate justification. 

DUFLO, H.E. Atomic Safety and Licensing Appeal Panel, 79/02/07. 
4pp. 


7902230222 DOCKET 70-2718 Virginia Electric Power Co. 

Requests renewal of license SNM- 1601 I, extension of 
expiration date to 791201 or conversion of CPPR-78 to 
operating license, whichever is earlier. Info supplied 
w/771003 application Is still applicable. 

STALiLINOB, C. M. Virginia Electric b Power Co. 79/01/31. Ip. 


79020:^0066 DOCKET 70-2730 Ed low International Co. 

Orders that oral hearing will hot take place re Tarapur 
application b doses public proceed ing, thereby commencing 
statutory time limits. 

CHIL,K,S J Office of the Secretary of the Commission. 79/01/29. 
2PP 


7902060176 DOCKET 70-2602 Southern California Edison Co, 
Submits Amend 1 to 780723 SNM license app 1 icat ion, provided 
in response to NRC 781120 request for addl security 
measures. 

DRAKE, J. H. Snothorn California Edison Co, 78/12/13. Ip. 


7902060177 DOCKET 70-2B82 Southern California Edison Co. 

Amend 1 to application for SNM license. Addl security 
measures are needed to negate possibility of placing fuel 
assemblies in critical configuration. 

DRAKE, J. H, Southern California Edison Co. 70/12/21. 4pp. 


7902050276 DOCKET 70-2662 Southern California Edison Co. 

Forwards license BNM-1844 authoriiing rec elpt, possession b 
storage of up to 20 g 11-233 contained in fission chambers 
for eventual use at plant. 

CROW, W. T. Division of Fuel Cycle b Material Safety. 79/01/02, 
2pp.' 


7902050279 DOCKET 70-2002 Southern California Edison Co. 

Recommends license for receipt b storage of 20 g of U-233 be 
issued, ' , _ 

DELANEY, J.C, Fuel Process, .b Fab. Branch, 79/01/02. 2pp. 
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7708130479 DOCKET 70-28B8 CommomuBa 1 th Edlsdn 

Raqufltts that Licenses SNM~1608 h 1Q33 be amended to allou 
for max U^SSS enrichment of 3. 083/i. Regards change as 
‘insignificant. 

DELOEOROEj L. 0. Commonueo I th Edison Co. 79/01/13, 2pp. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

7908270139 DOCKET 71-3003 Ate or VNDD Cask. Ate or 

Act receipt of reiiuests for amends to certificate of 
i compliance & fee for amend. Requests subject to addl amend 
fees because safety issues are involved. 

CABELLi A. S, License Fee Management Branch. 79/02/03. Ip. 


790S26016di DOCKET 71-3916 2501> Monsanto Research Carp. 

Requests amend to certificate of compliance for Model 2501 
shipping container to permit shipping of Pu in quantities 
greater than 20 Ci. Requests exemption for shipping Pu uhen 
radioisotopes are encapsulated. 

TAYLOR, R.R. Monsanto Co. 78/11/08. Spp. 


7902870139 DOCKET 71-6373 PB-1, Chem-Nuclear Systems 
Ack receipt of requests for amends to certificate of 
compliance It fee for amend. Requests subject to addl amend 
fees because safety issues are involved. 

CABELL, A. 8. License Fee Management Branch. 79/02/03, ip. 


7908130236 DOCKET 71-6574 HN-200 

Requests registration as user of raduiaste packages Model 
LN-100, Certificate 9079,9086,6374 «, 9080. 

LINDER, F. Dalryland Power Cooperative. 79/01/00. 2pp. 


■ 7902140068 DOCKET 71-6581 51032-1 I, lA, Exxon Nuclear Co. 
Forwardi Certificate of Compliance 6581, Revision 9, for 
Models 31038-1 t, S1032-la shipping packages. 

MACDONALD, C. E. Transportation Branch. 79/01/84, Ip. 


7902140070 DOCKET 71-6581 51032-1 t< 1A> Exxon Nuclear Co. 
Certificate of Compliance 6381, Ravi sion 9. 

MACDONALD, C. E. Transportation Branch. 79/01/24. 6pp. 


7902280004 DOCKET 71-6381 31038-1 li lA, Exxon Nuclear Co. 
Notifies of 790930 expiration of certificate of compliance 
for S1032-1 it S1032-la shipping containers. Requests 790801 
submittal of consolidated application u/cr i tlcal ity analysis 
dons on a generic basis. 

MACDONALD, C. E. Transportation Branch. 79/01/85. Ip. 


7902270199 DOCKET 71-6601 LL-30-100, Chom-Nuclear Systems 
Ack receipt of requests for amends to certificate of 
eompIlencB tk fee for amend. Requests subject to addl amend 
fees because safety issues are involved. 

CABELL, A. B. License Pee Management Branch. 79/02/03. Ip. 


7908090871 DOCKET 71-6639 HH-IA, Army 

Requests revision of Certificate of Compliance 663? to 
include addl fuel loading. No license fee provided because 
work Is for DOE (< amend should be issued to DOE. 

LUCKDU,.0. LU-KO Express. 79/01/15. Ip. 


7902090274 DOCKET 71-6639 MH-IA, Army 

Amend to F8AR re packaging TflIQA fuel in NH-IA spent fuel 
ihlpplng casks, Topics discussed include basket structural 
analysis, thermal analysis for TRIOA fuel shipment, loading 6 
leak testing procedures. Two oversiiod drawings end. 

* LU-KO Express, 79/01/02. 26pp. 


7902130824 DOCKET 71-6639 MH-lA. Army 

Notifies of 790831 expiration of certificate of compliance 
, f or MH-IA shipping container. Requests submittal of 
consolidated application by 790831. 

MACDONALD, C. E. Transportation Branch. 79/01/31. Ip. 


7902230094 DOCKET 71-6697 8500 pkg 

Forwards updated versions of blueprints listed in 
Certificate of Compliance 6697 re OE Model 8500 shipping 
container. W/attached overslie drawings. 

CUNNINOHAM, 0. E, Oeneral Electric Co. (Nuclear Energy Products Div. 
79/01/22. IDOpp. 


7902140037 DOCKET 71-6697 B500 pkg 

Forwards CeTtlficate of Compliance 6697, Revi si on 3, for 
Model GE-8S00 

MACDONALD, C, E Transportation Drsneh 79/01/24. 2pp. 


7902140009 DDCUET 71-6697 0500 pkg 

Certificate of Compliance 6697, Revision 3> for Model OE-0500 
Shipp ing packages 

MACDONALD. C E. Transportation Branch 79/01/24, 3pp. 


7902060122 DOCKET 71-6690 NFS-4. Nuclear Fuel Services 

Safety evaluation of Nuclear Fuel Sve tnc Hodsl NFS~4 spent 
fuel shipping cask. Cone 1 udes cask meets I0CFR71 
requ irement s> sub j to conditions detailed. 

« Transportation Branch. 78/11/14. 16pp. 


7902060130 DOCKET 71-6690 NFS-4, Nuclear Fuel Services 

Forwards rept of 700809 accident involving NAC-1 cask. Finds 
accident is not reportable due to absence of cask damage. 
Cosk will be subjected to thermal per f ormance. c onta inment 6 
structural tea ts. U/Certi fl cate of Compliance 6698 
BEST. R. E. Nuclear Assurance Corp. 70/02/22. 7pp, 


7902130823 DOCKET 71-9006 500 0U 

Notification of registration as user of Model 5Q0-SU under 
10CFR71. 12(b) 

MACDONALD, C, E, Transportation Branch. 79/01/25. Ip. 


7902800360 DOCKET 71-9044 OE-1600 

Forwards Certificate of Compliance 9044, Revi s 1 on 3 for Model 
OE-1600 shipping pac kage. Approval constitutes authority to 
use package for shipment of radioactive matl. 

MACDONALD. C, E, Transportation Branch. 79/01/25. 3pp. 


7902230379 DOCKET 71-9044 OE-1600 

Certificate of Compliance 9044. Revi s Ion 3 far Model GE 1600 
shipping package. 

MACDONALD, C. E. Transportation Branch. 79/01/25. 4pp. 


7902130236 DOCKET 71-9079 HN-lOO Series 2 

Requests registration as user of radweste packages Model 
LN-100, Certificate 9079,9006,6574 6 9080. 

LINDER, F. Dalryland Power Cooperative. 79/01/08. 2pp. 


7902130836 DOCKET 71-9000 HN-600 

Requests ' reg 1 strat Ion as user of radwaste packages Model 
LN-100. Certificate 9079,9006.6574 6 9080, 

LINDER. F. Dalryland Power Cooperative, 79/01/08. 2pp 


7902130236 DOCKET 71-9006 HN-100 Series I 

Requests registration as user of radwaste packages Model 
LN-100, Certificate 9079,9006,6374 6 7080, 

LINDER, F. Dalryland Power Cooperative. 79/01/08. Spp 


7902010830 DOCKET 71-9090 4D0M 

Recent power cuts in gaseous diffusion complex have slowed 
enrichment process. rcsul ting in need to store uranium feed 
matl. Ordered 1000 Model 40H cyl inders. but supplier had only 
Grade C steel aval lab le. Requests approval of nod. 

BLALOCK, L, Energy, Dept, of, 79/01/05. 13pp. 


7902230046 DOCKET 71-9090 4B0M 

Forwards preliminary data from indicated test cylinder 6 
four heats of A-28S steal used for fabrication of model 40H 
cy 1 inders. Requests certificate of compliance for transport 
of natural UF6 at ambient temps above 20 F. 

BLALOCK, L, Energy. Dept, of, 79/01/30. 6pp. 


7902150025 DOCKET 71-9094 CNSI-14-195-H, Chem-Nuelear Systems 
Request change to 700615 Certificate of Compliance 9094. 
Revision 2 to reflect update of end, drawing 1-189-101. 
REYNQLDB.L.E, George Oh e Co, , Inc. 79/01/23. Spp, 


7908200441 DOCKET 71-9096 CN5I-21-300i Chem-Nuclear Systems 
Requests administrative change to Certificate of Compliance 
9096,RBviBlon 1 dtd 780705 to reflect drawing 1-289-101. 
Revision H.U/end overslied drawing & 4150 fee. 

REYNOLDS, L. E. George Uhe Co. . Inc. 79/01/83. 3pp, 



NONDOCKETED ITEMS 


79012'?0a30 Sufnmary of yfOlia meoting held in CetheddfliMO ui/lab 
conmniltanta t< LWR fuel vendor representatives re progress on 
fuel damage tethnltal assistance subtask at ID Natl 
Engineering Lab. Focuses on FFIAP-T code verification effort. 
TOKAR»M, Coro Performance Branch. 79/01/19. 36pp. 


7902010018 Rept presented at 7S1106-09 8i«th Water noaetor Bafetg 
Research Info Meet Ing : "Crac k Arrest Toughness Data Bate for 
KIR-Curve. ” Presents results for unirradiated A533B t< A90BB 
steel t( a ueldnient. 

HAHN.O.T., OEHLEN.P.C.I HOAOLANDi R. 0. Af f i 1 iat i on Un knouin. 

78/11/06. 24pp. 


7902010001 Foriaards papers presented at 781106-09 Sixth Hater Reactor 
Safetg Research Info Meeting. „ . ^ „ u 

TONOiL. 8. Assistant Director for Hater Reactor Safety Research. 
78/12/06. IP. 

7902010002 Rept presented at 781106-09 Sixth Hater Reactor Safetg 
Research Info Meeting: "Investigation of Specimen Oenmetry 
Mods on JIc ti the JI-R Curve Tearing Modulus of A533-B 
Steel. *’ 

JOVCEi J. A. > DAVIS. D A, < OUDAS. J. P. Af f 1 1 1 at i on Unknown. 70/11/06. 
■Tpp. 


7902010019 Rept presented at 70HO6-O9 Sixth Water Raactor Safety 
Research Info Meeting: "Critical Heat Flux Experiment In the 
Minfrith Reactor." 

REDPATH. H. United lUngdom Atomic Energy Authority. 78/11/06. 
lepp. 


7902010020 Rept presented at 701106-09 Sixth Hater Reactor Safety 
Research Info Meeting; “A Summary of Results of the LOFT 
Nonnuclear Test Series «< their Rtlevance to the Licensing 
Process. " 

NAFF. 8. A. Idaho National Engineering Co. 78/11/06, 38pp. 


7902010003 Rept presented at 781106-09 Sixth Water Reactor Safety 
Research Info Meeting: "Electric Pin Analysis. “ 

QTT. L. J. Oak Ridge National Laboratory. 70/U/O6. 26pp. 


7902010004 Rept presented at 701106-09 Sixth Hater Reactor Safety 
Research Info Meeting : "Semi scale Mod-3 Instrumentation." 
Describes instrument development for thermal-hydraulic 
experiments to describe phenomena in water-cooled plants. 
ANDERSON. J. L, . MERRILL. S. K, . STEPHENS, A. 0. Idaho National 
Englnaering Co. 78/11/06. I5pp. 


7902010005 Rept presented at 781106-09 Sixth Water Reactor Safety 
Research Info Meeting; "LOFT Mass Flow Measurement 
OuallifieatiBn. " 

LASSAHN. 0. D. Idaho National Engineering Co. 78/11/06. 20pp. 


7902010006 Rept presented at 781106-09 Sixth Hater Reactor Safaty 
Research Info Meeting: "Inner Surface Oxidation of Zircaloy 
Cladd ing in a LOCA. " . 

KAWASAKI. S., FURUTA.LT. , UEZURA. H. Japan Atomic Energy Research 
Inst, 78/11/06. 14PP. 


7902010007 Rept Presented at 761106-09 Sixth Hater Reactor Safety 
Research Info Meeting: "Thermal Hydraulic Analysis for the 
PHH Blowdown Heat Transfer Separate-Effects Program, " 

CBADDICRi H. 0, Oak Ridge National Laboratory. H-7408-EN0-26. 
78/11/06 20pp, 


7902010022 Rapt presented at 781106-09 Sixth Water Reactor Safaty 
Rasoareh Info Heating; "ORNL-PHR BDHT Analysis Procedure. an 
Overview. ’’ Describes use of major modeling (t calculatianal 
programs <« supportive programs. 

CLIFF, S.B, Oak Ridge National Laboratory. W-7408-ENO-26. 
78/11/06. 9pp. 


7902010023 Rept presented at 781106-09 Sixth Water Reactor Safety 
Research Info Meeting; "Preliminary Results from Betniscale 
Test Series 7. " 

LARSON, T.K. Idaho National Engineering Co, 78/11/06. 40pp. 


7902010024 Rept presented at 781106-09 Sixth Water Reactor Safety 
Research Info Meeting: "A Discontinuous Plenum Filling 
Model, " 

COLLIER. R.P. Battelle Memorial Institute. Columbus Laboratoriss. 
70/11/06. 9pp. 

7902010025 Rept presented at 701106-09 Blxth Water Raactor Safety 
Research Info Meeting; "Oxygen Embrittlement of ZircBloy-4 
Fuel Cladding. " 

8AHATZKV, A, Atomic Energy of Canada, Limited. 78/11/06. 10pp. 


7902010027 Rept presented at 781106-09 Blxth Hater Reactor Safaty 
Research Info Meeting; "Description of Semlscale Mod-3A. " 

Model for evaluating PWR performance during LOCA conditions. 
OLSON, D. J. Idaho National Enginesrlng Co. 78/11/06. tVpR. 


7902010008 Rept presented «t 781106-09 Sixth Hater Reactor Safety 
Research Info Meeting; "J-R Curve Test Method for Low Ductile 
Shelf Weld Metal Toughness." 

LANDES, J. D. , CLARKEiO.A., HESSEL.E.T. Af fi 1 lot 1 on Un known. 
78/11/06. IBpp. 


7902010020 Rept presented at 781106-09 Sixth Water Reactor Safety 
Research Info Meeting; "Reflood Instrumentation Devalopmant 
at ORNL;A Status Rept." Describes technigus for measurement 
of two-phase velocity b void fraction. 

EADB.S.O. Oak Ridge National Laboratory. 70/11/06. I3pp. 


7902010009 Rept presented at 781106-09 Sixth Water Reactor Safety 
Research Info Meeting; "LOFT Instrumentation b Data 
Aegui s 1 tion. “ Describes systematic approach to measurements. 
LEACH, L.P. Idaho National Engineering Co. 78/11/06. 36pp, 


7902010011 Rept presented at 701106-09 Sixth Water Reactor Safety 
Research Info Meeting; "Instrument Development. " Describes 
progress in developing fuel rod cladding thermocouples, 
optical probe, computer-aided b tomographic scanner. 

WESLEV, R. 0. , ANDERSON, J. V. Idaho National Engineering Co. 
78/11/06, 57pp. 


7902010029 Rept presented at 701106-09 Sixth Hater Reactor Safety 
Research Info Meeting; "Study of Criteria for Cold Lag 
Integrity Evaluation. " Examines PHR piping sys. 

EIDER, R.J. Battelle Memorial Institute, Columbus Laboratories. 
70/11/06. 11pp. 


7902010032 Rept presented at 781106-09 Sixth Water Reactor Safety 
Research Info Meeting: "Semlscale Program b last Results , " 
Descrlbas 1970 results b 1979 plans. 

LANNINO.H.D, Idaho National Engineering Co. 78/11/06. 9pp. 


7902010012 Rept presented at 781106-09 Sixth Water Reactor Safdty 
Reseirch Info Meeting; "A Cooperative Program for Evaluating 
Crack-Arrest Test Methods. " Descrlbas program structure b 
presents preliminary results, 

HAHN. 0. T. , HOAQLAND.H. 0. Affiliation Unknown. 70/11/06, 13pp. 


7902010014 Rept preaentod at 781106-09 Blxth Water Reactor Safety 
Research Info Meeting; "Zircaloy Cladding Embrittlement in a 
LDCA. ’■ Presents results of work to determine if mod of 17X 
safety criterin is reguired. 

PARSONBiP, D. United Kingdom Atomic Energy Authority. 7B/11/06. 
4PP. 


7902010016 8AND78-iaB4C 

Rept presented at 701106-09 Sixth Hater Reactor Safety 
Research Info Meeting; "Status of the Qualification Test 
EvalualloniOTElProgram. " Describes research tasks for 
assessment of LOCA test methodology. 

EONZONrL. L. Bandia Laboratories. 7S/11/06. 62pp. 


7902010017 Rept presented at 701106-09 Sixth Water Reactor Safaty 
Research Info Meeting; "LOFT Operational Test at Power." 
KAUFMAN. N.C. Idaho National Engineering Co. 70/11/06. 4pp, 


7902010033 Rept presented at 701106-09 Blxth Water Reactor Safety 
Research Info Meeting; "USNRC Reactor Safety Research Data 
Repository Established at the Oak Ridge Natl Lab." Descrlbas 
data bank. 

MABKEWITZ, D. F. Oak Ridge National Laboratory. 78/11/06, 2pp. 


7902010034 Rept presented at 781106-09 Blxth Water Reactor Safety 
Research Info Meeting: "Transient Durst Test of Multirod, " 
Describes test to find difference in ballooning modes 
between the single b the multirod. 

KAWASKI.8. Japan Atomic Entrgy Research Inst. 78/11/06. 8pp. 


7902010037 Rept presented at 701106-09 Sixth Water Reactor Safety 
Research Info Meeting: "Heat Transfer Data Basa. " Describes 
data base for light water ' reactor transients. 

CONDIE, K. 0. Idaho National Englnaering Co. 78/11/06. 6pp. 


7902010036 Rept presented at 781106-09 Sixth Water Reactor Safaty 
Research Info Meeting: "Acoustic Emission Matl Property 
Relationships for Cqntinuous Monitoring of Reactors;" 

Evaluatss feasibility of detecting b analyxing flaw growth. 

HUTTON, P.H., BCHWENR, E. B. , KURTZ, R. J. Battalia Memorial Institute, 
Pacific Northwest Leboratory. '70/11/06, 19pp. 
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^902010040 Rtpt pri»»nt«d at 7etl0i-09 8i«th Hat»r Raactor Safatg 
■ Raatareh In#o Matting; "NRC/R8R Data Program. " Dtterlhts 
program to eallact tnglnttrlng data. 

BANKERT» a. F. . EVANS.C.D.i HARDY. H. A. Idaho National Enginaerlng 
Co. 70/11/06. 13pp. 


7902010041 Final aganda for Siith Watar Raactor Bafatg Reaaarch Info 
Kaatlng on 7ei 106-09. H/anc 1 "Highllghti of Achlavamenta in 
FY-78. " 

* Aialatant Diractor for Hatar Raactor aafatg Raaaareh. 
70/11/06. 84pp. 


7908010043 Rapt praaantad at 701106-09 aiith Water Raactor Bafetg 
Raaaarch Info Maetlng; "Progriia Rapt on Ratorn to Nucleate 
Bolling in Elactrlcallg Heated Rod Bundlat Under Simulated 
PWR Bloudowin Condition*. '' 

THOMAS. D. 0. Oak Ridga National Laboratorg. 70/11/06. 4pp. 


79020100S9 Rapt praeanted at 701106-09 Sl«th Mater Raactor Safetg 
Rataarch Info Maetlng: "Pott-CHF Haat Transfer Studiea at Lou 
Pressure." Present* raaulte of transition boiling studg l< 
aubcooled 1. loui qualitg film boiling studg. 

eRaENVeUD, 0. C. I CHENO. sc.. FUNO. R. K. Ottawa, Unlv, of. 70/11/06. 
llpp. 


7903010061 Rept presented at 701106-09 Sisth Water Raactor Safetg 
Research Info Maating: "THOR; Davalopment of a Computer Code 
for the Prediction of Thermal Hgdraullc* of Reactors. " 

Discusses program objectlvs* t< plans. 

# Brookhaven National Laboratorg. 7B/U/06. 28pp. 


7902010062 Rept presented at 701106-09 Slith Mater Reactor Safety 
Research Info Meeting; "BEACON: Advanc ed Containment Analysis 
Code u/Heat Transfer Capablltlg. " Doicribes new BEACDN/ModSA 
coda u/time-hl story plotting 6 partial blockage. 

WELLS, R. A. Idaho National Engineering Co. 70/11/06. 37pp. 


7902010048 Rept presented at 781106-09 8i«th Water Reactor Safety 
Research Info Meeting: "Progress on Esperlment* u/Molten NaCl 

HOHMANN, H. Joint Research Center Ispra. Italy. KOTTQHSKl. H. M. 
Jackson Laborstory. 70/11/06. 6pp. 


7908010063 Rept presented at 701106-09 Sl»th Water Reactor Safety 
Info Meeting: "Two-Phase Flow Measurement bg Pulsed Neutron 
Activation Techniques. " 

KEHLER.P. Argonne National Laboratory. 70/11/06. SSpp 


7908010046 Rapt prasentad at 701106-09 Bi»th Water Reactor Safety 
Research Info Meeting: "Steam Generator Tube Burst 6 
Collapse Predictions." Bummarlct* Phase I of steam generator 
tube itltagrity program risolts. 

VAOlNSi M. Battalia Memorial Institute, Pacific Northuist 
Laboratory. FIN B-8097. 70/11/06. 8Spp. 


7902010065 Rept presented at 781106-09 Sixth Mater Reactor Safety 
Research Info Meeting: "RELAPS-Modsl s. Code Structure U 
Application." Result* dsmonstrate ability of RELAP5 to 
efficiently ti accurately model 3-phaso transient sgs. 

RANSOM, V.H., WAONER, R. J. , TRAPP, J. A. Idaho National Engineering 
Co. 70/11/06. 65pp. 


7902010047 Rept presented at 701106-09 Sixth Water Reactor Safety 
Rsseareb Info Meeting: "Results of Thermal Fuels Behavior 
Program Rtteareh During FY70, " Dsicrlbei experiment* u/ 
controlled hloudouin t, nuclear b loudown (LOCAL 
ZEILE.H. J. Idaho National Enginaerlng Co. 70/11/06. 33pp. 


790201004B Rept preaented at 7B1 106-09 Sixth Water Reactor Safety 
Research Info Matting: "Devalopment 6 Varl f Ication of Fire 
Tests for Cable Sgs fc 8y* Components." Provides Interim test 
results for cable ays l< eoeiponsnti l< for vertical cablt tray 
CHRISTIAN, W. J. Underwriter# Laboratory. 70/11/06. 6pp. 


7902010066 Rept presented at 701106-09 Sixth Hater Reactor Safety 
Research Info Meeting; "Drift Flux Model I: Constitutive 
Equation* for Relative Motion Between Phases." 

IBHlIiM. Argonne National Laboratory. 78/11/06. a3pp. 


7902010067 Rept presented at 781106-09 Sixth Water Reactor Safety 
Research Info Meeting: "Steem Explosion Phenomena. " Results 
of over 250 lab experiment* tentatively show that water temp 
does net significantly affect explosion*. 

DUXTON,L.D., NELSON, L.B., BENEDICK, W. B. Bandia Laboratories. 
78/11/06. 40pp. 


7902010049 Rept presented at 701106-09 Blxth Hater Reactor Safety 
Research Info Meeting; "Appl of Noise Analysis to Safsty- 
Relatad Diagnostics li Assessments. " Believe* noise analysis 
Is valusbta surveillance b diagnostic methodology. 

BOOTH, n.S. Oek Ridge National Laboratory. 70/11/06. 22pp. 


7902010051 Rapt prssented at 701106-09 Sixth Water Reactor Safety 
Research Info Matting: "Results of Tht FR8 Nuclear Tests on 
the Behavior of Zlrcalog Clad Fual Reds. " All rod* u/ 

Intsrnal overprtisura burst during heatup, 

KARBiE.H. Kernforsehungsxentrom Karlsruhe, 78/11/06. 43pp. 


7902010098 Rept presented at 701106-09 Blith Water Reactor Safetg 
Research Info Matting: "Automated Uncertainty Analysis for 
FRAP Cedes. " Rasults show how uncertainty analysis option 
can ba usad to nott source* of uncertainty in response. 

PECK, 8. D., BOHN, N, P. Idaho National Engineering Co. 78/11/06. 
20pp. 


7908010084 Rapt preaented at 781106-09 Blxth Hater Reactor Bafely 
Restarch Info Meeting; "Fission Product Source Terms for tht 
l-WR LOCA ** 

MALINAUSKAS, A. , CDLL1N8, J. L, , OSBORNE, M. F. Oik Ridge National 
Laboratory, 78/11/06. llpp. 


7908010098 Rapt prasentad at 781106-09 Sixth Water Reactor Safety 
Rasaarch Info Meeting; "Modal# of Horiiontal Cables b Cable 
Trays Exposed to a Fire Plume. " Models predict delay time to 
onset of flammable gas evolution b gaiifleetion rate. 

HUNTER, L.W. Johns Hopkins Unlv. 70/11/06. 13pp. 


7908010087 Rept presented at 701106-09 Sixth Water Reactor Safety 
Reiearch Info Meeting: "Stored Energy Calculation: the State 
of the Art." Suggeits further rsseareh to define limits of 
uncertainty b to improve fuel behavior models. 

CUNNIMOHAM. M, E. , HANN, C. R. , LANNINe,D.O. Battalia Memorial 
Institute, Peclfie Northwest Laborstory. 70/11/06. llpp. 


7902010098 Rept presented at 701106-09 Blxth Water Reactor Safetg 
Research Info Mieting: "Indapandent FRAP-T4 Assessment. " 
Coaipares reiults of trenelent fuel rod analysis w/ 
msasuremsnts for rods In off— normal b transiant conditions. 
C(X.EMAN> 0. R. Idaho National Englnssrlng Co. 70/11/06, 30pp. 


7902010060 Rept presented at 701106-09 Sixth Water Reactor 
Research Info Meeting; "Reference Code Development. “ 
Present* history of RELAP4 code development. 

SULLIVAN, L. H. Idaho National Engineering Co. 70/11/06, 


Safety 


39pp. 


7902010070 Rept presented at 701106-09 Blxth Water Reactor Safety 
Research Info Meeting: "Statu* of Fire Protsctlon Research 
Program. " Rept on coating b cable tray fire lest*. 

KUAMERUS, U. J. Bandia Laboratories. 70/11/06, 37pp. 


7902010071 Rept presented at 701106-09 Sixth Mater Reactor Safety 
Research Info Meeting; "Heat Transfer u/Controlled 
Oscillatory Flow." Present* result* of overall tys behavior 

CHA?y!s. , HENRY, R.E., LOTTES, P. A. Argonne National Laboratory. 
70/11/06. I4pp. 


7902010078 Rept presented at 781106-09 Sixth Water Reactor Safety 
Research Info Meeting; "RELAP4/MQD6 Assessment Results. 

Find* method for assessment of large computer codes has been 
successfully demonstrated. 

KNIOHTfT. D. Idaho National Engineering Co. 70/11/06. 44pp. 


7902010074 Rept presented at 701106-09 Blxth Water Reactor Safety 
Research Info Meeting; '’9ummary of Project to Develop 
Handbook of Human Reliability Analysis for Nuclear Power 


Operation. 
0WAIN, A. D. 


Bandia Laboratories. 70/11/06. S8pp. 


902010078 Rept presented at 781106-09 Sixth Water Reactor Safety 
Research Info Meeting: "Data Bank/Pump Data Base, Describe* 
effort* to build date ba»a, develop computer program b debug 
remote u»er capabilities. . 

BETLACKiJ. MPfi Associates, Inc. 70/11/06. 6pp. 


902010076 Rept presented at 701106-09 Blxth Hater Reactor Safety 
Research Info Meeting: "Transient Critical Heat Fly Under 
UOCA Conditions." Presents result* of experimental 
instantaneous rupture of inlet coolant pIp*. Tamjm. 

HENRY, R.E., LEUNO, J. C. Argonne National Laboratory. 70/11/06. 
12pp. 

'902010077 Rept presented at 701106-09 Sixth Water Reactor Safety 
Rsseareh Info Meeting: "ECC Bypass Research y 
Downcomer Flow Topography b Recent 

Describes semi-empirical model* to predict trensient plenum. 
BLOCKi J. A. Dartmouth CollfJ*. 78/11/06. 49pp. 



166 


NONDOCKETED ITEMS 


7902010070 LA-UR-2733 

Rept presented at 791106-09 Sixth Uater Reactor Safety 
Research Info Meetinp: " Stereo Video Lens Sys for <JAER1 (c 
PKL Tests. “ 

MANBPIELDiC. A, . SPALDINO. J. F, , HELMICK.H.H. Los Alamos Scientific 
Laboratory. 78/11/06. 13pp. 


79D20100B1 Rept presented at 791106-09 Sixth Hater Reactor Safety 
Research Info Meetinp: "Program for Field Validation of 
Synthetic Aperature Focusing Technique for Ultrasonic Test." 
JACHSONi J. L. Soicthwest Research and Information Center. 78/11/06. 
lapp. 


7902010032 Rept presentod at 701106-09 Sixth Water Reactor Safety 
Research Meeting: "TRAC Analysis of Flecht Forced Flooding 
Tests at the Los Alamos Scientific Lab," 

KIHCHNERi H. L. Los Alamos Scientific Laboratory. 78/11/06. 10pp. 


7902010033 Rept presented at 781106-09 Sixth Hater Reactor Safety 
Research Info Meeting: "Air/Water Annuli Flooding 
Experiment. " Model predicts flooding behavior in symmetrical 
countercurrent flou cases satisfactorily. 

RICHTER. H.J. Dartmouth Collage. 78/11/06. IBpp. 


7902010083 Rept presented at 781106-09 Sixth Water Reactor Safety 
Research Info Meeting: "Zircaloy Cladding Embrittlement. 
Recommended Criteria. " Concludes present Zircaloy 
embrittlement criterion for LOCA loading Is conservatlva, 

KAS5NER. T. F. . CHUNO.H. M. > OARDE. A. M. Argonne National Laboratory, 
78/11/06. 20pp. 


7902010087 Rept prssentsd at 781106-09 Sixth Water Reactor Safety 
Research Info Netting: "EPRl/CREARE l/20-9cale Tuo-Phase 
Pump Performance Results." Provides preliminary experiment 
resul ts. 

BUNSTADLER.P.H. Crears. Inc. 78/11/06. t6pp. 


7903010089 Rspt presented at 781106-09 8iith Water Reactor Safety 
Research Info Meeting: "Numerical Studies of Steam-Watir 
Interactions in a PWR Dpuneomtr h Lower Plenum. " Finds 
Interfaclal drag greatly outweighs effect of mass exchange. 
DALViB. U. Los Alamos Scientific Laboratory. 78/11/06. 16pp. 


7902010090 Rept presented at 781106-09 Bixth Water Reactor Safety 
Research Info Meeting; "Acoustic Emission Flaw Signatures It 
Sliing During Welding." Describes progress In program to 
verify the feasibility (. practicality of in-process monitor 
PRIHS.D.H. . HATHIESDN, T. A, Card, Inc. NRC-04-74-107. 78/11/06. 

16pp. 


7908010092 Rept presented at 781106-09 Sixth Water Reactor Safety 
Research Info Meeting: "Modeling of Containment Sys Flows." 
Includes small-scale modeling of pool swell phenomena. fluid 
structure interactions (. steam condensation chugging. 

HUBER. P.H.. SONIN. A. A.. ANDERSON. W. 0. Massachusetts Institute of 
Technology. 73/11/06. 19pp. 


7902010093 Rept presented at 781106-09 Sixth Hater Reactor Safety 
Research Info Meeting: "Two-Phasa Calibr (.Modeling." 

Describes calibr of Instruments for LOFT tests. 

80L8R10>C. U. Idaho National Enginaarlng Co. 78/11/06. 30pp. 


7908010095 Rept presented at 781106-0? Sixth Hater Reactor Safety 
Research Info Meeting; "Introductory Remarks for tha Reactor 
Operational Safety Session. " 

BENNETTaO.L. Research Support Branch. 78/11/06. S8pp. 


7908010096 8AND7a-I907A 

Rept presented at 781106-09 Sixth Water Reactor Bafety 
Research Info Meeting: "Experimental Verification of a 
Combined Environ Accelerated Aging Method Applied to 
Electric Cable Natl." 

OILLEN.K. T. Eandla Laboratories. 78/11/06. 16pp. 


7902010097 Rept presented at 701106-09 Sixth Hater Reactor Safety 
Research Info Meeting: "Thermelhgdraul Ic Behavior in PWR 
Ref loodr Part A: Carry-Over from an Upper Plenum of a PWR. A 
Flret Order Experiment It Analysis. " 

flDNZALE8-RlVA8» ORIFFITH. P. Massachusetts Initituta of Technology. 
78/11/06. 9pp. 


7908010090 Rept presented at 781106-09 Sixth Water Reactor Safaty 
Research Info Melting: "Improved 3-D Imaging I. Dleplay of 
Flaws from Synthetic Aperture Ultraeonle Imaging. " 

FREDERICK. J.fi. . VANDENBROEK. C. Michigan. Univ. of. 78/11/06, 
34pp. 


7908010099 Rept presented at 761106-09 Sixth Water Reactor Safaty 
Research Info Meeting: "Stud ies of Dynamic Loads in Prasiure 
Suppression Containment. " 

CHAN. C. K. . DHIR. V. K. . LIU. C. Y. California. Unlv. of. Los Angelet. 
78/11/06, 15pp, 


7903010100 Rept presented at 781106-09 Sixth Water Reactor Bafety 
Research Info Meeting; "Computer-Designed Eddy Current 
Testing for Steam Oenerator Tube Inserviee Intp. " 

DODD. C. V. Oak Ridge National Laboratory. 78/11/06. 12pp. 


7902010101 Rept presented at 781106-09 Sixth Water Reactor Bafety 
Research Info Meeting: "Stress Corrosion Cracking of Inconel 
600 in Deaerated Water. " 

VANROOYEN. D. Drookhaven National Laboratory. 76/11/06. 26pp. 


7908010102 Rept presented at 781106-09 Sixth Water Reactor Safaty 
Research Info Meeting: "Thermalhydraul Ic Behavior in PWR 
Reflood. Part D: Modes of Natural Rec irculation in a Nuclear 
Reactor During Reflood. " 

8INQH. B, . ORIFFITH. P. Massachusetts Institute of Technology. 
78/11/06. 9pp, 


7902010105 Rapt presented at 761106-0? Sixth Water Reactor Safety 
Research Info Meeting: "Minlaturl ltd Electrochemical Cells 
for Field Detection of Sensitiiation in Btainless Steels for 
Evaluation of Susceptibility to IQ8CC of BWR Piping." 

CLARKE, W.L.> CARL80N.0.C. Oeneral Electric Co. 78/11/06. 16pp. 


7902010106 Rapt presented at 781106-09 Sixth Water Reactor Safaty 
Research Info Meeting : "Development of Instrumentation for 
the Measurement of Thickness k Velocities of Thin Water 
Films. " 

SUNDARAM. R. K. . LONDON. E. J. , CHEN. J. C. Lehigh Unlv. 76/11/06. 
23pp. 


7902010109 Rept presented at 781106-09 Sixth Water Reactor Bafaty 
Research Info Heating: "Progress in Fuel Behavior Research 
During FV76. " Describes in-reactor tests. vapor explosion 
tests k molten core interactions w/concrite. 

UOHNBTON, H. V. Fuel Behavior Branch. 76/11/06, 3pp. 


7908010111 Rapt presented at 761106-09 Sixth Water Reactor Safety 
Research Info Meeting: "Preliminary Investigation of Two- 
Phase Flow Dehavlor Related to the Upper Plenum of a PWR. " 
BARNARD, D. A. , WARD, J. A. , WHALLEY, P. D. United Kingdom. 
NRC-04-77-163. 78/11/06, 21pp. 


7902010112 Rept presented at 781106-09 Sixth Water Reactor Safety 
Research Info Meeting: "CANDU Fuel Behavior Under Transient 
Condi tioni. " Describes fuet sheath behavior studies It modal 
of transient plastic strain In inert gat. 

SEOEL.A.W.L. AECL, Chalk River Nuclear Laboratories. 78/11/06. 

2pp. 


790201011S Rept presented at 761106-09 Sixth Water Reactor Safety 
Research Info Meeting: "A Study of Droplet Hydrodynamics 
Important in Disperse Flow Regime of LOCA Reflood by Laier 
Doppler Anemometry, " 

LEE. R.8. , 8RINIVA6AN, J. . H1TZ18RATH, R. New York. State Univ. of. 
Stony Brook. 78/11/06, 23pp. 


7902010116 Rept preeented at 781106-09 Sixth Water Reactor Safety 
Reeearch Info Meeting: "NRC/Westlnghousa/EPRI Full Length 
Emergency Core Heat Transfer Separate Effects ti 8ys Effects 
Tests, IFLECHT-BEASETl Program Status/Results. " 

HOCKREITER. L. E. Westinghouse Electric Corp, 76/11/06. 38pp. 


7908010116 Rept presented at 781106-09 Sixth Water Reactor Safety 
Research Info Meeting: "Validation It Sensitivity Analysis of 
OR INC. " Describes Oak Ridge invbrse code for calculation of 
temp k heat flux at electric heater rod surface. 

TEXTOR.R.E. Union Carbide Corp. U-740S-ENe-S6. 76/11/06. 46pp. 


7908010120 Rspt presented at 761106-0? Sixth Water Reactor Safety 
Research Info Meeting: "Two-Phase Flow Instrumentation 
Research at RPI. " Bummarltts significant research 
accomplishments, 

LAHEY. R. T. . KRYCUK. 0. Renssalair Polytechnic Inst. 78/11/06. 

21pp. 


7902010121 LA-UR-7B-1S20 

Rept presented at 761106-09 Sixth Water Reactor Safety 
Research Info Meeting; "Di-Entralnmint Phenomena from Droplet 
Cross Flow in Vertical Rod Bundles. " 

DALLMAN. J.C. , KIRCHNER, W. U. > STARKOVICH, V. Los Alamos Bclanttfle 
Laboratory. 78/11/06. lOpp. 



NONDOCKETED ITEMS 


167 


7902010183 Rapt 
R«»«ttrch Info 
Intigrltg, “ 
6ERPAN.C. Z. 


pr«s>nt«d 781106-09 Sixth Watsr Raaetor Bafatg 
Matting: "Satatg Ratiareh in Prlmarv Sga 

Matallurgg tt Hattrialt Branch. 76/11/06. 3pp. 


7902010UQ Rapt pratentad at 701106-09 Sixth Hatsr Roactor Bafatg 
Raaaarch Maatlng: "Phasa Sapsratlon & 01 ttribij t len Raaaarch 
at RPI. “ 

LAHEVrR.T. . DREUiD. A. I FLAHERTYi J. E. Ranatalaar Polgtachnic Inst, 
76/11/06. 39pp. 


7902010189 Rapt prasantad at 781106-09 Bltth Matar Raactar SaFstg 
Raaaarch Info Haatlng; »NRC/EPRI/OE Blowdown/ECC Program 
Btatua Summarg. " 

6OZZI<0.L. , LEE.L. B, Oanaral Elaetrlc Co. 78/11/06, 12pp. 


7908010149 Rapt prasantad at 701106-09 Sixth Matar Reactor SaFatg 
Rasaarch Info Haatlng: "LUR Bafatg Reiaarch at UA6L. " 

JACKSDNi J. P. Lot Alamos Scientific Laboratorg. 70/11/06. 6pp. 


7902010186 Rapt prasantad at 761106-09 Sixth Matar Reactor 6afatv 
Rataareh Info Meeting: "Important Features of 8rnall Break 
LOCA Analgils. " 

R06T0CZY> Z. R. Analgsii Branch, 76/11/06. IBpp. 


7902010126 Rapt preaanted at 781106-09 Sixth Matar Raacter Safatg 
Rataareh Info Maatlng: "DRNL PMR-BDHT Two-Phasa Flow 
Instrumant (i Analgils Improvamants, " 

CLtFF>8. B, Oak Rldga National Laboratorg. M-7409-EN6~86. 
78/11/06. 9pp. 


7902010129 Rapt praaantad at 781106-09 Sixth Matar Rtactor Safatg 
Rataareh Info Maatlng; "Nuelaar Pin Simulation Analgtls. " 
Datcrlbat uta of P1N9IM-M001 computar coda to studg 
ralatlonsMps batwaan tharmat-hgdraultc transiants. 

HAOARiR. C. Oak Rldga National Laboratorg. 76/11/06. 3Spp. 


7902010130 Rapt prasantad at 781106-09 Sixth Hater Reactor Safatg 
Rataareh Info Heating: "COBRA-TF: Fuel Rod Heat Transfer ti 
Quench Front Modeling, “ 

KELLY. J.H. . Battalia Memorial Initituta. 78/11/06. Spp. 


7902010131 Rapt prasantad at 781106-09 Sixth Hater Reactor Safatg 
Rataareh Info Maatlng: "TRAC Code Attattmant, " Pratintt 
ratultt of ealeulatlent w/multldlmanilonal .TRAC eapabilltias 
for LOCA. 

HILLIAMBi K. A. Los Alamot Bclantlfie Laboratorg. LA-UR. 76/11/06. 
47pp. 


7902010134 Rapt pratanted at 781106-09 Blxth Matar Raactar Safatg 
Rataareh Info Maatlng: "Pump Dvartpaad Rasultt. " 

N1LB80N.K. Elactrle Power Rataareh Inttltuta. BECKNERiM.D. 
Offtea of Nuclear Ragulatorg Rataareh. 76/11/06. Ip. 


7902010136 Rapt praiantad at 781106-0? Blxth Matar Raactar Safatg 
Rataareh Info Maatlng; “TRAC Appl icatlont; Calculations of 
LOCAs in PHRs l( Analgsit Support of the Hultinatl Raflood 
Programt. " 

BLEIMEIBiP. 8. . IRELAND. J. R. < DOBRANICH.D. Los Alamos Bclantlfie 
Laboratorg. LA-UR. 78/11/06. 96pp. 

7902010137 Rapt pratanted at 781106-09 Sixth Hater Reactor Safatg 
Rataareh Info Maatlng: “Blowdown li Raflood Program Btatut. “ 
DAUlOBONi E, H. Bgitamt Englniirlng Branch. 78/11/06. 9pp. 


7908010139 Rapt pratanted at 781106-09 Sixth Matar Reactor Safatg 
Rataareh Info Maatlng: “C-E/EPRl Two-Phaia Pump Parformanet 
Program." Raiultlng data will ba utabla for reactor coolant 
pump math modallng in LOCA analgtat. 

KANUPKA. 0. J. « KEhmEDV.H.O. Combuitlon Englnaarlng. Inc. 78/11/06. 

lepp. 


7902010141 Rapt pratanted at 781106-09 Sixth Matar Raacter Bafatg 
Rataareh Info Heating: “Nanaauillbrium Phtnemtna li Btruetura 
Intaractlont In LMR Blowdown Studied." Ditcuttas uta of 
K-FIXl.a l( 80LA3-6 coda fanlllat. 

RIVARDiH.C. Lot Alamot Seitntlfle Laboratorg. 76/11/06. 86pp. 


7902010148 Rapt prttanttd at 761106-09 Sixth Matar Reactor Safatg 
Rataareh Info Maatlng; “6gt Englnaarlng Rasaarch Program." 
liatcrlbaa program accomplishments. 

DAVIDSON. E. H. Bgstams Englnaarlng Branch. 76/11/06. 12pp. 


7902010144 Rapt prostntad at 761106-09 Sixth Matar Raacter Safatg 
Rasaarch Info Maatlng; "Fluid Mechanical li Htat Transfer 
Methods for the TRAC eodt. " Dticribtt pottiblt ena- t> 
multl-dimantional modalt. 

LILES. D.i KIRCHteR.M. > KAHAFFY. J. Lot Alamot 8cltntifle 
Laboratorg. LA-UR. 76/11/0^, 14pp. 


7902010149 LA-UR-7B-a69A 

Rapt prttanttd at 781106-09 Sixth Matar Raactar Bafatg 
Rataareh info Maatlngi "Btatlatleal Analgtlt of TRAC 
Calculaiiont. “ 

HCKAYiH. D. > BAL8TAD. J. W, Lot Alamot 8ei anti fie Laboratorg. 
78/11/06. 7pp. 


7908010193 Rapt presented at 781106-09 Sixth Hater Reactor Safatg 
Research Info Meeting: “TRAC Code Overview 8< Statue. “ 

Describes status of coda for analgsls of poetulated LMR 
etc idente. 

PRYOR. R.J.. BICILIAN. J. n. Los Alamoe Scientific Laboratorg. 
70/11/06, 13pp. 


7902010166 Rapt presented at 701106-09 Blxth Mater Reactor Bafatg 
Research Info Mas ting: "Prel iminarg Multirod Burst Test 
Program Results & Implications of Interest to Reactor Bafetg 
Evaluation. “ 

CHAPMANiR. M. Oak Ridge National Laboratorg. 70/11/06. 37pp. 


7902010167 fiept presented at 701106-09 Blxth Hater Reactor Safotg 
Research Info Meeting; “COBRA-TF Development.'* Describes core 
thermal devalopment program for numerical simulation methods 
of evaluating performince of reactor cores. 

THUROOOD. M. U. > OEOROE. T. L. . KELLY. 0. M. Bettelle KemDriel 
Institute. Pacific Northwest Laboratorg. 78/11/06. 29pp. 


7908010191 Rept presented at 781106-09 Sixth Mater Reactor Bafetg 
Research Info Heating: "Advanetd Hathodologg In Fracture 
Mechanical Progress in J-R Curve Davslopment from Load- 
Dtsplocamant Test Records." 

PAR18.P.C. Mashington Unlv. 70/11/06. 11pp. 


7908010198 Rapt presented at 781106-09 Sixth Mater Reactor Safatg 
Rasaarch Info Heating: "OvarvlBu:PHR-niowdou)n Htat Transfer 
Separate-Effects Program." Datcrlbat RELAP verification, 
electric pin callbr 6 time to critical heat flux. 

MHITE. J, D. Dak Ridge National Laboratorg. H~74a9-EN0-S6. 
76/11/06. 16pp. 


7908010194 Rept prasantad at 781106-09 Sixth Hater Reactor Safatg 
Rataareh Info Heat ing: “ Impact of Cooparatlve Research 
Program on Neutron Heasuramants 8. Calculation! on Reactor 
Pristura Vassal Damagt Correlation. " 

MCELROY. H.N. Hanford Engineering Devalopment Laboratorg. 

ORUNDL. J. A. Commarce. Dept. of. Netlonel Bureau of Btendarde. 
KAHiF. B. Oak Ridge National Laboratorg. 78/11/06. 61pp. 


7902010197 rept presented at 781106-09 Sixth Hater Reactor Bafatg 
Restarch Info Meeting: "Structural Integrltg of Maid- 
Repaired Pressure Vessels." 

MHITMAN.O. 0. Oak Ridge National Laboratorg. 0RNL~HS-133B. 
78/11/06. 24pp. 


7902010199 Rapt presented at 701106-09 Sixth Mater Reactor Bafetg 
Reeearch Info Meeting: "Annealing I. Relrradatlon 
Characterl latlon of Reactor Pressure Vaseel Statls. ” 

Annealing method has potential for imbrlttlemant relief. 
HAHTHORNEi J. R. Naval Rasaarch Laboratorg. 76/11/06. 22pp, 


7908010203 Rapt presented at 701106-09 Blxth Hater Reactor Bafatg 
Safatg Research Info Maatlng; "Vapor Explosions of Fraon-82 
w/«n Extornal Trigger." Small addl increase in sgs pressure 
eliminates explosive interactions in presence of trigger. 
HENRY.R.E.. MCUMBER. L. M. Argonni National Laboratorg, 7B/U/06. 
I4pp. 


7902010806 Rapt pratanted at 761106-09 Sixth Mater Roactor Bafetg 
Rieaareh Info Maatlng; "Msehentcal Properties of Spent Fuel 
Cladding. " 

LOMKY.L.M.i HARKMORTH. A. J. . PERRIN.J.S, Battalia Memorial 
Institute. Columbue Leboratorles. 70/11/06. 24pp. 


7902010809 Rept presented at 761106-09 Blxth Hater Raactar Bafetg 
Research Info Meeting: "LOFT Advanced Fuel Rod Initrunant 
Development, " Describee program to develop sensors for 
accurate miasurimcnt of fuel rod axial motion, 

BILLETER.T. R. , BROUN.R.L,. CANNON.C.P. Hanford Englniirlng 
Devilopmant Laboratorg. 76/11/06. 31pp. 


7902010210 Rapt preiented at 701106-09 Sixth Hater Reactor Bafetg 
Reeearch Info Heating; "Status of Coda Development In tha 
Padarel Republic of Oermang Concerning Fluld-Btructur a 
Dgnamlc Coupling During Reactor Transients." 

8CHLECHTENDAHL Karnforsehungiiantrum Karlsruhe. 78/11/06. 41pp, 
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790S010219 R«pt prt»«nt»S at 701106-09 Slith Watar Raactor S«f#tg 
Rataarch Info Maatlng; "Btaam-Watar Mlaln# Studlaa. 

Pralimlnarg TBaulta:aa ataam auperhaat incraaaaa. ataam maaa 

BANKOFF. a. 0. . TANK!N,R,B.. VUEN, M, C. Northwaatarn Unlv. 70/11/06. 
Spp. 


790S010846 Commanta on propoaad Rag Oulda 1. 108* Ravi ilon 1> Parlodle 
Taatlng of Oanarator Unlta uaad aa 0n-81ta Elactrle Pouar 
8ga for Nuclaar Pouiar Planta. " Paragraph C. 1. 6t9> haa no 
baaring on aafatg fc ahould ba dalatad. 

BIMMDNSiA. J. Inatltuta of Elaetrleal Si Elaetronlc Englnaara. 
7B/IE/20. Ip. 


7908010210 Rapt praaantad at 701106-09 81. th Matar Raactor 0afatg 
Raaaarch Info Magtlng; "BHR LOCA Analgaia Capabilitg of 

HRAP-EM Bga. " .... no ms 

BUCKNERi M. R. Savannah Rlvar Eeologg Laboratorg. DP-MB-7B 70. 

7B/H/06. 26pp. 


7902010280 Comtaanta on propoatd Rag Oulda 1. 79. Ravtaion 2 rt phuaicAl 
Indapendtnea of aloetric agi.Suggaata Rag Oulda ba rtvlaad 
to endoraa IEEE 384~1977. 

8IMM0NB. A. J. Initituta Of Elaetrleal ti Elaetronlc Englnaara. 
78/12/21. 3pp. 


7902010227 Rapt praaantad at 701106-09 31. th Watar Raactor Bafatg 
Info Maatlng: “Calculation Method for Fluld-9truetur# 
Intaraetions. " ... 

NQRRIB.D, M. . MCMA8TER. H. H. . CUDLIN.R. U. Lauranea Llvarmora 
Laboratory. FIN A-0116. 78/11/06. 26pp. 


79020102S6 Feruarda. under aaparata eovtr. environ rapt for Union Carbld# 
Uravan U mi 11. Tall Inga pllaa from 80 gaara of mining li 60 
gtara of milling ara unatabla Si laaklng. Suggaata alta tour 
In aprlng of 1979. 

HAZLEiA. J. Coloradoi State of. 79/01/17. Spp. 


7902020273 Rapt praaantad at 781106-09 Sixth Uatar Raactor Safatg 
Raaaarch Info Maatlng: "TwD-Phaaa Flou Callbr Btandarda. 

HSUiV. V. Raaaarch Support Branch. 78/11/09. SSpp. 


7902010035 Foruardf IE tnap Rapt 99900317/70-02 on 701113-16. No 
nonoomplianca noted. ... „ u 

POTAPOVSiU. Region 4< Dallaa. Vendor Inapaetion Branch. 
70/12/09. 8pp. 


790S010039 IE Inap Rapt 99900317/78-02 on 781113-16. No noncompllanea 
noted. Major araaa Inapaetad: implamantatlon of lOCFRBO App D 
critaria Si applleablt codaa Si atandarda. inc luding change 
control and proeuramant document control. 

FOSTERiW.E.i HUNNICUTT. D. M. Region 4. Dallaa. Vendor Inapaetion 
Branch. 78/12/04. 6pp. 


7902010308 Foruardi brief final ramarla bg JA Llabarman S< HA Rodgar in 
“Table 0-3" proceeding in raaponaa to rebuttal bg NRDC. 

Although varloua new raporti a.iat. their info doaa not 
affect original conclution. 

IRHIN.D, P. Hunton b Wllliama, 79/01/23. 2pp. 


7902010347 Foruarda eorraetad aecond page to 790104 Itr commenting an 
propoaad rule 10CFR78. Bel lavaa varloua aaetiona ra 
dicommliiiontng b affluent controla ara unduly raatrletlva. 
VANDENBUROH. D. E Yankee Atonic Electric Co. 79/01/09. Ip. 


7902010369 aBCY-78“4l6B 

Info Rapt to advlaa Commlaalon on prepoiad amend to lieanaa 
X8NM-044 for Haatlnghouia to export low enriched U to Spain. 
Racommanda dafarral of final action pending receipt of addl 
Eiaeutlva Branch viawa.H/anel ralatad corraapondenca. 

SHEA. J. R. Office of International Programa. 79/01/18. 9pp. 


7902010130 Informa that facllttg actually will ba located In 
unincorporated area. not In City of Savanna. Coniaquantly. 
chief axacutlva la DO Bwanaon. Chairman of Carroll County 
Boardinot mayor of Savanna, , 

NAUOHTON. W. F. Commonwealth Edlion Co. 79/01/26, Ip. 


7902010390 Raapondi to 780913 raguaat for withdrawal of application for 
project. Foruarda notice of withdrawal of application. 

BOYO.R.0. Dlvliion of Project Management. 79/01/19. 3pp. 


7902010176 Poaltlon ra Trananue leer. Inc raquaat to Import 178 g of 
U from H Oarmang for laro power taiting- b ra-a.port. Llcana# 
ahould b# granted. . 

MOORE. R.N. Offlct of International Programa. 79/01/19. Ip. 


7902010208 Btatua rapt fop Dae 1978 ra "LHR Praiaura Vaiaat Irradiation 
Svrvalllanct Doalmatrg Program." Dac 1978 atatui rapt. Buff 
Book eharta for FY79 b beyond ware ravlaid b aubmlttad to 
NRC for Jan iiiua of book, , „ , » 

PRESTON, C. C. . MCELROY, H.N. Hanford Englntarlng Davalopment 
Laboratory. 79/01/18. Spp. 


7902010211 Notification of contract a xaeution. Mod 3 to “Study of 
Regional Tactonica b Baiamlclty of K9. " Contractor; Unlv of 

KA4EY.K, Raaaateh Contraeta Branch. FIN B-6172, NRC-04-77-017. 

79/01/24. Ip. 

7902010213 Mod 3 adda agulpmant, axtanda parformane# b Incraaaat funding 
by *97(907 to "Study of Regional Tactonica b Baiamlclty of 
K9 " 

MDRTDN. R. V. Reaaarch Contraeta Branch. FIN B-6172, 

MRC-04-77-017. 79/01/24, Spp. 


7902010212 “Flaaion Product Tranaport Analyala," Dae 1970 atatua rapt. 
Praparatlona for vapor dapoaitlon axparlmanta ware continued 
by. developing mathoda of analyala, evaluating maaauramant 
mathoda Si preparing lab apaea. 

OlEBEHEiJ. A. Bittall# Memorial Inititutai Columbua Laborator Iti. 
NRC-04-76-a93-02. 79/01/16. 3pp, 


7902010214 Prograaa Rapt for Oet-Dae 1970 ra "Internal Doilmatry Data b 
Mathoda of ICHP, " Addl computer coda haa bean developed to 
product drawlngi of parant-daughtar decay chain* eonaldarad 

in the doalmatrg. ... ^ eiu d na.m 

FORD.M, R. * BERNARD, S.R, Oak Rldgt National Laboratory. FIN B-0213. 

0RNL/HA8R0-S3. 79/0 1 /OB, 4pp. 


7902010216 "Mammillary Compartment Modal 0tudia» of Rata, Oct-Oac 1970 
projrat* rapt. Data indicataa that organ b whole body 
retention wai Influanead more by chemical form than by 
cenaldarmtlon* of age at tlma of Injection. 

BERNARD, 8. R.iCRISTY.M., FORD.M.R, Oak Rldgt National Laboratory, 

FIN B-0410-8. 0RNL/HA8RD-22. 79/01/04, 4pp. 


7902010393 Notlc# of withdrawal of partial application for eonet 
parmltf Si facility Ileanaaa by lieanaaa. 






7902010413 Public meeting briefing on ahipmant of highly enriched 
U to Romanie, Pp 1-38. Inelodte IE Info rapt on raplactmant of 
brokan ttala on four eontalnari axportad to Romanie. 

HENDRIB, J. M. . 0ILIN8KY, V. Commltaion. 79/01/83. S6pp. 


7908010420 BECY-79-47 ^ 

"Rapleeament of Brokan Seala on Four Contalnera of Highly 
Bnrlehtd Uranium Exported to Romania," w/ett akotcha*. 
chronology of container eaaling provUiont IE Proeadur# 
BS300B, b ralatad mamoranda. , „ . . 

DAVI9, J. 0. Offlca of Inapaetion b Enforcaaiant. 79/01/83. 


7902020083 Forward* IE Inap Rapt 99900001/78-02 on 781 187-1801. No 
noncompllanea noted. ... , 

POTAPOVS, U. Region 4, Dallaa, Vendor Inapaetion Branch. 

78/18/00. app. 


7902080085 IE Inap Rapt 99900001/78-08 on 701127-l2Ol.Ne noneowRHanci 
noted. Major area* Inapaetad: implamantatlon of 10CFR80 App D, 

Including document control, aRulpmani callbr, noncomformanea* 
b eorractiva action. Onraaolvad itam: doeumant control. 

MCNBILL.W. M. r WHITESELL, D. E. Region 4, Dallaa. Vendor 












7902020027 Forward* IE Inap Rapt 99900819/70-02 on 781187-1201. No 

PDTAp5vB.*u"'* "^Region 4, Dallaa, Vendor Inapaetion Branch. 
78/18/21. Spp. 


7902020031 IE Inap Rapt 99900219/78-08 '»'7BU87-U01.No noncompllanea 
noted. Major area* Inapaetad: implamantatlon of • 

b QA Manual, including action on pravioua Inap finding#, m|t 
meeting, daaign taatalunraaolvad Item) b production 
AOEE, J.R. < HUNNICUTT, D. M, Region 4, Dallaa, Vandor Inapectlen 
Branch, 81400. 78/18/20. 10pp. 


7902020038 Tranaerlpt of publ le maatlng affirmation Sa**ion,79— 1- Fp 

reSbRiErS.'M^f^^^E&'R, T. . BRADFORD, P, A, Commlaalon. 79/01/18. 
140pp. 
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790aOS004S 8ECV-7fi-4i9A 

Constnt Calandar I4*in r*<iusitlng approval to puhllph 
propoaad changis o^ ragulatlon* to ilinlnata S{N-lB>dati- 
avaraglng fornulai propotad anandt to 10CPRt9 It 80. U/ancl 
propoiad rulor draft Itri announcamant ti ralatad mtna. 

MINOaUE. R. B. Off lea of Standarda Dava lopaiant. 78/18/80. 39pp. 


7902080039 Caawnanta on propoaad rula 10CFRU3: raquaat two waat 
•atanalon in which to ftla coMmanti. 

RQtBHANtA. Z. Natural Raaourcat Dafanaa Council. 79/01/19. ip. 


7908030043 CoaMonti on propoaad rula lOCFR&l : raquaati advanca notlca of 
rulanaking proctadlng for ahallou land burial of low laval 
FAdloactiva waataa. 

BtMARKANiA. Affiliation Onhnown. 79/01/03. Ip. 


7908080091 Act raealpt of 7B101S b 781116 Itra Informing NRC of atapi 
talian to eorract vlolationa notad in OA program Imp Rapt 
99900089/78-08. 

P0TAP0V8> U. Ragion 4i Dallaai Vandor Inapaction Branch. 

78/18/18. Ip. 


7908080097 Reaponda to NRC 781030 Itr. Pravantiva mtaaurai for 
vlolationa diaeuaaad in pravioua 781018 raaponaa hava baan 
atrangthad. Organ! tatlonal b procadural changaa that 
contributa addl lavala of QA aurvatllanca ara eutllnad. 
HOERKE>N. H. Conaolidatad Papara< Inc. 78/11/16. 8pp. 


7908080063 Ack racaipt of 781018 Itr b requaata addl Info ra 
nonconpllanea Itama A b 8 notad in Inap Rapt. 99 90008 9 778- 08 j 
apaclf Icallgi addl actiona to ba takan to aaiura afflclancg 
'Of propoaad training of piraonnal. 

PQTAPO^iU. Ragion 4r Dallaai Vandor Impaction Branch. 

78/10/30. Ip. 


7908080067 Roaponda to NRC 780900 Itr ra vlolationa notad In Imp Rapt 
99900089/76-08. Corractiva actiona: docuaantation omlaaiona 
corraetad b varlf ladi wald ahaat givan aign-offi b OA waldar 
racord foraiat ravlaadiRON 3301-8 algnad by QA. 
hoERKE, N. H. Conaolidatad Papara. Inc. 78/10/18. 6pp. 


7908080078 Ferwarda QA program Imp Rapt 99900039/78-08 on 7B0B81-89 b 
notlca of violation. 

POTAPOV81 U. Raglan 4i Dallaai Vandor Inapaction Branch. 

78/09/00. 2pp. 


7903020074 Notlca of violation from Imp on 780881-29. 

* Ragion 4> .Dallaai Vandor Inapaction Branch. 78/09/08. 3pp. 


7908020060 QA Program Inap Rapt 99900089/78-08 on 780881-89. 
Noneompllanca notad: walding proeaaa Info abaanti in-procaaa 
liquid panatrant imp Ineerractlg documantad b QA waldar 
raeorda Inebrract. 

BARNESit. I POTAPQV81U. I HUNNICUTTiD. H. Ragion 4. Dallaai Vandor 
Inapaction Branch. 78/09/06. 6pp. 


7902030069 Notification of contract aiaeutioni Kod 4i to “Environ 
Survalllanca for Moaturing Concantrationi of Radlooctivltg b 
Radiation Lavali in Environ of Commlatien-Llcanaad 
Aetlvltloa Locatad in TN. “ Contractor: Btata of TN. 

. lAIBDENit.. Raaearch Contracta Branch. FIN B-9808. 
fWC-09-77-389. 79/01/29. Ip. 


7908030099 Hod 4 adda addl monitoring atta b incraaaaa funding 
to "Environ Survoillanea for Maaiuring Coneantratlona of 
Radloactivltg b Radiation Lavala In Environ of CoMiaaion- 
Llcanaad Aetlvltloa Locatad In TN". 

HORTONiK. V. Raaaarch Contracta Branch. FIN 8-9808. 79/01/89. 

app. 


7902080090 Notification of contract oxacutiooi Hod 1 to "Kamphia Araa 
National BaltMlc Natwork, " Contractor; Namphla Btata Untv. 

HAOEViH. Roiaarch Contracta Branch. FIN B-6S76. NRC -04-78 -800. 
76/11/06, Ip. 


7902080094 Hod 1 aatandlng parted of parformanca In FV 1979 b 
tneraaaing funding to 0691944,40 "Hamphla Araa Rtglonal 
Baiamlc Natwork. " 

HORTOHiK. V. Raaaarch Contracta Branch, FIN B-6276. 78/11/06. 

4pp. 


7902080134 Eaaciitlva Branch poiltlon ra 8alf-Powarad LlghtlngiLtd 
application to oipert 790i 000 Cl of tritium in aaalad light 
■eureaa to Bingapora. Llcinta ahould ba grantad. 

NOSENZOiL. V. Stata. Dapt. of. 79/01/84. app. 


7902080197 Eitcutive Branch poiition re Sal f-Powared Lighting. Ltd 
application to aipart 1 million Cl of tritium In gattoua 
form to Taiwan. Licemt ahould ba grantad, 

NOSENZOi L. V. State, Dept. Of. 79/01/34, 2pp. 


7908020168 Executive Branch poaltlon re TX Inatrumenta litc appHc.«tton 
to export 890.000 Cl of tritium per annum to aubildlarg 
flrmi In varloua Condition 8 countriea. Llctme ahould be 
grantad. 

NDBENZO, L. V. State, Dept. of. 79/01/84. 2pp. 


7902080173 Executive Branch poaltlon re Salf-Powered Lighting, Ltd 
application to export t million Ci of tritium to the 
Ph 1 lipplnta. Lleanta ahould be granted. 

NOSENZOiL. V. State, Dept. of. 79/01/84. Spp. 


7908080823 Notification of contract execution, hod 1 to "Application, of 
Inteneitg Reiponae Spectral Amplitude Correlation Baiamlc 
Deatgn Probtema in Eaatern US," Contractor: Computer Bciance* 

Corp. 

WOLLETT, B. A. Reaearch Contracta Branch. NRC -04-7 0-237. 

79/01/08. Ip. 


7902020831 Mod 1 approving aubcontract b reduction of *50 from fee for 
"Application of Intenaltg Reapome Spectral Amplitude 
Correlation Baiamlc Daalgn in Eaatarn US." 

MORTON. K. V. Raaearch Contracta Branch. FIN B-6316. 79/01/82. 

Spp. 


7908030017 Exacutlva Branch poaltlon ra aalf-Powarad Llghtlng.Ltd 
application to export 1 million Ci of tritium gaa to Hong 
Kong.Llcanaa should ba granted. 

NOSENZOiL.V. State, Dept. of. 79/01/89. 8pp. 


7908030019 Eieeuttvi Brnch poaltlon re Self-Powered Llghtlng.Ltd 
application to export 1 million Cl of tritium to South 
Korea. Licente should ba granted. 

N08ENZ0,L.V. Btate, Dept. of. 79/01/89. Spp. 


7908030081 Executive Branch poiltlon re Technical Operational Inc 
application to export I r- 192, Co-60 b Ca-137 to Bulgaria, 
Ciechoslovatia, East Oirmang.USBR b Red Ch Ina. Li cense should 
be granted. 

NOBENZO.L. V. State, Dept. of. 79/01/89. Spp. 


7908030089 NUREO/CR-0493 

"BIMMER-II; Computer Program for LMFflft Disrupted Cera 
Analgsls." Vel 1 : ppl-269j Vol a:pp 266-973. 

SMlTHiL. L. , BELL, C. R. , BLEIWEIS, P. B. Los Alamos Scientific 
Laboratopg. LA-7919-M. 78/10/31. 973pp. 


7908030046 Transcript of 790124 pra-haarlng conferanc# In Ban 
Francisco, CA. Topics discusssd include motion ot quash 
subpoana ducat taeum b production of documants.Pp 1771- 
1976. 

HILLER, H.i LUTON, E.i HENNER.S. Atomic Sifatg and Lie anting Soard 
Paml. 79/01/24. 809pp. 


7908030091 Transcript of 790129 prahaarlng eonfaranee In Ban Franelaco, 
CA. Pp 1977-8834. 

HILLERiH., LUTONiE. I KENNER, S. Atomic Bafatg and Llcinalnp Soarif 
Panal. 79/01/89. a97PP. 


7908030098 Transcript of 790183 prahsarlng eonfirtnea in Ban Francisco, 
CA. Pp 1979-1770. 

HILLERiH., LUTON, E., UENNER, 8. Atomic Safatg and Llcanslng Board 
Panal. 79/01/83. 191pp. 


7902030094 NRC rasponta to commants aubmittad bg NRDC b DOB. Points out 
arror in NRDC coownant. Cartif icata of 6vc end. 

SEEKER, U.M. Offlca of tha Exacutlva Lsgal Dtractor. 79/01/19. 4pp. 


7902030064 Oanlas 781839 motion to quash 7BO038 subpoana duett taeum 
subj to ttvtn conditions. 

HILLERiH. E, Atomic Safatg and Llcanslng Board Panal. 79/01/89. 
Spp. 


7908090008 Notlca of issuanct of 781831 quarterlg rapt on patitiona for 
rulamaklng. 

FELTON, J.H. Division of Rulst and Rscords. 79/01/18, Ip, 


7908090016 Notification of mattings on 790813-14 with Sandla Labs In 
Albuquarqua, NH to discuss work progress on contract 
asslstanca task A-t7. 

ANOELD, J. Light Natar Raactors Branch 1. 79/01/82. ip. 
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770SOS0021 Bummsrg of 790105 meeting ui/Dlv of 8g»t»m9 Safotg S< 
Drookheven NBtional Labs to dl»cu»» alternatlvts t< roach 
litcliion TO conttant aiial offaot control ttudlo* 
ochodolid for FY79 (FIN A31S8). » 

DUNENFlELOf M. Cor* Ptrformanco Sraneh. 79/01/36. 8PP- 


7902050215 OA Program Inap Rapt 99900005/70-01 on 700522-86. 
Noneomplianee notad;ANBI N45. 2. 11 not fullg folloiead In 
vtrifglng calcolationi. b audit raeorda did not contain 
peQulred chfckllit, « , . n •« 

HCNEILLiW. M. . TRIPP- L.E., WH1TE9ELI., D, E. Region 4. Dallaa- 

Vendor Inapactlon Branch. 70/06/19. 19pp. 


7908050033 Flnda Natl Forge Co requaat to aiport eomponenta to Belgium 
for uaa in Tihange II reactor acceptable. ^ 

HOOREtR. N. Aselatant Director for Eeport/Import b International 
Safeguarde. 79/01/24. ip. 

7902050071 Notification of contract eiecutlon-Mod 4 to "Environ 
aurvelllance for Meaiuritig Concentratlone of fladioactlvitg s< 
Radiation Levele in Environ of Commieaion-Licenaed 
Activitlee in HI." Contractor; State of HI. 

BAiaDENiL. Reaearch Contracta Branch. FIN B-5114. 

NflC-05-76-3B7. 78/11/13. Ip. 

7908050072 Mod 4. providing FY 1979 funding of *19-000 to "Environ 
Burveillanci for Heaeurlng Concentratlona of Radloaetivitg b 
Radiation Levela in Environ of Commlaaion-Lleenaad 

Activitiea in WI. eiki o eiia *^0/01/09 

HORTON-K.V. Reaearch Contracta Branch. FIN B-5114. 79/01/09. 

Ip. 


7902050230 Ac k racaipt of 781115 Itr ‘"♦‘>^'"‘"9 NfiC of atepa taken to 
corract daviatlona noted in IE Inap Rept 99900005/70-02. 

POTAPDV0-U. Region 4- 

70/18/04. Ip. 


Dallaa- Vendor Inspection Branch. 


7902050232 Reaponda to NRC 701023 Itr re devtationa noted In IE Inap 
Rept 99900005/70-02. Corrective aetione; proeeaa specification 
rtviaed to reciulre testing b ettlnguiahlng. 

RU980-H. L. Heatlnghouae Electric Corp. 70/11/15. app. 

7908050834 Foruiarda IE Inap Rept 99900005/70-02 on 7B 1 002-06 b notice 

of deviation. .... .... u 

POTAPOVS- U. Region 4- Dallas- Vendor Inapaction Branch. 

70/10/83. 8pp. 


7902050836 Notice of deviation from inap on 701002-06. 

a Region 4- Dallas- Office of the Director. 70/10/19. 


Ip. 


7902050091 OCF-l 

"Nuclear Containment Insulation Sga. " 

« panametrlcs- Inc. 79/01/31. 200pp. 

7902050094 Foruardi final ataff evaluation of topical rept OCF-l 
"Nuclear Containment Iniulation Sge. " 

BAER-R.L. Light Hater Reactors Branch 2. 70/12/00. ip. 

7902050096 Evaluation of topical rept OCF-i- submitted for review bg 
Owana-Cornlng Fiberglaa. Staff concludes aga la 
retarding heat loss from piping b equipment in containment 

70/18/00. 13pp. 


araaa. 

BAER-R.L. 


Light Hater Reactors Branch 2. 


7902050180 Forwards topical rept CPC-l-A- Revision 7- "OA Program Vol. 1 
Pollcicsi" dtd 70122S. 

BIXEU-D. A. Consumers Power Co. 79/02/01. Ip. 

7902050131 CPC-l-A . , 

"OA Program Manual for Nuclear Power Plants. Vol 1 — 

Pollcitsi" CPC-l-A Revision 7. dtd 781222. 

* Conaumere Power Co. 70/18/22. 50pp. 

7902050164 Ac k receipt of 700717 b 700081 lira Informing NRC of atips 
taken to correct violations noted in Inap Rapt 
99900005/70-01. „ l 

PQTAPOVS-U. Region 4. Dallas- Vendor Inspection Branch. 

70/11/20. Ip. 

7902050191 Ack receipt of 780021 Itr b notifies applicant of meeting on 
781115 in 8ithaada-MD to discuss response b compllenee 
UI/AN31 N45.2. 11. u 

PDTAPDVBi U. Region 4- Dellas- Vendor Inapactlon Branch. 

70/09/15. Ip. 


7902050837 IE Inap Rept 99900005/70-02 on 7B1002-06. Noncomp I Une • 
noted: stalnleaa steel welding procedures did not address all 
requirsments of applicable specification NP8 595215. 

MCNEILL-W. M. . WHITE6ELL. D. E. Region 4. Dallas. Vendor 

Inspeetion Branch. 78/10/19. 7pp. 

7908050233 NURe0/CR-034l ■ 

"Reactor Safetg Research Programs Quarterlg Rept. Apr-Junt 
1978. ” Describes activltg re ultimate heat sink performane* 
measurementti steam generator tube Integritg- graphite 

nondestructive testing b acoustic emission. 4.. 

HOOPER- J.L. Battolle Memorial Institute- Pacific Northwest 
Lab OP a t or g. EY-76-C-06-ie30. PNL -2653-2. 70/10/31. 161pp. 

Available at NTIS. 

7902050247 Forwards list of PObE .fllas which NRC b Intervenors have 

2«lfln.t.d ?o? production. shock that PObE ha. . ant 

rscent relevant documents to warehouse. Production of files 

HORN-H. C. California- Stats of. 70/12/86. 39pp. 

7902050864 Forwards documents for plaeemsnt in POR to b« filed ulth 

Oflbflp 8ECY^7Q“*4 15. . *• l. //n i < o f n 

HCOREODR. E. W. Correspondence b Records Branch. 79/01/18. Ip. 

7908050866 Staff should continue its dlscossloni w/other fedoral 
agencies re joint fact-finding proceeding on occupational 

CHILK^s!*”. * "office of the aecreterg of the Commission. 79/01/15. 
ip. 

7908050270 Request Initiation of joint ‘‘ 

other federal agencies r# occupational 

CHILK. B. J. Office of the Becretarg of the Commission. 70/11/30. 

Spp. 


7902050194 Responds to 700000 NRC rsqosst for addl Info on Insp 

BOLLARD. W. J. Hestinghouse Elsctrlc Corp. NFD-1281. 78/08/81. 

3PP. 

7902050200 Ack rieelpt of 700717 Itr b requests addl Info re corrective 
b prsventivi actions b Implemsntetlon detss for Intp 
findings A. l-A. 8- b A. 3. t. k 

POTAPDV0- U. Region 4- Dsllss- Vendor Inspection Branch. 

70/00/00. Ip. 

7902050204 Responds to 700619 NRC Itr rs violations notsd in Insp Rept 
99900005/70-01. Corrective actions; none are necesserg for 
calculations allegedlg unidentified bg subj. author, b date, 
nor doee reload safetg enalysls checklist violate ANSI. 

DDLLARDi W. J. Hestinghouse Electric Corp. 70/07/17. 4PP. 

7902050807 Forwards QA Program Insp 99900005/78-01 on 700588-86 b 
notles of violation. „ l 

POTAPOVS-. U. Region 4- Dallas- Vindor Inspection Branch. 

70/06/19. IPP. 

7902050210 Notice of violation from insp on 700528-86. 

« Region 4- Dallesi Vendor .Inspeetion Branch. 70/06/19. 2pp. 


7908050206 NUREO/CR-0213 

"Advanced Instrumentation for Reflood fitudiea Program 
Quarterlu Prooress Rept - Dc t— De c 1977. 

EADB-B. 0^ OATEe-R.P.- HARDY Oak ”^'<9'’ 

B-0413. ORNL/NUflEO/TM-8. 70/09/30. 61pp. Available at NTIB. 

7902050290 Hrltten statement supplemental to oral presantation on 
bahatf of Commonwealth Edison Co. it 

impacts proposed role. Urges adoption of Interim rule as 
MCOnANERY^yp'"*LeBoeuP. Lamb- -Lelbg b MacRae. 79/01/23. 10pp. 

factor, n.ad.d 

to osnetrate various security barriers. . . . ^ 

FAINBERO-A.- BIBBER, A.M. Braokhaven National Laboratory. 
E_7*_C-02-0016. 78/11/30. 47pp. Available at NTI9. 

7908050299 NUREO/CR-0423 . . „ . a*— 

"LHR Safety Research Program, Quarterly Progress Apr 

June 1970" Discusses progress re LOCA heat transfer b fluid 
dynamics. transient fuel response b fission product relaata 

aACHB^Ri 0. , KYOER-V. A. Argonne National Laboratory. FIN A-8014. 
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790a090307 NUHEO-OSai 

"Radioactiva Mail Raleaivd from Nueltar Poutr Plantt>Annual 
Rapt 1977. " 

DECKERiT. R. Off lea of Hanagamant and Program Analgtit. 79/01/31. 
IBSpp. Aval Ub la at NTI8. 


7902090311 Forwardt Blarra Club rabuttal itatamant to Commlationara. 
RESNIKOFFiK. StarraClub. 79/01/22. Ip. 


790209031A Blarra Club rabuttal to Conml aiionara ra radlonucl Ida* to ba 
Includad In Tab la 8-3. Agraa* w/Kr-B8> 1-129. C-14 t. tritium 
aalactlon. Oiaagraa* y/llsting of fliilon product (< Ru-106. 

Tc-99 ahould ba Hated. 

• Sierra Club. 79/01/22. 4pp. 


7902090312 Petltlonar'a reply eommanti to NRC re adaiiuacg of Indian 
aafeguarda ti fuel need*. Bal lava* aaport llcenta (hould ba 
danlad. M/Cartlf Icate of Bve and. 

CURTIS. C.E. I BARNES. J. N. . BGHORRiB. J. Natural Raaourcai Oafante 
Council. 79/01/23. App. 


790SOA0009 NRC prahaarlng conference brief > aniwara to CA Dept of Uatar 
Raaoureaa motioni ra hearing diacevarg achadule tc atatua 
rapt. Idantiflat quaatlon* raiaad by Board during 780927-29 
prahaarlng eonfarance. Certificate of Bve and. 

OOLDSEROi J. R. . EVANS. D.J. Office of the Executive Legal Director. 
VCK3LER, B.H, Anti-Truat Divlaion. 79/01/12. 31pp. 


79020A0010 NUREa/CR-021A 

“Radiation Doat Eatimataa from Tlmapiecea Containing Tritium 
or PraBathlum-i47 In Radlolumineua Painta. “ 

hCDONELL-BOYER, O'DONNELL. F. R. Oak Ridgt National Laboratory. FIN 
B-0114-8. 7B/O9/30. 39pp. Aval labia at NT16. 


7902060012 Comaanta on propoaed rul# 10CFR34i argue* that rule will 
raiae coata w/o enhancing aafety. 

NHIPKEY.J. E. Affiliation Unknown. 79/01/03, 2pp. 


7902060013 NUREO/CR-OOSS 

Final Rapt "Matl Unaccounted For. Performance Analyaia of a 
NRC Llcanaee. “ 

SlRIiU, E. Lawrence Berkeley Laboratory. POHERB. J, T, . HIMPEV. J. F. 
Science Appl Icatlona. Inc. H-7409-ENe-48. 79/01/31. 76pp. 

Available at NTIB. 


7902060014 Comaanta on propoaed rag guide: auggeata clarification & 
ralaxad reactor protection channel teating riAuiremanta. 

CAHILL. M. J. Conaoltdatad Edlaon Co. of New York. 79/01/03. Ip. 


7902060017 Comaanta on propoaed reg guide: auggeata addl info to clarify 
diatlnetlon botueen “Initial callbr" i< ''periodic Inplant 
colibr. “ 

MCOAUOHY. J, P. Mlaaleelppl Power h Light Co, 7S/12/B9. Ip. 


7902060019 Executive Branch poaitton ra Hltaubiahl Inti Corp 
application to txport 930.911 kg natural’ U to Canada. Licanaa 
ahould be grantid.Ltr of aaauranca from Canada and. 

NO8EN70. L.V. State. Dept. of. 79/01/29. 4pp. 


790206002B Executive Branch pocltlon re Ttxaa Nuclear Dlv application 
to export 30 aid of Pu-S3B in a neutron tource to South 
Korea. Recommenda licenai ba grantad. 

NOBENZO.L. V. State. .Dept. of. 79/01/19. 2pp. 


7902060031 Executive Branch poaltlon re Texaa Nuclear Dlv application 
to export 1 laalcd aourct containing 30 mCt of Pu— 238 to 
Venaiuila. Racoauatnda licenae ba granted. 

NQSENZO.L. V. State. Dept. of. 79/01/19. 2pp. 


7902060033 Executive Branch Petition ra Nltaublahi Inti Corp 
application to export 6.928 kga of U-239 to Japen. Recommenda 
licenae be granted, Foruarda 790119 Itr of aaaurenca from 
Japan, * 

NaSENZOiL. V. State. Dept. of. 79/01/24, 3pp. 


7902060039 Foruarda Dept of Hater Reaoureea' rept of document produced 
by PObE. ‘ 

DEURMEJIAN. 0. . HORN.H.C. California. State of, 79/01/12. Ip, 


7902060041 Dept of Hater Retourcea rapt of documanta produced by 
PObE. Cannot atate whether elimination of nonataf f-deaignated 
filet would impair caae. Bellevea NRC omitted valuable filet. 
H/Cartlf leata of Sve. 

HORN.H.C,, DEUKMEJIAN, 0. Celifornia, State of, 79/01/12. 9pp. 


7902060037 Application for lieena# to import 22.071 kg U enriched to 
MX of 93. 12X. 

HATTBON.V. Trantnudear, Ine. 79/01/29, 2pp. 


7902060033 Executive Branch position re Honaanto Reaearch Corp 
application to export 20 Cl of Pu-23B in a PuSDe neutron 
tource to Thai land. Recommend t licenae be granted. 

NOBENZD.L. V. Statti Dept. of. 76/01/24. 2pp. 


7902060042 Confima that govt of Japan appointed Natl Inatltute of 
Radiological Science at an authorized entity to Import 
O.OOOOOB milligrama Pu-239 b 0.0003 milllgrama Pu-24S. 

SlZUKl, K. Japan. 79/01/19. 2pp. 


7902060044 Foruarda reviau of transporatlon aectlon from Oct 197S 
"Draft Rept of Secretary of Reaooreoi' Btate Taak Force on 
Nuclear Energy b Radioactive Mitlt. “U/NRC carrectiona b 
commentfiQA atd* b review of emergency procedurea. 

RYAN, R. 0. Office of State Programi. 79/01/24. 274pp. 


7902060049 Forward* draft of transportation section from draft "Rept of 
Seeretary for Resources' State Taak Force on Nuclear Energy 
& Radioactive Nitla. " Regueata NRC review b commente. 

0REEN8ER0, P. A. California. State of. 78/lt/Ol. 127pp. 


7902060073 "Acoustic Emltsl on/Flau nelatlonohips for Inaervica 
Monitoring of Nuclear Pressure Vessels." Dec 197B progreas 
rept. 

HUTTON, P.H.. SCHHENKi E. B. , KURTZ, R.J. Dattelle Kencirial Institute. 
Pacific Northwest Laboratory. FIN B-20aB. 79/01/22. 9pp. 


7902060078 Requests amend to Import license to increase permissible 
enrichment from max 93. 19X to 93.3'/. in U~239 Isotope. 

Needs approval by 790120. 

AHEARNE. T. F. Union Carbide Corp. 79/01/10. Ip. 


79020600S3 Request* amendment to license to increaee amount of matl 
euthoriied for export. Also request* aulhorliation of no more 
than a kg of Pu in 2.3 hg Pu oxide b IBO kg natural Ur as 
Ur oxide In chemical b physical form.. 

H1L80N, B. D. Oaneral Electric Co. .Nuclear Energy Product* Dlv. 
BDW-79003. 79/01/03. Ip. 


7902060113 "Distribution Coefficient* for Radlonucl i daa in Aquatic 
Environs." Aug-Oet 1976 interim statu* rapt. 

• Washington. Unlv. of. FIN B-9749. 78/10/31, 12pp. 


7902060118 "Sediment b Radionuclide Transport in Rivers." Oct 1978 
interim statue rept. 

# Battelle Memorial Institute, Pacific Northwest Laboratory. FJN 
PNL-2279, 70/10/31. 2pp, 


7902060119 Answer of CA Dept of Hater Resources to Southern CA Edison 
motion to quash 780924 subpoena duces tecum. Requests denial 
of motion as mod for production of subpoenaed document*. 

W/Certif tcate of Bve b exhibits. 

BTRUMHA8BER, M. J, DSURHEJIAN, 0, , ABBOTT. H.J. California. Stafca of. 
79/01/19, 47pp, 


7902060179 Ltr of assurance re Trensnuelear, Inc application for licensB 
to export 189 kg U-235 to Atomic Energy of Canada. Ltd, 

KEEPFE, R. Canada. 70/09/18. ip. 


7902060311 Forwards QE rept NEDD-23Q06, "Hark II Main Vent Lateral Loads 
Summary Rept. " 

8QB0N, L. J. Oeneral Electric Co. .Nuclear Energy Products Dlv. 
MFN-020-79, 79/01/24. Ip. 


7902060317 NEDD-23a06 

"Mark II Main Vint Lateral Loads Summary Rept" conclude* 

Hark II lead plant downcomer vents designated u/current 
specs art adequate now b also meet new. more vigorous 
criteria. 

DAVIS, H.M. Oeneral Electric Co. .Nuclear Energy Products Dlv. 
7eNE0362. 7B/12/31. 23pp. 


7902060428 Poruirds computer listing of NRC personnel Involved in 
development of nuclear stds. in response to 790108 ltr. 

HE18S. E. Office of Btandarde Development. 79/01/29, 36pp. 


7902060430 Forwards comments on NUREO/CR-031 1. “0 round water Elements of 
In Situ Leach Mining of Uranium," Seeks rationels for many 
recommendations b questions value of rept. 

LINDLEV.P. A. Nitsho-Iwil American Corp. 6240FRIO-IS. 79/01/22, 

4pp. 


7902070009 TFDP-TR-307 

"PBF/LOFT Lead Rod Till Program Experiment Predletione 
Document. " 

VARACALLE, D. J. , DRAKE, T. E. . COX.H.R. Idaho National Engineering Co. 
FIN A-6UI. 78/12/31. 144pp, 
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7902070034 Transcript of ACR8 790129 public moating In Ha«h ing ton. DC re 
ArcMtoct/Snfllneor Dalance of Plant Subcammlttae, 
tt supporting documontation. Pp t~99. 

8IE8B-C.P. . MATHIS. H.M.. RAY. J. J. ACRB - Advlsorg Committee on 
Reactor Befeguards. 79/01/86. I63pp. 


7903070029 Unofficial transcript of 790129 public meeting in Washington 
DC re final program plan for NRC FY79 budget. Pp 1-76. 

HENDRIE. 0. M. . 0ILIK8KY. V. . KENNEDY. R. T. Commission. 79/01/39. 

7Bpp. 


7903070027 eECY-79-93 

Requests approval of raprogrammlng renuirements to be 
submitted to NRC Congressional committee for approval. 

Includes proposed reprogramming action w/budget. 

Congressional guidelines (i draft Congressional Itrs. 
OQBSICKiL.V. Office of the Esecutlve Director for Operations. 
79/01/32. 94pp. 


7902070029 Hattr reactor research director monthlg rept on programs of 
setniseala. thermal fuels behavior. 3-D. code development b 
analyslf. code assessment b applications, b line items, 

YOARflONDO.L. J. Idaho National Engineering Co. EY-76~C-07-1970. 
VDR-B-7?. 79/01/29. 190pp. 

7902070031 Responds to 701213 Itr re NRC geographic consolidation. NRC 
is continuing to work u/OSA in identifying location. 

HENDRIE, J.H. Commission. 79/01/12. Ip- 


7902070032 Erprassei hope Commissioner Hendrle uill do anything 
possible to consolidate offices of NRC in downtoun 
Washington. 

CARRY. M. DUtrlct of Columbia. 70/12/13. ip. 


7902070034 Commants on proposed Reg Oulde. Notes differences from Reg 
Oulde draft b criticiies certain suggested proceduree 
follouing haiardous events. Opposes implementation section b 
inclusion of applications docketed prior to 700101. ^ 

CAHNi A. L. Qechtel Power Corp. <8ubs. of Bechtel Corp. 1. 70/08/16. 

8pp. 


7902070036 Comments on proposed Reg Oulde. Rejects regulatory position 
C-J. Util's Bsparlence u/many battery installations at 
generating atatlons Indleatee renulrments stated in lEEe-4B4 
ire sufficient to prevent problems. 

HEED. C. Commonwealth Edison Co. 79/01/19. ip. 


7902070037 Comments on proposed rulomaklng I0CFR2-6: suhmi ts petition to 
amend Rules of Practice to prescribe time periods for 
completion of lUeneing review. Present regulations encourago 
unneceatary time lapse. 

COWANiD. Z. Affiliation Unknown. 70/12/29, 6pp. 


790207003B NURE0/Cfl-02B9 _ „ . 

"LMR Pressure Vessel Irradiation Burvelllanee Dosimetry. 

Uan-Kar i97B quarterly progress rept. Discusses neutron 
dosimetry b damage analyils for predicting integrated 
eiposure of LWR pressure vessels., . 

OUTHRIE.O.L. . MCELROY, H. N. , UlPPiNCOTT, E. P. Hanford Engineering 
Development Laboratory. FIN-D-9f08. HEDL-TME 76-B. 79/01/31. 

92pp. Available at NTI8. 


pulll 


7902070042 Transcript of 790129 public meeting in Washing ton, DC re 
proposed authoriiation hearing testimony In Feb 1979. 

Potential problems in hearing; waste mgt, Lewis Rept b 
licensing reform legislation. Pp 1-1S7. /-,a 

HENDRIE. U. M. 1 QILINBKY.V., KENNEDY, R.T, Commission. 79/01/2S. 
137pp. 


7902070062 “Licensing Code Application Oreup. Summary of IRT Code Hods.' 
LEVINE. H.H., 8HIER.W. 0. , HSU, C. J. Brookhaven National Laboratory. 

FIN A-3005. BNL-NUnEO-29334. 70/12/31. 36pp. 


7902070063 Notification of contract esecutlon: “FOR Mierographlc 
Storage b Retrieval 8ys. '' awarded to ACCESS Corp. 

MEDROU, L. A. K. Administrative Contracts Branch. PIN 8-6337. 

79/01/29. Ip. 


7902070065 Contract for “PDR MIcrographie Storage b Retrieval Sys.“ 
awarded to ACCESS Corp. 

MATTIA, M. J. Division of Contracts. FIN B-6397. NRC -17-79-449. 

79/01/29, 161pp. 


7902070072 NUREO-0521 

"Rodloaetlve Matls Roleaoed from Nuclear Power Plants,*' 
annual rept for 1977. 

DECKER. T.R, Office of Management and Program Analysis. 79/01/31. 
167pp. Available at NT18. 


7902070070 Forwards OE request for amend to License X8NM-803 to 
decrease quantity of Pu authoriied for enport. Should be 
considered in conjunction ui/amend request forwarded 7B1124. 
OPLINOERiO, 0. Assistant Director for Esport/Import b International 
Safeguards. 79/01/33. ip. 


7902070090 Comments on proposed 
paragrephi . i nc i ud 1 ng need for 
qualification of applicants b 
license approvals under Part ! 
KEARNEY, J.J. Edison Electric 


rule 10CFR78: comments on siveral 
provision recognising 
sites which have current 
> 0 , 

institute. 79/01/22. 6pp. 


7902070079 Comments on proposed rule 10CFR30: suggasts rtvlslons. b 
deletion of proposed requirement re use of same edition b 
agenda at all other sections of ASHE code. 

SHERWOOD, 0. 0. Oeneral Electric Co. .Nuclear Energy Products Dlv. 
HFN-014-79. 79/01/16. 2pp. 


7902070096 Comments on proposed rule 10CFR80; suggests minor amend re 
retroactive implementetion of A8ME Section 3. Paragraph 
NCA-1140. to govern coda applicability for addenda issued 
prior to Winter 1977 addenda. 

O'DONNELL. E. P. Ebaico Services. Ine, (Bubs, of Enserch Corp. >. 
79/01/17. Ip. 


7902070097 Comments on proposed rule 10CFR50; supports addl 
floslbility. Desires clarification of ambiguous second 
sontenco to avoid unjustified rigorous enforcement re 
400 1 Icab 11 Ity of identical edition b agenda. 

ANDERSON, T. M. Westinghouse Electric Corp. N8-TMA-2027. 79/01/17. 

2pp. 

7902070093 Comments on proposed rule 10CFR20: supports rule change. based 
on nftgatlv* etpariancai vb buriAl of radioactive waste*. 

Supports increased opportunity for public participation 
before license is granted. 


7902070099 Comments on proposed rule 10CFfi20; opposed to change. Cites 
anticipated negative environ Impacts. Including increased 
transportation haiards b offsite disposal difficulties. 

CURE. J. W. Affiliation Unknown. 79/01/26. ip. 


P02070100 Comments on proposed role 10CFR20: opposes rule because it 
will reduce fleslbillty ra radioactive waste dl sposal. Change 
will result in overuse of remaining licensed disposal 
fac 1 1 ities. „ . 


790&070043 Comments on proposed rule 10CFR72; facili ty should provide 
protection from weather eitremes to preclude criticalities 
b rupture of basin. 

DUOONE, J. Allied Chemical Corp. 79/01/10. 3pp. 


702070101 Comments on proposed rule 10CFR140: agrees w/NRC decision to 
oserclse its discretionary statutory authority under Prlce- 
Anderson Act re govt indemnity for spent nuclear fuel. 




7902070046 “Racommondatlons to NRC on Inservico Testing Program. “ 
REBTIVO.T.. LETTIERl.V. , HALL, R. E, Brookhaven National Laboratory. 
FIN A-3H7. BNL-NUHEO-28496. 78/12/31. 40pp. 


7902070047 Comments on proposed role 10CFR61 ; answers questions re 
preparation of EI8 which will be used as Info base for 
regulations. Suggests reconsideration be given to regionally 
operated b federally owned disposal facilities. 

LANAHAMiP. New York, State of. 79/01/10. 12pp. 


7902070103 Forwards lleense application X6NH-1437 requiring itr of 

OPLINOEr!*o'^ 0° ^"Assistant Director for Export/Import b Internatlonil 
Safeguards. 79/01/29. ip. 


7902070104 Comments on proposed rule 10CFR140; d Isputes premise 
Prie e-Anderson Act Indemnification does not automatical !y 
apply. 

ROIBMAN, A. Z. 


Natural Resources Defense Council. 79/01/22. 


that 

2pp. 


7902070081 NUREO-75/OB7 

BRPr Revision i to "Table of Contents." 
a Office of Nuclear Reactor Regulation. 79/11/24. 


12pp. 


'902070103 Summary of 790109 meeting w/representat ives of DWR licensaes 
which do not have recirculation P*""?®’ '’J*'*'**®* 
recirculation pump trip.M/llst of attendees b sample itr 
requesting recirculation pump trip ISoo 

nOCDNEV. V, L. Operating Reactors Branch 3. 79/01/26. I3pp. 
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790S07di0& Comntnti on propoitd Rag Qulda 3. 8: should Includa sictlon on 
tha anvlron inpacts on Natlva Amarieans tc thalr culhura. 

YOUNO^R.E. Affiliation Unknoun. 79/01/06. Spp. 


7902070107 ConMnints on propoitd rule I0CFR140: agriet that NRC should 
tiarciaa its authorltg to axtand indamnity coviraga to spant 
fuat ganaratad at ena raactor but storad at anothar. 

BARDEBtC.R. Affiliation Unknown. 7?/0t/lB. 2pp. 


7902070108 8uppls NRC 781120 (< 781220 Itrs.NRC cannot act on 
applications to aiport eeisponants to Hast Oarnany (c tha 
Natharlanda until assuraneas ra ratransfars art rtealvcd 
fran tha importing eountrias. 

BllEArO.R. Of flea of Intarnatlenat Programs. 79/01/29. Ip. 


7902070110 Licansa for Transnuc lear> Inc to aiport 4.665 g U-23S to 
Canadla. 

OPLlNOERi 0. 0. Assistant Oiraetor for Eiport/Import ti Intarnatlonal 
Safaguards. 79/01/25. 2pp. 


7902070112 Forwards licansa application kSNIi-lASa requiring ttr of 
assuranca. U/o and. 

OPPLlNOERi O. 0. Assistant Oiraetor for Eiport/lmport (< Intarnatlonal 
Safaguards. 79/01/23. Ip. 


7902OBOO02 Raquasts asslstanca in datarminlng proptr LPDR for 
StuyvBsant stta. 

REOANtM. H. Environmantal Prejact Branch 2. 79/01/26. 2pp. 


7902080019 Hlnutas of 781011-12 ACR6 Uasta Hgt Subcommittaa masting in 
Uas h ingtoni DC to raviaw NRC rasaarch ra wasta ngt. 
a , ACR8 ~ Advisory Committaa on Raactor Safaguards. 79/01/05. 

825pp. 


7902080022 Hlnutas of maatlng hald on 780724-25 in Wash Ing tan> DC to 
raviaw prograst on NRC staff study of wasta disposal 
claaalf Icatlon <NURE0-04S6> (i to discuss NRC rasponse to 
actions auggastad in 00E/ER-O04D. 

a ACR6 - Advltory Committaa on Raactor Qafaguarda. 78/07/24. 
ISOpp. 


7902080025 Hlnutas of 780927-28 meeting hald in Wathlngton. DC to raviaw 
certain aspects of emergency plannlngt draft Rag Oulda 8. JB 
ra radiological protection training for LWR parsonnali Sc NRC 
rasaarch program on radiological affects. 

a ACnS - Advisory Committaa on Raactor Safaguards. 78/11/22. SOpp, 


7902080029 Hlnutas Of 780926 meeting hald in Wash Ing tone DC to review 
NRC rasaarch program on safaguards b security. 

a ACRB - Advisory Committaa on Raactor Safeguards. 78/11/17. 31pp. 


7902080033 Hlnutas of 781028 masting hald in Mashlngtoni DC to develop 
info ra steam generator repair program b to datarmina 
whathar ACRB should raviaw this program b rapt findings, 
a ACR8 - Advisory Committaa on Reactor Safaguards. 78/11/2B. 41pp. 


7902080037 Raquasts Exacutiv Branch review of Nlssho-Iual American Corp 
application for licansa to export 8NH to Oapan. 

OPLlNOERi 0. 0. Assistant Director for Export/lmpor t b International 
Safeguards, 79/01/25. Ip. 


7902080030 Minutes of 781004 maatlng in Wash Ing ton. DC to discuss 
■ avaral Rag Ouldesi revlaions to appendices to CFR b other 
matters ra reactor licensing activities. 

a ACRB - Advisory Committee on Reactor Safaguards. 78/11/20. SOpp, 


7902080041 Hlnutas of Hatal Components Subcommittee meeting held on 
780911-12 in Wash Ington; DCi to develop info for consideration 
by ACRB in Its review of NRC metallurgy b metis rssaarch. 
a ACRB - Advisory Committsa on Reactor Safeguards. 7S/09/11. 
200pp. 


7902080042 Raquasts Executive Branch review of TX Nuclear Div 
application for licansa to export 8NH to Spain. 

OFLlNOERi 0. 0. Assistant Director for Export/Import b International 
Safaguards. 79/01/25. Ip, 


7902090054 Responds to 781005 NRC Itr re violations noted In Insp Rapt 
9990034B/78-01. Corrective actions: proper raquall f icatlon 
period spec 1 fiedi welding matl certification now accords w/ 
criteTiontwald wire testadiQA Manual revised etc. 

KARQlSONiD, X-Ray Industriesi Inc. DOH-022. 78/11/14. 9pp. 


7902080059 Notification of Contract Execution; ’'Technical Rept Writing 
Couraest" awarded to Communication Skills Co. 

HOYLEi A. Purchasing Section. NRC 10-79-367. 79/01/24. ip. 


7902060062 Contract for "Technical Rept Writing Courses” awarded to 
Communication Skllli Co. 

HAROETTiD.J. Division of Contracts. NnC-10-79-367. 79/01/24. 

4pp. 


79020B0090 Forwards NRC data identifying NRC contracts per NRC 
Authoriiatlon Acti P. L. 95-601. W/attachments daicriblng talk 
order contracts) interagency agraamantsi obligations by 
budget elements b obligations by program office. 

HENDRIE, J. M. Commission. 79/01/02. Slpp. 


79020B0IO1 Comments on proposed rule 10CFR2O: no need to change 
existing regulation. Cites addl costs b dangers if rule Is 
iccaptadidue to increased personnel exposure b increased 
transportation costs for metl shipment. 

ANDERSON) D. H. Qio-Dynamlcsi Inc. (subs, of Deehrlnger Manhetm 
Corp. ). 79/01/16. 2pp. 


7902080107 "Recommendations to NRC on Inservlce Insp b Tasting Program* 
Revision 1. " 

LETTIERIiV. . OSBORNE) W. C. I HALL. R. E. Drookhaven National Laboratory. 
FIN A-3117. BNL-NUREO-25453. 78/06/31. 3Bpp. 


7902060129 Minutes of 221st ACR8 meeting held in Wa sbing ten* DC. on 
780907-09. Minutes from various subcommittee groups, 
a ACRB - Advisory Committee on Reactor Safeguards. 78/09/07. 
500pp. 


7902060131 Forwards Itr from YH Paternot. represent ing Framatomt) 
requesting withdrawal of application to export nuclear 
components to France, H/o end. 

□PLtNOER) 0. 0. Assistant Director for Export/Import b International 
Safeguards, 79/01/25, ip. 


7902060134 Comments on proposed rule on NRC licensing procadures for 
geologic repositories for high-level radioactive wioetes. 

Concept as formulated is not ready for licensing. 

KELL. D. 8. Florida. State of. 79/01/19. 14pp. 


7902060137 Comments on proposed rule. Endorses comments re licensing 
procedures for geologic repositories for high Itval 
radioactive wastes transmitted by 790116 Itr from 
Lowensteln. Rsi t) Axelrad b Toll. 

PARKER. W.O. Duka Power Co. 79/01/24. 2pp. 


7902060140 Comments on proposed rule. Agrees in general w/proposed 
procedures re proposed licensing procedures for geologic 
repositories for high level radioactive wastes. 

FEE.W.F. Northeast Utilities. H5C-79-0-13. 79/01/16. Spp. 


7902060141 Request Executive Drench review of Industrial Nucleonics 
Corp application to export byproduct matl to USSR. W/o end. 

□PLINOERi 0. 0. Assistant Director for Export/Impart b International 
Safeguards. 79/01/25. Ip. 


7902080144 Comments on proposed rule. Oenara 1 Ly concurs w/preposed 
licensing procedures for geologic repositories for 
high level radioactive wastes. 

HEDEMAN. W. N. Environmental Protection Agency. 79/01/24. ip. 


7902080153 Forwards IE Insp Rept P-657/70-02 on 7ail2B-30. No 
noncompliance noted. 

CARLSON. R.T. Region 1. Philadelphia, fleaetor Construction b 
Engineering Support Branch. 70/12/26, 2pp. 


7902080162 IE Insp Rapt P-657/7B-02 on 78H2B-30. No noncompl lance 
noted. Major areas Inspected: pre-doe keting OA implementation 
Including project status, organl latlon. procurement* design 
review b auditing. 

FOLSOM. 8, A.. MARKQWBKI.n. 8. , MCOAUOHY. R. W. Region 1* 
Philadelphia. Reactor Construction b Engineering Support Branch. 
70/12/26, 9pp. 


7902080161 Requests Executive Branch review of WastinghousB application 
to export specially designed components to French reactor 
facilities. 

□PLINOER. 0. 0. Assistant Director for Export/ tmpor t b International 
Safeguards. 79/01/25. ip. 


7902080167 "Structural Integrity of Water Reactor Preesuro Boundary 
Components." bee 1978 monthly status rep t. Describes work on 
fatigue crack growth. frac ture toughness, radiation 
sensitivity b postirradlation properties recovery. 

LOBS) F. d. Metallurgy b Materials Branch. 6390-7M; FJL: LDW. 
79/01/04, 4pp. 
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79080B0171 Foru»r(l» OE 790110 Itr raqutttJng amend to lleenfe to add 
add) Intarmsdlate conilgneo. Requeitt vlsus on potiible 
iaauance Impact on US Interests b If amend meets Atomic 
Energy Act stds.W/o end. 

OPLINOERt O. 0. Assistant Director for Eiport/lmport & International 
Safeguards. 79/01/29. Ip. 


79OS0SO179 Requests Eiecutiva Brandi review of Mitsui (t Co license 
application to eiport components to Japan. 

OPUINOEtti 0. 0. Assistant Director for Eiport/Import (< International 
Safeguards. 79/01/83, Ip. 


7902000202 Requests termination of NRC review of UCAP-B7S4. "Environ 
Quail fication of Class IE Motors for Nuclear Out of 
Containment Ussi " superceded by NCAP'-89B7. 

ANDERSON. T. H, Nestlnphouse Electric Corp. N9-THA-1994, 79/01/29. 

• p. 


7902000273 Requests Eiecutiva Drench review of OE license application 
to export 9j B79 tgs U enriched to 3.17. U-839 to Japan. N/o 
end. 

OPLINOEfti 0. O. Assistant Director for Eiport/Import b International 
aafeguardt. 79/01/23. Ip. 


79020B02S3 Advises of CE request for withdrawal of eiport license 
eppl it a tlon. N/o end. 

OPUINOEfli 0. 0. Assistant Director for Eiport/Import 8i Intsrnational 
Bofeguards. 79/01/23, Ip. 


7902000833 Forwards Delegation of the Commission of the European 
Communities Itr providing addl Info on license application 
XBNM-142S. H/o end, 

apLINOERi 0. 0. Assistant Director for Eiport/Import International 
Safeguard!. 79/01 /25. Ip. 


79020D0291 Comnents on proposed rule 10CFR20: c i tes adequacy of present 
rules t Increased costs U safety haiards If new rule is 
adopted. 

VDIGHT. A. F. Iowa atate Univ. 79/01/22. 3pp. 


7902000292 Comments on proposed rule 10CFR20: suggests ruls be changed 
td exclude mill tailings an wastes produced by U ors mining. 
NUOENT.E, L. Pathfinder Mines Corp. 79/01/14. Ip. 


7902000293 Comments on proposed rule 10CPR20: c 1 tes Inadequadet of rule 
to protect public t environ. Applicants for redloectlve waste 
disposal fadllties should ha required to analyte pertinent 
environ facts. 

DlMAlO.e, , DIMAID.B. Affiliation Unknown, 79/01/19, 2pp. 


79020Q0300 Comments on proposed rule 10CFR73: suggests clarification of 
definitions & Inconsistencies re design base requirements. 

Storage racks should be structurally compatible u/selsmic 
design criteria, 

JACOBS, a, D, Stone N Webster, Inc. 79/01/08, Spp. 


7902000301 Comments on proposed rule 10CFR72: procedures should be 
clariflad to permit public comment I, intervention. Suggesti 
reducing annual dose limit criteria. 

DEBOER, T.K. New York, State of. 79/01/15. 2pp. 


7902000302 NUREO/CR-0169 

"Loft Experimental Measurements Uncertelnty Analyses, Uol 
XIV, Loft Drag Dlic-Turblne Transducer Uncertainty Analysis." 

Reeponsa of turbine Is 50 ms & response of drag disc Is 
10 ms, 

SILVERMAN, S. Idaho National Engineering Co. FIN A-4043. TREE-10B9. 
7S/11/30. eopp. Available at NTIS. 


7702000303 Comments on proposed rule 10CFR90;need more specific 
guidelines for determining when emergency planning outside 
of low papulation tone Is required. 

OILLELAND, J. E. Tennessee Valley Authority. 79/01/22. 2pp. 


79020B0304 Comments on proposed Reg Oulde B. 43: need revisions to 
clarify scope of guide re commerrclel power plant fuel 
storage facilities (< min weight values for 11-233 h 
Pi). 

DAILiL. C. Duke Power Co, 79/01/19, 2pp. 


79020B030S Eiecutiva Branch position re General Motors Saginaw Btaerlng 
Gear Olv application to export 12 ball screw assemblies to 
Korea via Canada. Enel 7901S3 Itr from Canadian govt 
providing assurances of matl use. License should be granted. 

NQSENZO, U. V. State, Dept. of. 79/01/29. 4pp, 


7902060304 NURE0-03B0 

"Program Summary Rapt," Vol 3, No l.iommarijos info re all 
phases of nuclear regulat loni intended for NRC mgt. Areae 
covered Include nuclear power plante in U8, reactors under 
const, research reactors, foreign reactors 1, nuclear matls. 

» Office of Management and Program Analysis. 79/01/19, B22pp. 
Available at NT19. 


7902060310 Requests Commissioners to personally aiamtne smergency 
planning issue b to call for further presentations outside 
NRC. NRC comments on Citlieni for a Better Environ, "Nuclear 
PoiAr Plant Evacuation Plans Rept" end. 

R0I8MAN, A. Z. Natural Resoureei Defense Council. COMEV, D. D. 
Citiiens for a Better Environment. 78/10/25. Ip. 


790200031! Responds to 78U09 «. 701206 Itrs requesting draft 
Commission memorandum & order for comment prior to final 
decision. NRC I, other parties do not receive draft 
memoranda b orders prior to t ssuenee. W/enc 1 request. 
MENDRIE, J. M, Commission. 79/01/12. 2pp. 


7902060312 Interim rept of experiment requirements for anticipated 
transients u/ b w/o scram, Revl eus fuel rod behavior during 
meet significant avents. Proposes program to simulate 
transients In power burst facility. 

CHARYULU, H. K. , CRDUCHER, D. H. Idaho National Engineering Co. FIN 
A-6046. 79/01/31. 91pp. 


7902080313 Forwards OE topical rept, NEDE-24194-9 b NEDE-a4194, 

"Quell fleatlon of Oni-Dlmenslonal Core Traniient Model for 
BWRs. " End available In Central Files. 

QUIRK, J.F. General Electric Co., Nuclear Energy Products Dlv. MFN 
439-78. 78/12/15. 4pp. 


7902080314 Responds to FOIA requests for HABH-740, WABH-1400 w/all 
appends b other attachments. Documents ars forwarded, along 
w/Lewis Rept b NRC policy statement of 790113. M/o end. 

FELTON, J.M. Division of Rules and Records. ' 79/02/05. Ip, 


7902080317 FOIA request for WA8H-1400 u/all appends b attachments. 
BCHLI8SER, J. E. Affiliation Unknown. 79/01/17. Ip. 


7902080319 FOIA request for UA8H-740 w/all appends b attaehmsnti, 
SCHLI8SER, J. E. Affiliation Unknown. 79/01/17. Ip. 


7902080321 Responds to undatsd FOIA request for documsnts re UFO 
sightings at llcsnsed fadllties. NRC has no such info. 

Two other documents requested re accuracy of Reactor Safety 
Study are forwarded. W/o end, 

FELTON, J.M. Division of Rules and Records. 79/08/06. Ip. 


7902080323 FOIA request for NRC documents re UFO sightings at llcenssd 
facilities b info on accuracy of Reactor Safety Study. 

RADNOR, M. Affiliation Unknown. 79/01/25. Ip. 


7902080324 Ac k receipt of 790115 Itr informing NRC of iteps taken to 
correct deviations noted In IE Insp Rept 99900521/78-03. 

POTAPOVS, U. Region 4, Dallas, Office of the Director. 79/01/31. 
Ip, 


7902080324 Responds to NRC 781220 Itr re deviations noted in IE Insp 
Rept 97900521 /78-03. Corrective actions: time extensions to 
spic change notices which cannot be incorporated w/in 120 
days, b document review techniques will be reevaluated. 

CARAC1,I.R. Dechtel Power Corp. (Bubs, of Dechtet Corp. 1. 
79/01/19. Spp. 


7902080328 Forwards IE Insp Rept 99900521/78-03 b notice of deviation. 
POTAPOVS, U, Region 4, Dallas, Vendor Inepeetlon Branch. 

70/12/20. 2pp. 


7902080330 Notice of deviation from insp on 781127-30. 

» Region 4, Dallas, Vendor Inspection Branch. 70/12/18. Ip. 


7902080331 IE Insp Rept 99900521/78-03 on 781 127-30. Deviation noted: 
failure to follow procedures controlling issuance of 
addendums to specs. 

DRICKLEY, R. H. , BROWN, R.L., HALE, C. J. Region 4, Dallas, Vendor 

Inspection Branch. 78/12/18, lOpp. 


7902080327 Status rept ra responses to Interrogatories b document 
requests. Interveners have copied more than 225,500 pageti 
about 137,500 pages have been sent to NRC. 

ME18S,R.L, Pacific Oas b Electric Co. 79/01/18, 8pp. 
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790S0900U Commants on propoitd ruts lOCPRSO: recontmandt change be 
deferred t< thet on'-eite burial be treated in generic 
rulemaking proceeding. 

NIL80N< n. Exxon Nuclear Co. > Inc. (tube, of Exxon Corp ). 79/01/02 

If- 


7902090038 Executlva Branch poeltlon re Miteubiehi Inti Corp 
application to export S2kg of U-a38 to Japan. License should 
ha granted. 

NOSENZO. L.V. 5tate< Dept, ofi Bureau of Oceans b Internati. Environ 
«i Scientific Affairs. 79/01/17. 3pp. 


79020900SI AcV receipt of 701114 Itr informing NRC of stops taken to 
correct violations noted during Insp 99900348/78-01. 

POTAPOVS. U. Region 4, Dallasi Vendor Inspection Branch 
7S/12/iS. Ip. 


7902090056 Forwards QA Program Insp 99900348/78-01 on 700911-13 & 
Notice of violation. 

P0TAP0V8.U. Region 4, Dallas, Vendor Inspection Branch. 
78/10/05. 2pp. 


7902090057 Notice of violation from insp on 780911-13. 

• Region 4, Dallas, Vendor Inspection Branch. 70/10/03. Ip. 


7902090064 OA Program Insp Rept 99900348/70-01 on 780911-13. 
Noneompllance noted: Incorrect weld exam technique, improper 
weld metl certification review, amperage requirements not 
followed, wire unldentl fled, etc. 

BARNES, I, , HUNNICUTT, 0. M. Region 4, Dallas, Vendor Inspection 
Branch. 78/10/03. 11pp. 


7902090244 Ack receipt of 701207 Itr informing NRC of steps taken to 
correct violations noted duping Insp 99900220/70-01. One 
davtatlon is no longer considered to be a deviation! records 
will be changed accordlnglg, 

POTAPQV0.U. Region 4, Dallat, Vendor Inspection Branch. 
70/12/07. ip, 


7902090260 Responds to NRC 700029 Itr re violations noted In Insp Rept 
999OO22B/70-O1. Corrective actions; procedures now Include 
review 1< approval of englnooring change instruction forms 8< 
shift log is now stamped w/all correct notations. 

RDOERSi J. E. Jog Manufacturing Co, 70/09/29, 4pp, 


7902090368 License application for Sandvi k Special Hetsis Corp to 
export tubes speciallg designed for use in nuclear reactor 
made of Zr metal. 

NEHBEROi K. Allen Products Co., Inc. 79/01/19. ip. 


7902090369 Ack receipt of 781204 itr informing NRC of steps taken to 
correct deviation noted in IE Insp Rept 99900061/70-02. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 

70/12/10. Ip. 


7902090369 Responds to NRC 701013 itr re deviations noted in IE Insp 
Rept 99900061/70-02. Corree t ive act ions : purchase requisitions 
will be attached to forgings, finding re audit report was 
discussed at meetings & purchase of optical pgroneter. 

RICHARDS, H. J. Velan Englneeringt Ltd. 70/12/04 3pp. 


7902090371 Forwards IE Insp Rept 99900061/78-02 on 790913-14 fc notice 
of deviation. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Dranch. 

70/10/13. app. 


7902090373 Notice of deviation from insp on 760913-14. 

» Region 4, Dallas, Vendor Inspection Branch. 7B/10/13, 2pp. 


7902090377 IE Insp Rept 99900061/70-02 on 7009 t 3-14. None ompl iance 
noted: in design document control, control of special 
processes re QA program t, proper implemsntat 1 0 'H of QA 
commitments. 

KELLV.W. D. , SUTTON. d.H., WHITESELL, D. E, Region 4. Dalla s, 
Vendor Inspection Dranch. 70/10/13. 13pp. 


7902090398 License application for 0eamodal Transport to export U to 
Euratom Supplg Agencg, Belgium. 

BVRD, C. N. Seamodal Transport Corp. 277O3-A0 136-1. 70/12/26. 3pp. 


7902090401 Forwards application to export U to Belgium. Sh tpment will 
take place about 4 weeks after receipt of license. 

BVRDiC. N. Beamodal Transport Corp. 78/12/27. Ip. 


7902090404 Forwards IE Imp Rept 99900241/70-01 on 781204-05. No 
noneompllance noted. 

POTAPOVS, U, Region 4, Dallas, Vendor Inspection Branch. 
78/12/15. 2pp. 


7902090265 Forwards QA Program Insp 99900220/70-01 on 780008-01 t, 
notice of violation. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Dranch. 

70/00/29. 2pp. 


7902090260 Notice of violation from Insp on 780000-10. 

FOSTER, H. E, , HUNNICUTT, D. M. Region 4, Dallas, Vendor Inspection 
Branch. 70/08/24, 2pp. 


7902090272 QA Program Insp Rept 99900220/78-01 on 700800-10. 

Noncompl lanct noted: measures not established for roviau fc 
approval of engineering change instruction forms 6 work 
instruction review undocumented. 

FOSTER, W. E. < HUNNICUTT, D. H. Region 4, Dallas, Vendor Inspection 
Branch. 70/00/24. Bpp. 


7902090279 Forwards prellminarg findings re possible active faulting 
and/or mass sliding at facllitg. Believes evidence is 
strongly in favor of faulting, but further studij Is 
necessary. 

UIOHTtL. H. Teknekron Energy Rosouree Analysts Corp. 70/12/19. 6pp, 


79D2D90361 Forwards previous correspondence mailed to NRC, but not 
delivered, concerning topical rept 8SCa-tS21SlNP)> 

"Containment Spray Noiilss for Nuclear Power Plants." 

CRAY, E. B. Precision Reflex, Inc. 79/02/Ot, Ip, 


7902090362 Requests status of NRC evaluation of topical rept 89C0-1S819 
<NP) "Containment Spray Noiiles for Nuclear Power Plants. " ' 

ORAYi E, 0. Precision Reflex. Inc, 70/12/10. ip, 


7902090406 IE Insp Rept 99900214/78-01 an 701204-05. No noncompl iance 
noted. Major areas inspected; imp lementalion of lOCFRBO App D 
I, appllceblo codes (< stds, including design verification k 
procurement source selection. 

KELLEY, W D.i WHITESELL, D. E. Region 4, Dallas, Vendor inapeefcton 
Branch. 51300. 78/12/13, 9pp. 


7902090411 NUnEO/CR-0423 

"LHR Safety Research Program: Quarterly Progress Rept" for 
Apr-Jun, 1973, Discusses water reactor safety prohjams in 
following areas; LOG A research, transient fuel response It 
fission-product release It Zlrcaloy containing oxygen. 

SACHS, R, 0. , KYOER, J. A, Argonne National Laboratory. ANL-70-77. 
70/12/31. 48pp. 


7902090421 License application for Radium Chemical Corp to export 
150,000 Ci Tritium to 8wi t terland. 

HOLM. H. M. Radiology Group. 79/01/04. App. 


7902120004 FOIA request for 20 documents listed ro ECC3 performance 
calculations It calculational errors identified by 
Westinghouse It Portland OE, l< on pipe cracks in containment 
vessel of f ac 1 1 i ty . 

ROSOLlErE. Coalition for Safe Power. 79/01/03. 3pp, 


7902120006 Notifies NRC of changes made to Feb 1978 version oR LOCTA-q 
computer program, sped f leal ly two changes made to skewed 
power option in LOCTA-4. 

ANDERSON, T. M. Westinghouse Electric Corp. NS-TMA-2014. 78/12/11 

2pp. 


7902090363 Responds to NRC 780907 Itr, Forwards 700920 ongineerlng dopt 
rept listing answers to NRC request for addl info I, dnta 
sheet 15424. 

GRAY, E. a. Precision Reflex, Inc. 78/09/21. ip. 


7902090364 Responds to 700016 Itr requesting status of topical rapt 
S8C0-1921S(NP), "Containment 8pray NojjIbs for Nuclear 
Power Plants." Requests addl. Info to complete review It 
schedule of submittals. 

BAER.R, L. Light Hater Reactore Dranch 2. 70/09/07. 6pp. 


7902120008 Objects to NRC conclusion in 7B0809 Itr that review k 
approval of Westinghouse maxiconvolution methodology for 
statistical combination of LQCA heat source uncertaint i as is 
Inappropriate at present time. Requests recons Ideratien. 

ANDERSON, T. M, Westinghouse Electric Corp. NS.,-TMA-19a9. 70/09/08 

4pp. 


7902120010 Bummarlies Westinghouse discussions w/NRC re ECCS smalt 
LQCA break evaluation model i documents former's position' 
concerning points raised in NRC 760329 Itr, 

ANDERSON, T, M. Westinghouse Electric Corp. NS-THA-1989. 78/11/16 

20pp, 
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790S1S0019 Discuss.* error in Westinjhou.o ECC3 evaluation model. Heat 
aenaration rate from metal-mater reaction mas in error in 
.11 previous LOCTA calculations bg factor of 7 -/ 03/23 lo 

ROSS, D F. Assistant Director for Reactor Safetg, 78/03/23, ip. 


7902120017 Discusses metal-mater reaction heat generation error in 
Weitlnghouse ECCS evaluation model computer programs! u 
compeniating changes in Hestinghouse evaluation moder , 0 / 04/07 
R0S2TQCZV, 7 R. Assistant Director for Reactor Safetg, 78/04/0 . 

6 pp. 


7902120020 Recommaods notifglng appropriate hearing board* of 
Hestinghouse error re ECCS evaluation model. -o/na/iej 

ROBS. D F, Assistant Director for Reactor Bafetg. 70/09/19. 

2pp 


7902120016 Formards Dlv of Sgstem. Safetg 700919 memo recommending 
notifying hearing boards of Hestinghouse error in ECCS 

evaluation model. Draft notification Itr also encl, 

VASSAtUOf l> Q. A6»i»tant Dir«ctor for Light Wattr Reactors. 
70/Oi/2O. 2pp. 


7902120026 Discusses Hestinghouse findings of logic inconsistency in 2 
computer codes (SATAN-6 U LOCTA-4) used in 

evaluation. NRC believes sufficient margin exists to operate 
Trojan plant unit safely w/o change to Tech Specs. 

ODODWINi C. Portland General Electric Co, 70/04/12, 2pp. 


7902120044 “Recommendations to NRC on SER for 
Program, Revision 1." Discusses relief reques 
•valoatioiifi. Concludes program, as modified by 
u/ABHE standards. 

HALL.R.E., OSDORNE.H.C, Brookhaven National 
70/08/31. 29pp. 


inservite Insp 
ts (t specific 
rep t, complies 

Laboratory. 


81 Testing 

FIN A-3U7. 


7902120091 Notification of contract execution, Mod I 
to Energy Daily," Contractor; Energy Dally. 

MEDROW, L. A. K. Administrative Contracts Branch, 

79/02/02. ip. 


to "Subscriptions ■ 
NRC-lO-78-412. 


7902120097 Formards safety evaluation of HCAP-9190 li WCAP“9191, 
proprietary h nonproprietary versions of "N-16 Poucr 
Measuring Sys. " Data may be used for determining measurement 
uncertainty for a protection sys. /.nn 

STOLZ.J. F. Light Hater Reactors Branch 1. 79/01/23. 6pp. 


7902120093 Act receipt of 7B1029 Itr re rept on emergency planning. 
Disagree* that staff advice is ineffective, but mill consider 
all views during rulemaking process. Forward* NUREO-0396 re 
state 8< local govt emergency plans. 

HENDRIE, J M. Commission. 79/01/12, ip. 


7902120097 "Sediment b RadlonuclldB Transport In Rivers, Field Sampling 
Program.Cattaragus b Buttermilk Creeks. NV" Nov 1970 progress 
rept. Gamma ray spectrometry of suspended sediment b bed 
sediment sample* completed. ciu 

» Battello Memorial Institute, Pacific Northwest Laboratory. FIN 
D-2279. 70/11/30. 11pp. 


7902120140 License application for UH Treasury b Supply Delegation 
to esport B g U oxide to England. 

CHAMBERS, M. United Kingdom. 79/01/22, Ip. 


7902120144 License application for Mitsui b Co Inc (USA), to export 
04 pieces ZircBloy-4 tubing to Japan. 

KOKIiT. Doeing Computer Service Co. (subs, of Booing Co. ). 

79/01/25. 2pp, 

7902120190 Formards response to State of Co Comment 13 re low moisture 
tailings d Isposal. Proposed method is to mix tailings m/mater 
b pipe slurry into disposal area. Recycl Ing allom* recovery 
of addl U. 

POHERS.H. A. Homestake Mining Co. 79/01/19, 2pp. 


7902120151 Informal, interim rept “Recommendations to NRC on SER, 
InseTviee Insp b Testing Program" for 1970-1980 period, 

Areas covered include Class 1,2 b 3 insp b testing of pumps 
b valves. Program in comp 1 lance, as modified by rept. 

COPPOLA, A., REBTlVOiT., HALL.R.E. Brookhaven Nat 1 ona 1 Laboratory, 
FIN A-3117. 70/12/31. 37pp. 


7902120192 License application for Mitsulllne Travel 8vc of America, Inc 
to export specially designed or prepared parts b components 
for nuclear reactors to Japan, 

YAMAZAKI.H, Unltronex Corp. 79/01/22. 2pp. 


7902120193 Llcinse application for Mitsubishi Inti Corp to export 800 
pieces Zipcaloy-4 tubing to Japan. 

TSUJltK, McLouth Steel Corp. 79/01/29. Ip. 


7902120174 License app 
Switterland. 

HtLSONi Q. D, General 


Ication for OE to export 
Electric Co. 79/01/26. 


■lictricBl relays to 
Ip. 


7902120179 License for Belf-Pouere 
Cl tritium to Korea. 

OPLlNOERi 0. 0. Assistant Direct 
Safeguards. 79/01/30. 2pp. 


d Lighting, Ltd to export 1,000, (XIO 
or for Expor t/Import b International 


7902120177 License for Self-Pomered LlghtlngiLtd to expor 
Ci tritium to Phllipplnss. 

OPLINOER, G. 0. Assistant Director for Export/Import b 
Safeguards. 79/01/30. 2pp. 


t 1,000,000 
Internationil 


7902120179 License for Self-Pomered 
tritium to Singapore, 

OPLINOER, 0. 0. Assistant Director 
Safeguard*. 79/01/30. 2pp. 


Lighting, Ltd to export 790,000 Ci 
for Export/Import b International 


7902120227 Ack receipt of 781025 Itr re rept on tmtrgency planning. 
Disagrees that NRC advice is ineffective, but mill consider 
all vlBUS during rulemaking process. Forwards NUREO-0396 r# 
state b local govt emergency plans. 


7902130002 Responds to 790128 b 790123 FOIA requests for opportunity 
to examine byproduct matl licenses of numerous Ucensees. Ltr 
confirms that respondent arranged via telcon on 790208 for 
access to NRC records, 

FELTON, J.M. Division of Rults and Records. 79/02/09. Ip. 


7902130003 FDIA request to examine byproduct matl licenses of nuiearous 
licensees to gathsr info re radioactive airborne emissions 
b emission control technology used in US. Needed to fulfill 
EPA contract. 

CLANCY, J. Dames b Moore. 79/01/22. 3pp. 


7902130008 FOIA request to exsmlno byproduct matl licenses of fiumeruus 
licensees to gather info re radioactive Irborne emissions b 
emission control technology used in U8. Needed to fulfill EPA 


t, Ma ATS B 


to Am /oo 


7902130013 Responds to 790116 FOIA request for studies Unking leukemls 
b other diseases to radioactive fallout from U, 8. atomic 
bomb tests. NRC has numerous repts b articles on health 
aspects of exposure b respondent is referred to NRC official 
FELTONf J. K. Division of Rul** aod Racordt. 79/02/ia. Ip. 


7902130019 FOIA request for documsnts re Incidence of leukemia l< other 
diseases among people exposed to radioactive fallout from 
atomic bomb tost ing. W/enc 1 "Mashlungton Post" article 


discussing issue. 

BRYSON, J. M. Affiliation Unknown. 


79/01/16. 


4pp. 


7902130021 Respond* to FOIA 790131 request for "Btatistical Evaluation 
of Nuclear Safety-Related Performance of NRC Operator 
Reactor Licensee* During 1976." b "IE Employee Survey on 
Evaluation of LUonseesiApr 1978," Document* will be sent. 




7902130028 FOIA request for draft rept "Statistical Evaluation of 
Nuclear Safety-Related Performance of NRC Operator Reactor 
Licensee* During 1976," b Individual sit# rating* from IE 
Employee Survey on Evaluation of Licensees, Apr 1978. 


7902130027 Responds to 790115 request b forward* 
special prehearing conference in Houston, TX. M/o 
FELTON, J. M. Division of Rule* and Record*. 


transcript 

end. 

79/02/09, 


of 790111 
Ip. 


7902130029 FOIA request for transcript of 790111 *p 
conference in Houston.TX. 

RVANiC. Cltixens Concerned About Nuclear Pouer, 


ecial prehearing 
ine. 79/01/13. 


Ip- 


7902130040 Executive Branch position re George Uhe Co, Ine application 
for license to export 793.79 kg of heavy mater to be used 
for nuclear resonance epeetrlcopy, to Mast Germany, Ltcans# 

NQSENZOiL, V. State, Dept, of, Bureau of Ocean* b Internatl. Environ. 








7902130049 Ack receipt of 790125 ltr. Confirm* that nuclear camporssit* 
will be branif*rr«d undtr US-Euratoffl Cooparatlon Agrttmintmr 
SPAAKf F. Europoan CotrmunJtla*» Commlitlon of. 79/01/2^^ Ip-. 
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7908130090 Exscutlvt Branch petition r« Utitinghoutt Eltetrie Carp 
«P»l leation for liconio to ixport riactor compononti to 
Balgluti $( Franco. Roconnindt that licontt bo ittuod. 

NOSCN^O' l>. V, Statoi Dept, ofi Bureau of Oceant b tnternatl. Environ. 
(i Scientific Affaire. 79/01/31. app. 


7908130091 Ltr of ateurance re Mettlnghoute application to export 
reactor coaponente to Belgulm ti France. 

8PAAK« F. European Communltlot) Comitiittion of. 79/01/35. ip. 


790S1300S2 Executive Branch petition re Toledgno UAH Chang Albany 
application for licente to export 110>830 lb of Zircalag-4 
tube ehell to Uett Qereienyi Switierland b Iran. Recommtndi 
that licente be Ittued. 

H08ENZ0>L. V. Statei Dept, ofi Bureau of Octant (r Internatl. Environ. 
It Scientific Affaire. 79/01/31. Spp. 


7908130093 Ack receipt of 790189 ltr. Conf Irmt that nuclear eompanonts 
will be trantferrad under US-Euratom Cooperation Agreementt. 

H/encl 701003 ltr of ateurance. 

SPAAKt F. European Cemnunitleii Commlttlon of. 79/01/85. Ip. 


7908130094 Executive Branch potitlon re OE application for licente to 
export 98 eleetrlc nuclear fuel rod ei/nulatort for totting 
nuclear reactort to Italy, Licente thould be granted. 

NDSENZOt L. V. StatOi Dept. of> Bureau of Oceant b Internatl, Environ. 
Ii scientific Affaire. 79/01/31. 8pp. 


7908130096 Ack receipt of NRC 790189 ltr. Conf irmt that nuclear 
coaiponentt will be trantferred under llS~Euratom Cooperation 
AgreeMentt. 

BPAAKi F. European Cemmunltlf ii Commiitlon of. 79/01/29. Ip. 


7902130804 Cemmente on NRC 790119 decltlon to allou add I filing* to NRC 
model to attett featibllitg of uatte mgt portion of fuel 
cycle. Agrees model It inadeciUBte because utils do not have 
funde to deal u/uaste. 

SHEAjJ. P,. ADRAMS. R. New York i State of. 79/01/83. Spp. 


7902130207 Ack receipt of 701221 ltr informing NRC of steps taken to 
correct deviationt noted in IE Intp Rept 99900079/78-08. 

POTAPOVSiU. Region A, Dellati Vendor Inspection Branch. 
79/01/04. Ip. 


7902130209 Responds to NRC 7B1031 ltr re deviations noted in IE Insp 
Rept 99900079/70-02. Corrective act ions: Pro ject Engineering 
Dept it refiling closed nuclear orders using specified 
indexiQA Manual revised re uelder b dnxpector training. 

AUDIBERT.R. Spraying Systems Co. 7B/12/21. 5pp. 


7902130211 Forwards IE Insp Rept 99900079/70-02 on 701002-09 & notice 
of deviation. 

POTAPOVSi U. Region 4< Dallasi Vendor Inspection Branch, 

70/10/31. 2pp. 


7902130213 Notice of deviation from insp on 701002-09. 

KELLY) U. D. . UMITEBELL) D. E. Region 4> Oallasi Vendor Inspection 
Branch. 78/10/26. 2pp. 


7902130817 IE Insp Rept 99900079/70-02 on 701002-05. Noneoinp liance 
noted: Project Engineering failure to provide index of 
specified documents) personnel training def Ic ienci es) fai 1 ure 
to record Identification of insp instruments. 

KELLEY>U.D.) UHITESELL) D. E. Region 4, Dallas. Vendor Inspection 
Branch. 78/10/26. 16pp. 


7908130109 "Nuclaar Plant Rallabillty Data Byt. 1977 Annual Ripts of 
Cumulative Syi b Components Rsllablllty. " Data from Jul 1974 
to ,Oec 1977. 

a ’eouthwest Research and Information Cantor. 78/09/30. 441pp. 


7908130119 "Nuclear Plant Reliability Data Sys) 1976 Annual Rapt of 8ys 
li Component Reliability. " 

a Southwest Research and Information Cantir. 77/09/31. 177pp. 


7908130117 Llctiisi application for Transnuc leat) Inc to export 11.529 kg 
U b 10.797 kg LI-239 to Hast Oermeny. End use statement end. 

MAT80N) V. Transnuc leer) Ine. 79/01/24. 4pp. 


7902130110 Foruerdi two applications for sxport licenses. 
MATSON. V. Transnuc leer. Inc. 79/01/24. Ip. 


7908130119 "Nuclear Plant Rallabillty Data SyS) 1975 Annual Repts of 
Sys b Componant Rallabillty," 

* Southwsst Research and Information Cantar. 76/00/30. 117pp. 


7902130120 License application for Transnuclear> Inc to export 22089.900 
kfl U b 740.012 kg LI-239 to Switierland. End use statement 
•ncl. 

MATBON) V. Transnuc leer) Ine, 79/01/84. Spp. 


7908130181 Forwards two applications for export licenses. 
MATBON) V. Transnuc leer) Inc. 79/01/84. Ip. 


7902130221 Notificatldn of contract execution) Mod 4 to "Conference on 
High Level Radioactive Solid Ueste Forms. " Contractor: 8C8 
Engineers. 

LEDDiC.D. Technleel Assistance Contracts Branch. FIN B-6331 
79/01/19. Ip. 


7902130226 Mod 4) extending delivery date of draft final to "Conforencs 
on High Level Radioactive Solid Haste Form. " 

DOWOHERTY) 0. J. Technical Assistance Contracts Branch, FIN 
D-63B1. 79/01/19, Ip. 


7902130222 Forwards ltr from Transnuc I boT) I nc which transmits reactor 
checklist for export license application XSNH01439. U/o end. 

QPLINOER) 0. 0. Assistant Director for Expert/ Import b International 
Bafaguards. 79/01/30. Ip. 


7902130820 Forwards documents for DH Njo pursuant to 701107 meeting u/ 
Buiss delegation re occupational exposures at operating 
nuclear power p lants. Requests info on Swiss method of 
implementing cumulative exposure concept. U/o end, 

GRIMES) B. Assistant Director for Engineers b Projects. 79/01/86. 
3pp. 

7902130232 Forwards "Oual I f icat ion of the One-Dimensional Core 
Transient Model for BURS) " NED0-25t94 <Vols 1 b 2) b NEDO- 
24194-P <Vol 3) proprietary 1 . Responds to NRC 781128 b 780602 
requests for addl info. 

QUIRK) J.F, General Electric Co. ) Nuclear Energy Products Div. MFM 
439-78, 79/02/09, Spp. 


7903130123 "Reporting Procedures Manual for Nuclear Plant Reliability 
Date Sys, " 

a Southwest Research and Information Center. 76/04/30. 240pp. 


7902130136 Executive Branch position re Ueumont Schneider application 
for llcensa to export seal assemblies b parts) hardwars) 
toolsi parti) teating fixtures b welding aecesseries to 
Franca. Recommandi license be Issued. 

NOSENZO) L. V. State) Dept, of) Bureau of Oceans b Internatl. Environ, 
b Sdantific Affairs. 79/01/31. 2pp. 


7902130239 NEDO-84194 

"Qualification of the One-Dlmentlona 1 Core Transient Model 
for BURS)" Vols 1 b 3, Vol 3 withheld (ref lOCFRa. 790). 

HOOD)J. E. ) FISCHER) D.L. General Electric Co.) Nuclear Energy 
Products Dlv. 78NED390, 78/10/31. 900pp. 


790214000D Transcript of 4th meeting of Task Oroup 
Radioactive Metis in Urban Environs) 770713-1 4 in 
U/nine NRC memos b documents dtd 1977) commenting 
rept. 

e Transportation b Product Btandards Branch. 


on Transportation of 
Houston) TX. 
on interim 

77/07/14. laipp. 


7908I3013B Ack receipt of 790125 ltr. Confirms that nuclear components 
will be transferred under US-Euratom Cooperation Agreements. 
SPAAKrF. European Communities) Commission of, 79/01/25. Ip. 


7902140020 Task action plan for steam effects on BUR core spray 
distribution) Revision 1. 

HOODS) R. Reactor Safety Branch. 76/09/31. Ilpp. 


7902130190 Responds to 790106 FOIA request for "Mark I Containment 
Short Term Program 8ER) " NUREO 0400. Exp lalna NUREO 
distribution) availability) b probable locations In Iowa. 

FELTON) J. M. Division of Rules and Records, 79/01/26. 2pp. 


7902140029 Forwards summary of 700119 NRC meeting ui/QE b two utils re 
steam effects on BUR core spray distribution. Attendanc o list 
end. 

WOODS) R. Reactor Safety Branch. 70/02/03. tp. 


7902130199 Requests "Mark 1 Contalnmant Short Term Program SER) " 
NURE8-O4O0 dtd Dec 1977. 

WALLINiO. Citliena United for Responsible Energy. 79/01/06. Ip. 


7902140031 Summariies 700119 meeting re acceptable method of verifying 
steam effects on core spray distribution. Request for addl 
Info b tilde presentation end. 

EI6ENHUT)D. 0, Assistant Director for Systems b Projects, 

70/02/03. 69pp. 
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790S140037 Licence application Far Hltsulllne Travel Sve oF Airerlcoi 
Inc to aiport (peclallv dealpned or prepared parte & 
components for nuclear reactors to Japan. 

VAMAZAKIiM. Unltrone* Corp. 79/01/23, 8pp. 


7903140141 Mod l>eit ending period of performance to 790331 for 
“Revieu of Proposed Pile Foundations for Baillg Nuclear 
Generating Station <Post-CP design change!. “ 

HAROETT.D.J, Division of Contracts. FIN B-6817. 79/01/34, Ip. 


7908140032 License application for Hltsolline Travel Sve of America. 
Inc to eipoTt speciallg designed or prepared parts & 
components for nuclear reactors to Japan. 

YAHAZAKI.H, Unitronei Corp. 79/01/28, 8pp. 


7903140148 Notification of Contract Esecutlon: "Attend ACRS Fluid 
Dgnamlcs Subcommittee Meeting in San Francisco. CA on 781138- 
30 & Prepare Rept on Mark II Containment Generic Acceptance 
Criteria." awarded to CA Inst of Technologg. 

PERLMAN. J, Division of Contracts, FIN B-1957. 70/11/33, Ip, 


7902140033 Forwards review of topical rept NEDD-SOSdb Amend 3. "OE 
Analytical Model for LOCA Analysis in Accordance u/lOCFRSO 
App KrEffect of Steam Environ on BHR Core Sprag 
Distribution. " 

PARR, 0. D, Light Hater Reactors Branch 3. 70/06/13. Ip. 


7903140194 Contract for "Attend ACRS Fluid Dgnamlcs Subcommltta Meeting 
in San Francisco. CA on 701128-30 U Prepare Rept on Mark II 
Containment Generic Acceptance Criteria." awarded to CA Inst 
of Technology. 

HARGETT. D. Division of Contracts. FIN B-la37, 70/11/80. App. 


7902140030 NED0'S0566 

"OE Analgtical Model for LOCA Analgsis in Accordance 
u/lOCFRSO App K;EffBct of Steam Environ on DHR Core Sprag 
Distribution, " 

• Light Hater Reactors Branch 3. 70/06/13. Bpp. 


7902140177 Ack rocolpt of 790116 Itr informing NRC of steps taken to 
correct violations noted In OA Program Insp Rept 99900402/ 

78-01. 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Branch. 
79/01/31. Ip, 


790214003! NUREO/CR-OSS? 

"Aerosol Measurements t. Modeling for Fast Reactor Safetg. " 

Apr-June 1978 quarterly progress rept. 

CEISEKE. J, A. . SCHMIDT. E. H. . JORDAN. H. Battelle Memorial Institute. 
Columbus Laboratories, NRC-04-76-293-07, DMI-201S. 79/01/31. 

39pp. Available at NTIS. 


7903140184 Responds to NRC 7S181B Itr re violations noted in QA Program 
Insp Rept 99900403/78-01. Corrective actions: action on 
previous insp itams eompletedi aud 1 1 sgs L practices revimped 
to ensure conformance to ANSI itds. 

RICKARD. C.L. General Atomic Co. (subs, of Gulf Oil Corp. >. 

79/01/16, 7pp. 


7903140039 NUnEO/CR-Og27 

"Sensitivity Analysis of HAARM-3 Code." 

LEE. K. W, . OIESEKE. J. A. . REED. L. D, Battelle Memorial Institute. 
Columbus Laboratories. NRC-04-76. DMI-2000, 78/11/30. B6pp. 

Available at NTIS. 


7902140189 Forwards OA Program Insp 99900402/7B-01 on 781113-17 h 
notice of deviation. 

POTAPOVS. 0. Region 4. Dallas. Vendor Inspection Branch. 

78/13/10. 3pp. 


7902140042 License application for Mltsulllne Travel Sve of America. 
Inc to export speciallg designed or prepared parts ti 
components of nuclear reactors to Japan. 

VAMAZAMI. M. Onltronei Corp, 79/01/33. 2pp, 


7903140043 Forwards response to NRC 7B0203 Itr requesting addl Info re 
core spreg distribution program. H/enc I chart showing current 
planned schedule for design of BHR core sprag sgs. 

LEVINE. A. J. General Electric Co. MFN-093-70. 70/03/01. 10pp. 


79031401B9 Notice of deviation from Insp on 781113-17. 

e Region 4. Dallas. Vendor Inspection Branch. 78/13/08. 3pp. 


7903140193 OA Program Insp Rept 99900408/70-01 on 781113-17. 
Noncompliance noted: lack of sgs to ensure completion of 
action on committed corrective b preventive measures) audit 
sgs did not effoctivelg ensure conformance w/AN8I N49. 2. 12. 
JOHNSON. J. M. . HALE.C.J. Region 4. Dallas. Vendor Inspection 

Branch. 70/12/00. 12pp. 


7903140049 NUREO/CR-O9ai 

"Improved Ultrasonic Nondestructive Testing of Pressure 
VeSBBlB, " Oct 1977-3ept 1970. 

FREDERICK. J. R. . VANDEN DROEK. C, . ELZINOA, M, Michigan. Univ. of, FIN 
A-4047. 79/01/31, 16lpp. Available at NTIS, 


7908140047 Summary of NRC 780639 meeting w/GE re progress on steam 
effects on BHR core sprag d Is tribut ion. Addl info requested 
by NRC. attendance list b presentation slides end. 

HOODS. R, Reactor Safetg Branch. 73/07/34. 67pp. 


7902140050 Responds to NRC 760629 progress rept u/request for addl Info 
re steps used in core spray design methodologg. 

LEVINE. A. J, General Electric Co. MFN-3aO-7B. 70/10/06. 4pp. 


7902140092 Task action plan for steam effects on DHR core sprag 
d istr 1 button. 

WOODS. R. Reactor Safetg Branch, 77/07/33. lOpp. 


7903140099 "Hater Reactor Safetg Research Heat Transfer Highlights," 
Monthly progress rept for Nev 1976. 

LOTTES. P. A, Argonne National Laboratory. 70/11/30. I4pp, 


7902140001 BECV-70-6B8A 

Informs of statu* of application bg Transnudear. Inc to 
eiport 3.997 kg highly enriched U to Canada, amended in July 
to 5. 397 kg. License should be granted. 

SHEA. J, R. Office of International Programs. 79/01/35, 97pp. 


7903140110 IE In«p Findings b Licensee Ack dtd 790119 of Licenses 
20-03361-0! b 8NM-6B0. Insp findings: no noncompl iance noted. 
STEARNS. C. F. Region 1. Philadelphia. Office of the Director, 
79/01/19. Ip, 


7703140136 Notification of contract elocution. Mod 1 to "Review of 
Proposed Pile Foundations for Baillg Nuclear Generating 
SfcationIPost-CP dedgn change). " Contractor; MT Davisson. 
PERLHANiJ. Purchasing Section. FIN D-6517. 79/01/30, Ip. 


7902140312 Summary of 7S1101 meeting re CENPD-103i "Sei snlc 
Gual 1 Ficatl on of C-E Instrument Equipment." Attendance list, 
format b purpose of CENPD-lfl2 Revision 1 and. 

BAER.R.L. Light Hater Reactors Branch 2. 79/01/26. 8pp, 


7902140234 NED0-S0966-3 

"OE Analgtical Model for Loss-of-Coolant Analysis in 
Accordance w/lOCFRSO App K. Amend 3; Effect of Steam Environ 
on BWR Core Sprag Distribution. " 

STRDUPE. E. P. , DIX.O.E, General Electric Co. 77/04/30. 99pp, 


7902140344 Forwards NED0-24583( "Mark I Containment Program Structural 
Acceptance Crl ter ia< Plant Unique Analysis Application 
Guido. " 

SODON.L. J. General Electric Co. .Nuclear Energy Products Dtv. 
HFN-033-79. 79/02/08, Ip, 


7902140246 NEDO-34S03 

"Mark I Containment Program Structural Acceptance Criteria. 
Plant Unique Analysis Application Guide." 

• General Electric Co. .Nuclear Energy Products Dlv. 78/12/31. 
39pp. 


7903140320 Minutes of 761806 meoting in Washington. DC ro proposed reg 
guides. revision to existing reg guides b other matters 
pertinent to activities re current licensing process or 
reactor operations. 

* ACRS - Advisory Committee on Reactor Safeguards. 79/01/04. 17pp. 


7902140364 Forwards copy of Minerals Exploration Co's Anderson U 
Project application for radioactive matts license per 
NRC request . Document re tailing Impoundment design is 
being prepared b will be forwarded later. W/o end. 

SALIBBURV. R. V. Chicago Bridge b Iron Co. 79/01/17. ip. 


7902140418 "Nudeer Power' Plant Design Concepts for Sabotage 
Protection. " Oct-Dec 1976 progress rept. 

ERICKSON. D. Sandia Laboratories. FIN A-12t0. 78/13/31. 9pp. 
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7903J40461 R« 4 u«fts Exacutlvt Branch poaitlon ra Radium Chemical Coi Inc 
.applleatian for licenta to axport iSOiOOO Cl of tritium in 
gaaaou* form to Sultierland. 

OPLIMOBRj 0. 0. Asaiitant Director for Ecport/Import << International 
Safaguard*. 7?/01/30. 3pp. 


7703140487 Applicant'a intarrogatoriai to NRC>CA Dept of Uatar 
Raaourcal> Northern CA Power Agancg b Cltie* of AnaheimiCAi 
l( Rlvereldti CA. Certi f teate of 8vc end. 

ARKaTRDNO. M. H. , HATTB. M. J. . DOYLE. M. M. McCotchen. Dogle, Broun b 
Emerson. 79/01/39. 9App. 


770314048Q Inform of withdrawal of sjport license applications XR-llt. 
XSNI1-960»ti X8NM-970 bg Institute for Resource Management. 

Ine on 790100. 

OPLINOBR. 0. 0. Assistant Director for Eiport/tmport b International 
Bafaguards. 79/01/30. Ip. 


7903190033 NUREO/CR-0401 

"Qualification Tasting Evaluation Program. LHR Safetg 
Research Quarterlg Rept. Apr-June 1976." 

a0N20N.L.L.. OILLEN.K.T.. J0NE6. L. H. Sandia Laboratories. FIN 
A-1091-a. 8AND7S-I492. 70/11/30. 9Spp. Available at NT18. 


7903190084 "Methods to Assess impacts on Hudson River Bass." Apr-June 
1978 b Julg-aspt 1978 progress rept. 

BROCKSEN. R. M. . VAN UINKLE. H. Dali Ridge National Laboratorg. FIN 
B-0169. 76/09/30. 4pp. 


7903190197 Esseutive Branch position re Transnuc lear. Inc application to 
esport U to Oermang. Raeomnends issuance of license. 

IffiSENZO. L. V. State. Dept. of. 79/01/19. 3pp. 


7903190860 Responds to 701227 1 tr requesting consideration of forwarded 
Info prior to completing review of Ouens-Corning Fiberglas 
topical rept OCF-l > "Nuc lear Containment Insulation Sgs. " 

H/end NRC Ur forwarding topical rapt evaluation. 

VA83ALL0. D. B. Assistant Director for Light Water Reactors. 

79/01/31. 3pp. 


7903190309 NVREO/CR-0903 

"Critical Ejperiments. Measurements, b Analgies to Establish a 
Crack Arrest Methodolgg for Nuclear Pressure Vessel Steels. 
Quarterlg Progress Rept. Jan-March 1970." Discusses dgnarolc 
analgtes. test methods b data bass re crack arrest. 

HAHN.O.T., KANNIHEH.M. H. . OEHLEN.P.C. Bat t a 1 1 e Hemoria 1 Institute. 
Columbus Laboratories, AT( 49-84 1-0293. aHI-8014. 79/01/31. 60. 

Available at NTtS. 


7902190892 Forwards summarg rept b viewgraphs from Primarg System 
Integrity Review Oroup 701114 meeting at Sandia Labs 
Accomplishments noted include Installation of blaiial 
tasting b initiation of unlaiial creep-fatigue test. 

WALKER. J.J. Office of Nuclear Regulatory Research. 79/01/31. 

100pp. 


7902190314 Forwards topical rept BAW-10140P. "Vibra t i on Analysis. 
Measurement b Insp Programs for Prototype Reactor Internals 
for BbW's 209 Fuel Assembly Plants. " W/end affidavit 
supporting proprietary clasilf Ication (ref 10CFR3. 790). 

TAYLOR. J.H. Babcock b Wllcoi Co. 79/02/01, 0pp. 


7902190320 Forwards BAW-10141P. "TACO-2-Fuel Pin Performance Analysis. 
W/end affidavit supporting proprietary dasslftcatlon. Rept 
withheld (ref 10CFR8. 790). 

TAYLOR. J.H. Babcock b Hilcoi Co, 79/01/31. 2pp. 


7903190169 Responds to NRC 701133 Itr rsqueiting views on Otnsral 
Netert Saginaw Btearing Otar Division's application to 
aiport IS ball scrtw asismblles ta Koraa. Recommends issuance 
of ! leensa. W/Canadia Itr of assurance. 

NOSENZOiL. V. State. Dapt. of. 79/01/29. 4pp. 


7902190322 8ECY-79-63 

Recommends Issuance of license for Nlssho-Iwai Corp to 
esport heavy water to Japan. W/end app 1 ication. copy of 
license b State Dapt review. 

SHEA. J. R. Office of International Programs. 79/01/24. lBp(l. 


7903190180 Rapt! an Nerrls Engineering Lab demonitratlen of RHR sump 
aedal studies. Whan pool is 13 fiat daap. sump operates w/o 
air qnti;eif'®e»t from vortices or from broken pipes above 
pool. 

GATTON. I. California. Unlv. of. Los Angeles. 78/11/24. 3pp. 


7902190436 Rssponds to 790109 1 tr. Distinguishes between Pu shipment b 
shlpmtnt of matl contaminated u/Pu. Reviews current 
regulations. Condudts specifically designed pack ages are 
required for even small Pu sources. 

MINOOUE. R.B. Office of Standards Development. 79/01/34, 2pp. 


7903190104 NUHEO/CR-0963 

"Investigations of Salsmologleal Input to Safety Design of 
Nuclaar Power Reactors In Ntw England." annual rept for 
1977. Detailed study of literature on astlmatlon of mas 
Bossibla aarthqwakas. 

CHINfCRV. H. A. Massachuietti Institute of Tachnology. NRC-04-77-019. 
79/01/31. 79pp. Avallahla at NTI8. 


7903190187 Rapts on LOFT L3-3 bast. Cendudat all prtdleted hydraulic 
charaetarif ties coe^parsd vsry wall w/aieaiurod results. Clad 
temps much lower than antic tpatad b eort quenching oeeurrtd 
much sooner than prsdletod. 

CATtON. I. California. Univ. of. Los Angeles. 70/12/18. 9pp. 


7903190308 Application by Hestlnghouse for liesnie to eiport ilrconlum 
tubas l( nuclear reactor components valued at 40.000.000 to 
Italy. Raauaats general Ucansa pursuant to 10CFR110.20. 

KEENAN. R. P. Hastlnghousa Electric Carp. IC8-0I16. 79/01/26. 8pp. 


7903190809 Application by Hastinghouss for llcons# ta export reactor 
fuel charging b discharging oiaehinee. control rods, pressure 
tubas> primary coolant pumps. Internals, b ilreenium tubss to 

Japan. Raquaits general ticinsa. « 

AC08TI.K. 0. Mastlnghousa Electric Corp. ICB-8111. 79/01/39. 3pp. 


7903190311 Rasponds to NRC 700939 Itr requesting views on Chase Nuclear 
application to axport 9,900 lb Zircaloy-2 tubes to Italy. 

Recammsnds itsuanea of 1 ieanse. H/Ital Ian Itr of assuranca. 

■NO8SNZ0, L. V. Btata. Dept, of, 79/01/24. 3pp. 


7902190319 Application by Mastlnghousa for Ileania to axport ilrconlum 
tubas I. nudtar raoctor components valued at 413.000,000 to 

_ 

HER8CH, M. M. Hisbinghouse Electric Corp. 79/01/29. 2pp. 


7903190223 Mod 1, appropriating 419,900 for "Subscriptions to Energy 
Dally." 

NATTIA, H. 0. Division of Contracts. NRC-10-78-412. 79/01/84, 

app. 


7902190487 Refers to 781301 1 tr. Expreeies confusion re requirements for 
sir shipments of environ semples conleinlng Pu. Requests ' 
documentetlon by 790130 to support NRC position prohibiting 
any shipments. Related correspondence end. , 

DOLES. A. E. El Paso Natural Oes. EI-916979. 79/01/09. 7pp. 

I 

79031S0445 Forwards application for license to export nuclear to Royal 
Ontario Museum. 

MACDDWELL. J, Canada. 79/01/33. ip. 


7903190481 Llcinse application for Canadian Embassy to axport 8 g 
of uranium to Royal Ontario Museum. 

MACDOWAUL.J. California. State of. 79/01/28. ip. 


7903190449 Notification of contract execution. Mod l,to "Modeling 
Mesoscale Dispersion b Transport Proeesses for Release 
Within Coastal Zones During Land/Sia Breeies. " Contractor: 

Unlv of MN. 

HAOEY. H, Research Contracts Branch. FIN B-6048, NRC-04~76-36B. 

79/02/01. Ip. 


7903190494 Mod 1 no cost extension of period of performance to 
"Modallng Mesoscale Dliparslon b Transport Proeesses for 
Reltasi Within Coastal Zonts During Lend/Qae Dreejas". , 

MORTON. K. V. Research Contracts Branch. FIN 0-6048 78/10/01. 

3pp. 


7903190496 Summarlios 790131 meeting re resolution of outstanding 
Istuss on containment emergency sump performance. 

MATT. J. J. Reactor Systemi Branch. 79/02/03. 3pp. 


7902190460 Notification of contract execution. Mod l.to "Ouidtlinei 
on Uee of Oeochronological Methods In Nuclear Pouar Plant 
Siting." Contractor; Dr OH Curtis. 

OUSTAVE. R.P. Resaareh Contracts Branch. FIN B-10097, 

NRC-0 1-77-070. 79/02/01. Ip. 


7902190469 Mod 1. extending period of pirformanea to 32 month^ to 
"Ouidtllnes on Use of Oeochronological Methods In Nuclear 
Power Plant Sitings". 

MORTON. K.V, Research Contracts Branch. FIN B-10097. 

Ip. 


78/08/09. 



180 


NONDOCKETED ITEMS 


790ai50467 Kotiflcation of contract oieeutlon. Mod 6 p to "atrength ti 
Ductility of Irradiated Zircalog Cladding." Contractor: 

Bdttelle Colunbua Laba. 

HVNATT»A. Research Contracts Dranch. FIN A-40ia. NRC-0476a9309 

73/10/24, tp. 


7902180472 Mod Ai increasing scope of wort, funds fc term to "Strength & 
Ductility of Irradiated Zircaloy Cladding. " 

MORTON. K.V. Division of Contracts. FIN A-4060. 79/0I/2A. 2pp. 


79021S0470 Discussion of options in 8-3 rulemaking on 790201. NRC 
briefed by Office of General Counsel on options for NRC 
action prior to scheduled espiration of Interim 8-3 rule on 
790314. No action taken. Further discussion at nest meeting. 
CHILK. a, J. Office of the Secretary of the Commission. 79/02/01. 
Ip- 


7902180473 Notification of contract eiecutioni Mod 1. to "Health Effect 
of Loia Level lonliing Radiation," Contractor; Oeorga 
Washington Ifniv. 

GUSTAVE, ft. P. Research Contracts Branch. FIN D-10a48. 

HRC-0 1-78-0 17, 79/01/11. Ip, 


7902180477 Mod 1. increasing period of performance to 4 months to 
"Health Effect of Lou Level lonliing Radiation," 

MORTON. K.V. Division of Contracts. FIN B-10B4B. 79/01/11. Ip. 


7902180482 Ack receipt of 781219 «< 790118 Itri informing NRC of steps 
taken to correct deviations noted in Inso Rent 
99900081/70-03. 

PQTAPOVS.U. Region 4. Dallas. Vendor Inspection Branch, 

7^/0\/30. ip. 


7902ia04B3 Responds to 781229 requBSt for addl info re corrective 
actions for deviations noted In Insp Rept 999OOOBI/70-O3. 

Person responsible signed input list to licenee calculation. 
Qualified second party checked output of safety analysis. 
DWSLEY.O. R. Eijon Nuclear Co., Inc, (subs, of B>«on Corp. > 
79/01/10, 2pp. 


7902180408 Act receipt of 781219 Up detelling corrective actions. 
Reguests addl info re Item 2,uhere calculation forms uere 
not completed 1. prepared In accordance u/corp procedures. 
P0TAPQV8.U. Region 4. Oallas. Vendor Inspection Branch. 
70/12/29. tp. 


79021804B6 Responds to NRC 7B1122 Itr re deviations noted in Insp 
999000BI /7&-03. Corrective actions: changes to evaluation 
model will be included in XN-NF-BOO, 002i Sec tion 6 of 
procedure ulU be folloued re forms t< cslculatlonal indeses. 
OUSLEY.O.F. Eiiorv Nuclear Co. . Inc. (subs, of Esion Coro I 
70/12/19, 2pp. 


Rep 


7902180480 Foriuards QA Program Insp Rept 99900001/78-03 on 781030-1103 
ti notice of deviation. 

POTAPOVS. U. Region 4. Dellas. Vendor Inspection Branch. 

78/11/22. 2pp, 


7902180409 Notice of deviation from Insp on 7ei030“1103, 

• Region 4, Oallas. Vendor Inspection Branch. 78/11/16, 


4- 


7902180490 QA Program Insp Rept 99900081/78-03 on 781030-1103, 
Deviation noted: proper procedures do not eiist for 
evaluation tt reporting of significant changes in evaluation 
model. Calculation forms S. Indeses not completed or prepared 
ANDERSON. 0. 0. . SHERON.D.H., HALE, C, J. Reg i on 4, Del las, ’ Vendor 
Inspection Branch. '78/U/16. 7pp. 


7902200033 Responds to NRC inquiry re choice of custom rather than 
standardiied design for NBS8 li baqlance of plant. Rellabilitu 
uas primary goal for turbine generators. 

REED. C. Commonuealth Edison Co. 79/02/02. 2pp, 


7902210038 "Local Conditions ti Uncertainty Bank Calculatlont for 
Semiscale Tost 3-02-9." Derives local condition heat 
transfer parameters b uncertainties using eompoter codes (i 
Bsperlmental ly derived boundary eondltteni. 

’ <^TWaOD, C, L. Idaho National Englnderina Co. 

FIN A-610A. CDAP-TR-040. 79/01/31, 16Spp. * • 


/vui.iiwo44 submits proposed legislation which would autherlie 
appropriations for fiscal years 1980 b 1981. Requasti 
authoriration of «373, 300, 000 for talarlat b espenass for 
fiscal year 1980. Would be In accord w/Preeident 'i program 
HENDRIE, vl. M. Commission. 79/01/31. I3pp. 


.TWBBiuuuv nesponos CO ruim co riDl 

Cracking Study Group rept.NUREO 78-067 b Info re OE'e 
BWn pipe cracking problems since 1978. Forwards lietine of 
LERs b documents available at PDR. 

FELTON, J. M. Division of Rules and Records. 79/02/07. 100pp. 


/-.u^iciuuau MUKeu/UK-0O48 


"Automated Personnel Data Base 6ys Bpact.Tatk V, " Oevelope b 
provides sys specs for an NRC/IE pareonnel data base lyt 

' B0CA9T,A.K,, DEPPNER.F. 0. General Research Corp. 
NRC-OS-77-142. 70/11/30. 164pp. Available at NTI8. 


7902210062 NURE0/CR-032a 

"Kinetics of Chlorine-Ammonia Reactions in Sea Water." 

Annual Rept 770601-700831, Reaction rate constanti were 
developed through itopped-flow teehniquei. 

JOHNSON, J, D. , INMAN, O.W. North Carolina, Univ, of. 78/12/31 BOao 
Available at NTIB. 


7902210063 Tranicrlpt of 790131 public meeting in Wash ington. DC. 
pp 1-H4. 

HENDRIX, J.M, , OILINSKY.V. , KENNEDY, R. T. Commiislen. 79/01/31. 
119pp. 


7902210064 NURE0/CR-0S36 

"Critical Pathways of Radionucl idci to Man from 
Agro-Ecosystems." progress rept 771001-780930. Finds little 
incorporation of radioisotopes into plant tiasuai. 

OIBBONB, J. W. , ALDERTB, J. J. J ADRIANA, D.C. Savannah River Ecologu 
Laboratory. 70/12/31. I4pp. Available at NTI8, 


7902210068 Transcript of 790129 public meeting in Washington, DC. 
Pp 1-123. 

HENDRIE, J, M. . OILINSKV.V, , KENNEDY, R. T. Commission. 79/01/29. 
lS4p p. 




"Identification of Unresolved Safety Iitues Relating to 
Nuclear Power Plants. " Annual rept to Congress per Energy 
Reorgeniietion Act of 1974, amended. 

at NTls'* Nuclear Reactor Regulation. 79/01/31. 98pp. Available 


7902210067 Subcommittee meeting on anticipated transients e/o seraa, 
h»ld on 790131 in Uathingtond DC 

KERR.W. , RAY, J. , MARK, J. C, ACR8 - Advisory Committee on Reactor 
Safeguards. CR 2388. 79/01/31. 217pp. 


7902210072 NUnE0/CR-044S 

"Sabres 1; Conflict Simulation Model for Surface Transport 
Byi. “ Study of hypothetical armed attach on road convoy of 
nuclear matt, w/attention to poeeible defense tactics b sys. 
KEETON, 8. C. Sandia Laboratories. FlNA-1173. 8AND7B-8S49 

78/09/30. lOSpp, Available at NTI8. 


7902210000 Summary of meeting w/Bokum Resources on 790117 in Santa Fa, 
NM, to discuss Bokum uranium mining project. Surface watar 
diversion sys, groundwater b land ownership were discussed. 

MANOER,'A. Fuel Process, b Fob, Branch. 79/01/30. 3pp. 


Transcript of 790131 public meeting in Wash ing ton, DC i 
Offshore Power Sys (ALAO-SOO), Pp l-si, 

HENDRIE, J, M. , OILINSKV.V. , KENNEDY, R. T. Commission. 79/01/31. 

82pp. 


79P28100B1 Summary of 790123 sits visit to Minerals Esploratlon Co's 
Andsrson U Project, AZ. Concludes there are no obvious 
insurmountable problem areas but info la nssded on propoted 
tailings impoundment, staling b capping area, b reclamation. 

8CARAN0, R. A. Fuel Process, b Fab, Branch. 79/02/01. Spp, 


7902210028 Transcript of 790129 public meeting In Wash Ington, DC on 
proposed license to eeport natl for Terepur, India facility, 

Pp ’ 

HEMDRlEi J. K. J 0IL1NSKY*V, i KENNEDYj fi. T. Commi*»lon. 79/01/29, 


7902210029 Northern CA Power Authority . not willing to permit outei' 
contractor to reproduce document* selected bg NRC in 
discovery proceeding, Will provide copies of documents to NRC 
as requested at reproduction costs. 

TftAUOER.T.C. Spiegel b McDlarmld. 79/01/19, Ip. 


790221O0B9 CDAP-TR-047 

"RELAP-4 Stagnation Properties iSption. " Fundamental mismatch 
was Identified between eeientially homogeneoui, equilibrium- 
based, RELAP-4 code b nonhomogeneoos b/or nontqoilihrlum 
critical flow models imposed on code, 

DEYOUNG, T.L, Energy, Dept, of. FIN A-6047. EX-76-C-07-1970. 

79/01/31. 33pp. 


7902210092 Amend 1 to OE eaport 'license Includes Htli« Process Sui m* 
another party to export. 

OPLINOER, 0. 0. Assistant Director for Export/Import b tnternation*! 
Safeguard s, 1683, 79/02/01. Ip. 
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7902210093 Anind 7 to Utttlnghouct tiport llcents titendt eipirotion 
date 1< Incressif authorlied dollar value. 

DPLINOERi 0.0. Aiaiitant Director for E>port/Ifflport (< International 
Oafeguardt. FX 20023. 79/02/02. Ip. 


7902210097 "Reactor Primary Coolant 8y« Pipe Rupture Studyi Method For 
Detection of Qentiti lation in Btainlet* Steel," Monthly 
progreee Itr for Nov 197B. D1 scutsea Stringer ueld study. 

CLARK. M.L.. COWAN. R.L.. CORDON. 0. M. Central Electric Co. 
r«C-OA-7S-802, 78/12/19. 2p. 


7902210107 NURE0/CR-0SS7 

"Meaeureniant of Phase Separation in Wyes b Tees." Discusses 
dependence of phase separation on different paranteters. such 
as inlet quality.mass flui t> separation angle. 

HOfJAN. T. vl. . LAHEV. R.T. Rensselaer Polytechnic Inst. NRC-04-76-301. 
78/12/31. 100pp. Available at NTI8. 


7902210118 License for Technical Operations. Inc. to esport 721 kg of 
depleted U. 4B0 Cl of Ir-192. 1.584 Cl of Co-^O b 250 Ci of 
Cs-137 to East Oarmany . Ch Ina b USSR. 

□PLINOER.J, J. Assistant Director for Eiport/Import b International 
Befeguards. 79/02/01. 2pp. 


7908210119 License application for Mitsui b Co (USA) to esport 77.600 
lb Zlrcaloy-2 tube shells to Jepan. 

MONDEN. T, Boeing Computer Service Co. (subs, of Doeing Co,). 
79/02/01. Ip. 


7902210120 License application for CE to export I stud tensioner to the 
Netherlands. 

• Oansral Electric Co. 79/01/89. Ip. 


7902210121 License for Transnuc Icar. Inc. to export 31.55 kg U-23S to 
Canada. 

OPLINOER. 0. 0. Assistant Director for Export/Import b International 
BaPaguards. 79/02/01. 2pp. 


7902210122 License application for OE to export gamma scanning b fuel 
deposit sampling equipment b auxiliary supplies components 
to Japan. 

WILSON. 8. D. Oeneral Electric Co. 79/02/01. Ip. 


7902210123 License for Edlow Inti Co to export 0.002 micro g Pu-237 b 
0. 03 micro g Pu-242 to Japan. 

OPLINOER. 0. 0. Assistant Director for Expnrt/Import b International 
BaPeguardi. 79/01/31. 2pp. 


7908210136 Summary of site visit to Phillips Uranium Corp Nose Rock 
Hill sitei conducted as part of NRC ravleia of Phillips 
proposal. Roads to three alternative sites were impassible. 

Potential problem areas are listed. 

MANSER. S. Fuel Process, b Fab. Branch, 79/01/30. 3pp. 


7902210161 NUnEO-0479 

“Rept on DHR Control Rod Drive Mechanical Failures: Technical 
Activity D-43, " 

JADDOUR.K. N. Office of Nuclaar Reactor Regulation. 79/01/31. Sapp, 
Available at NTIS. 


7902210166 Quarterly list of petitions for rulemaking pending final 
action as of Dec 1976. Federal Register notice ulll folloui. 
HUTTON.O.L. Division of Rules and Records. 79/01/29, 7pp.' 


7902210176 Notifies of 790206 meeting u/Dept of Energy re radioactive 
uaste 1 eolation. 

BOYLE. R. R, High Level b Transuranic Waste Branch , 79/01/24, 

2pp. 


7902210160 Forwards agenda for 790206 meeting w/Dopt of Energy re 
geologic repositories. 

DOYLE. R.R. Lou Level Waste Drench. 79/01/31. 2pp. 


7902210219 Foruards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment." W/llst of 11 systematic evaluation program 
plants for uhich no action is required. 

PAPPA8.H. Region 3. Chicago. Office of the Director. 79/02/09. 
3pp, 

7902210229 Foruards info re location of neua publications in lA near 
proposed plant. 

NAUOHTON. U. F. Commonuealth Edison Co. 79/02/13. Ip. 

7902220097 Responds to 790105 appeal of denial of two documents under 
FOIA. NRC complies b foruards draft memo from JL Kelley to 
NRC. Memo from ME Chopko to T Rehm has already been sent. 

U/o end. 

CHILK.S.J. Office of the Secretary of the Commission. 79/02/08. 

Ip- 


7902220104 Responds to NRC 790103 denial of two documents under FQIA b 
appeals for their release. Basts for appeal for one document 
is that It contains dissenting view to documents already 
released. Other cannot be protected by privilege. 

R0I8MAN.A. Z. Natural Resources Defense Council. 79/01/05. 2pp. 


7902210124 ’‘Recommendations to NRC on Drouni Ferry Unit 3," Reviews 
tneervlce teitlng program for pumps b valves. Includes 
specific evaluations for 6ER, Concludtt program. as modified 
bu rap ti c onp 1 1 as w/ABKE. 

LBTTIERI.V. I REBTIVO. T. . MALL. R.E. Brookhaven National Laboratory. 
FIN A-3117. DNL-NUREO-28490, 76/08/31, 2Bpp, 


7902210125 "Quarterly Progress Rapt for Oct-Dec 1976." Effort includes 
gravity b magnetic stud las. seismic refraction investigation 
b baeamant geologic itudies. Divas abstracts of papers on 
Mldcontlnantal us rifting b regional tectonics. 

BRAILE. L. W. . SEXTON. J.L. Purdue Unlv, NRC-04-76-323 MOD 3. 
79/01/12, 35pp. 


7902210126 License application for Mitsui b Co (USA) to export 25.463 
lb ZlrcalDy-4 tuba shells to Japan. 

MDNOEN.T. Boeing Computer Service Co. (subs, of Boeing Co. ). 
79/01/30. Ip. 


7902220109 Responds to undated FOIA request for WABH-1 400. Forwards 
Rasmussen b Lewis Repts. press release, b policy statement on 
raaetor safety study. W/o end. 

FELTON.J.M. Division of Rules and Records. 79/02/12. Ip. 


7902220111 Undated FOIA request for Rasmussen Rept. 
OEDROEi P. Affiliation Unknown. 79/02/06. Ip. 


7902320116 Requests copies of winning proposals submitted by Mountain 
West Research. Inc. other than R6-RES-70-192. 

FEIN. D. Affiliation Unknown. 79/01/31. Ip, 


7902220121 Responds to 790131 Itr requesting copies of every winning 
proposal submitted by Mountain West Research. Inc> other 
than RS-RES-70-193. NRC has selected no other proposals by 

CO. 

FELTON.J.M. Division of Rules and Records, 79/02/16, Ip. 


7902210128 License application for Mitsui b Co (UBA) to export 
Zlrcaloy-B tuba ihalls to Japan. 

HODENiT. W. Doalng Computer Bervice Co. (subs, of Boeing Co.), 
79/01/30. Ip. 


790S210129 "Palaoxolc Oeology of New Madrid Araa. " Quarterly progress 
Vipt Oct-Dec 1970. 

BCHWALD.H. Kentucky. Unlv. of. NRC-04-76-321. 79/01/17. Ip, 


7902210132 License application for Ttladyne Isotopes to export IS kg 
daplatad U-239 to Condition 2 countries. 

FUKIMA.D. Ttladyne, Inc. 79/01/29. Ip, 


7902220123 Requests copies of winning proposal b original RFP for 
RS-H £8-70-192, 

FEIN, D. Affiliation Unknown. 79/01/31. Ip. 


7902220125 In response to 790131 Itr forwards copies of RFP b winning 
proposal re R8-RE8-70-192. H/o ends. 

FELTON.J.M. Division of Rules and Records. 79/02/16. Ip 


7902220141 License for Westinghouse. Industrial b Govt Tuba Div. to 
export 5 components specially designed for nuclear reactor 
use to Belgium. 

OPLINOER, 0. 0, Assistant Director for Exporl/rraport b International 
Safeguards. 79/02/06. Ip. 


7902210133 License application for Reuter-atokas, Inc to export 143,2 mg 
U-835 to Oarmany. 

8KARUPA, J. D. SPEX Industplai. Inc. 79/01/23, Ip, 


7902210137 Notifies NRC of error on sample NRC and use statamsnt. 
Correct amount of uranium Is 143. 2 mg, 

8KARUPA. J. D. SPEX Industries, Inc. 79/01/26, 2pp. 


7902220142 Llcsnss for GE. Nuclear Energy Business Group, to export 5 
gamma-compensated ion chambers to West Germany. 

OPLINOER. 0. 0. Assistant Director for Export/Jmport b Internationa! 
Bafeguards. 79/02/06. tp. 
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7902220143 LiconsB for General Atomic Co to export 490 Vg nuclear 
grade graphite to France. 

QPLlNCERi O. 0. Assistant Director for Export/Import 8( International 
SaFoguards. 79/02/00. Ip. 


7902220143 License for Telcdijne Hah Chang Albang to export 2513 kg 
Zlrcaloy-4 tube shells to Hast Oermany. 

OPLlNGERj 0. 0. Assistant Director for Expnrt/Import b International 
3afogu«rds. 79/02/0B. Ip. 


7903220140 License for Hestinghousoi Industrial !< Oovt Tube DlVp to 
export miscol laneous parts b components specially designed 
far use in a nuclear reactor to Belgium. 

□PLlMOERi 0. 0. Assistant Director for Export/Import b International 
flofeguards. 79/02/00. Ip. 


7902220130 License for Hestinghousor Industrial !< Oovt Tube Dlvi to 
export 0 proportional countersi type HU 7317i to Belgium. 

OPLIWQER» 0. 0. Assistant Director for Export/Import L Intornational 
Safeguards. 79/02/09. Ip. 


7902220131 License for Hes t inghousBi Indus tr 1 a 1 ti Oovt Tube Dlv. to 
export 6 compensated loniiation chambers typo WL 6377 ti 12 
connectors typo HL 23096 to France. 

OPLINOERi 0. Q, Assistant Director for Export/Import tt International 
Safeguards. 79/02/00. Ip. 


7902220153 License for Jeumont-Schnelder to export miscellaneous parts 
& components specially designed for use in designated 
nuclear reactors or test facilities to France. 

OPLINOERj 0. 0. Assistant Director for Export/Import & International 
Bafeguards. 79/04/01. Ip. 


7902220153 License for OEjNucloar Energy Business Group, to export 
ml sc ellaneouB parts b components specially designed or 
praparod for use in a nuclear reactor to Host Oermany. 

0PL1N9ER. 0. 0. Assistant Director for Export/Import t, International 
Safeguards. 79/02/08. Ip. 


7902220190 License application for Sandvlk Special fletals Corp to 
export tubes specially designed for use in nuclear reactor 
made of ilrconium metal to Japan. 

NEWBEROtK. A1 len Products Co. , Inc. 79/01/19. ip. 


7902220193 Notifies of special appearance of E Hagner. atty. on behalf of 
Southern CA Edison Co. Cert 1 f icate of 8vc end. 

BHERWOODj A, L. Southern California Edison Co. 79/02/03, 4pp. 


7902220197 Foruiards topical rept DAH-100a3. Rev! slon 1, "Environ 
Qualification of Class IE Control b Instrumentation 
Equipment. " 

TAYLOR. J.H. Dabcock b Hilcox Co. 79/02/01. Ip. 


7902220200 QAH- 10002 

•'Environ Qualification of Class IE Control b Instrumentation 
Equipment. " 

OUR0TETN. N. M. • DUNQAN.R.L.i LEBNIAK.L.M. Dabcock b Hilcox Co. 
79/01/31. 150pp. 


7902220206 Forwards matl re Bokum Resources Corp appl lea tion. Inc ludes 
corrospondenco u/NM Environ Improvement Dlv b rept 
assessing hydraulic b geomorphlc stability of proposed 
surface uater diversion sys, 

BACA. T. E. New Mexico. State of. 79/02/02, 45pp. 


7902220216 Opposes NH Atty General's rulemaking petition PRH 8-3 due to 
none nmpl lance u/ragulations b incomplete b unsound 
reasoning. 

R0I8MANN. A, Z, Natural Resources Defense Council. 79/01/29, 4pp. 


7902220210 Requests corrections to 790U9 transcript. Certificate of 
Bve end. 

BHErtIN. P.B. New York. State of, 79/02/07. 3pp. 


7902220321 License for Teledyne Hah Chang Albany to export 2. 313 
kg Zircaley-4 tube shells to Host Oermany. 

DPUINOER. 0. 0. Assistant Director for Export/Import b Intornational 
Safeguards. 79/02/00, Ip. 


7908230224 License for Teledyne H.^h Chang Albany to export 8.313 
kg Zirealay-4 tube shells to Hast Germany. 

PPLINOER. 0. 0. Assistant Director for Export/Import b International 
Safeguard a. 79/02/00. Ip. 

7902220227 License for Teledyne Hah Chang Albany to export 1200 
lbs ZlrcBloy-4 trex to Hest Oermany. 

QPLINOERi 0. 0. Assistant Director for Export/Import b International 
Bafeguards. 79/02/OB. Ip. 


7902220229 License for Self-Pouered Lightlng.Ltd to export 1.000.000 Ci 
of tritium to Taiuian.. . 

OPLINOERi 0. 0. Assistant Director for Export/Import b International 
Bafeguards. 79/02/01. 2pp. 


7902220230 Lieanse for Tube Division of Kauecki BeryUo Industriss to 
export 985 feet Zircaloy-S seamless tubing to Hest Oermany. 

OPLINOER. 0. 0. Aselstant Director for Export/Import b International 
Safeguards. 79/08/00. Ip. 


7903220233 License for Mitsubishi Inti Corp to export 6. S2B kg U'-23S to 
Japan. 

BPHNOER.O.O. Assistant Director for Export/Import b International 
Safeguards. 79/02/01. 3pp. 


7902220334 Exceptions of Southorn CA Edison Co to ASLD 790183 order. 
Urgos that denial of util motion to quash a subpoena was in 
error for 31 reasons. Certificate of Bve end. 

SHERHDOO. A. L. Bouthern California Edison Co. 79/02/03. 11pp. 


7902220233 8ECY-78-679A 

Informs of facility attachment concluded for HR-1 reactor 
in connection w/appllcatlon for export license XBNM-1334 to 
export enriched U to Conada. 

SHEA.J, R. Office of Intornatlonol Programs. 79/01/25. Ip. 


7902230001 Foruards "Environ Ropt.Uravan Uranium Project. Kontraie 
County. CO for Union Carbide Corp." 

PORTER. K.R. Dames b Moore. 70/00/31. IP. 


7902230011 "Environ Rept.Uravan Uranium Project Montrose County. Co for 
Union Carbide Corp." Discusses site. mins. environ effects, 
environ monitoring. proposed radiological health physics 
program b economic b social effects of mill const. 

• Dames b Moore. 7B/08/31. 600pp. 


7902230031 NUREO-0020 V3 N1 

Orey Book; Operating Units Status Rspt.data as of 7G1831. 

* Office of Management and Program Analyslt. 79/01/31. 200pp. 

Available at NTIB. 


7902230048 Forwards application for axport license b "Purchase Request 
for Special Nuclear Std Ref Metis to be Exported From the 
US" from Delegation of the Commission of the European 
ConuDuni t ies. Bureau des Isotopes Btables. 

SPAAVi. F. European Communittss. Commlislon of. 79/01/31. 2pp. 


7902230049 License applicetion for Delegation of the Commission of the 
European Communities to export U-235 to Francu, 

6PAAR. F, European Communities. Commission of. 79/01/31. 2pp. 


7902230033 Foruerds Draft 1. Revision 1 of proposed Reg Guide 1,140, 
"Design Testing b Maint Criteria for Normal Ventilation 
Exhaust 8ys Air Filtration b Absorption Units of LHR 
Nuclear Power Plants." dtd Mar 1979. Requests concurrence. 
ARLQTTO.O. A. Division of Engineering Standards. 79/02/05. tp. 


7902230037 "Design. Testing b Maint Criteria for Normal Ventilation 
Eebaust Sys Air Filtration b Adsorption Units of Light- 
Hater-Cooled Nuclear Power Plants." Draft l.Rtvislon 1. 

H/artel public commants. 

a Office of Standards Devslopmsnt, 79/03/31. 87pp. 


79022300B1 License application for Texas Nuclear Division to export 
30 mCi Pu-23e in Texae Nuclear Model 9264 source holder to 
Vane luela. 

HENDRICK. 0. Texas Utilities Co. 79/01/30. 2pp. 


7902230144 Ac k receipt of 7B10H b 701121 Itre Informing NRC of steps 
taken to correct vldatlens noted in OA Program Insp Rept 
99900205/70-01. 

POTAPOVS. U. Region 4. Dallas, Vendor Inspection Branch. 

78/18/04. Ip. 


7908230143 Responds to 701108 NRC Itr re violations noted in QA Insp 
Rept 99900203/7B-01. Corrective actions: memo to supervisors 
issued stating all temporary attachments welded to vessel 
must be identified in order to be compatible w/vessel natl, 
CARREAU. 0. Hyoming Mineral Corp. 78/11/21. Ip. 


7902230J4B Ac'k receipt of 701011 Itr informing NRC of steps taken to 
correct violations noted during Insp 99900205/70-01. Requests 
acldl info re actions taken to prevent recurrence of use of 
unidentified matl as temporary attachments. 

PQTAPQV6. U, Region 4> Dallas. Vendor Inspection Branch. 
70/11/00, Ip. 
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790SS301S3 Rsfponds to 760839 NHC 1 tP p» vlojption* noted In QA In»p 
Rept 99900105/7S-01 . Coppee 1 1 vt action*: requlreinent #op 
tubeontpactop '# coppective action antaped in QA Manual ti all 
tanpoPBPU attachment* Identified by matl type & number, 

CARREAUiO. Wyoming Mineral Copp, 78/10/11. 4pp, 


7903330154 Forward* QA Program In»p Rept 99900109/78-01 on 70OBO1-O4 & 
notice of violation. 

POTAPOVBi U. Region 4i Dallasi Vendor Intpection Branch. 

78/08/39. Spp, 


79033301.99 Notice of violation from imp on 7B0B01-04, 

a Region 4. Oalta(> Vendor Inepectlon Branch, 78/00/34. Spp. 


7903330160 OA Program Imp Rept 99900309/78-01 on 780801-04. 
Noneompllanee noted; iubcontraetor'* corrective action not 
addraaied In QA Manual. weld matl* not identified, entrie* in 
dally log for welders Incorrect. 

ELLERBHAU. L. E. . HUNNICUTT. 0, H. Region 4. Della*. Vendor 
Inapaetlon Branch; 78/13/04. 7pp. 


7903330333 Confirm* 790183-39 dlecuealon* re production of document*. 

Util will produce all document* to NRC under term* 

. pravloutay eitabliehed per "green dotted" document*. Hi 1 1 
•xpndlta discovery phata. 

EVANB.D. J. Office of the Executive Legal Director. 79/OB/Oi, 3pp. 


7903360169 Appaals Apparent denial of FOIA request of 7901 10. because 
respondent has not racalvad reply within statutory 10-day 
pariod for reply, 

BELLiN. Affiliation Untnown. 79/01/30. tp. 


7903360004 Informs that NHC Advisory Committaa on Medical Ute of 
Isotope* will expire on 790131. NRC will seali renewal of 
charter for two year ptrlod. Forward* copy of committie 
charter. 

HENDRIEiJ. M. Cenmlsslon. 78/13/87. 4pp. 


7902360007 Exprassas concern re mannar in which NRC has bean consulted 
by Executive Brench. Requeite stricter edherence to 
reguletioni by DOE. 

HENDRIEiJ. K. Commission, 78/13/37. Spp. 


7903860009 Bubmlt* NRC rept for quertor ending 780930 re full-time 
pernenent employees hired fa promoted. Date for FY77 fa FV78 re 
Minorities fa woman supplied. Also forward* fiscal year end 
summary. 

HENOfllEtJ. H. Commission. 76/13/18. 9pp, 


7903360019 Acb recsipt of 701113 Itr r* NRC approval of transport of 
nuclear wastes over Route 809 in PA. Neither NRC nor DOT 
control epoclfle truck routai. Forward* NURE6-0170 fa notice 
of DOT rulemaking. M/q NUREO-0170. 

HENDRIEIJ. H. Comnieeion. 78/13/36. 9pp. 


7903860016 Requests NRC determine if pernistion ha* been granted for 
transportation of nuclear watte on Route 309 in PA. 

HCDADE.J. M. House of Rep. 78/11/13. IP. 


7903360034 Ack 761806 inquiry re incineration of radioactive waste at 
Unlv of Iowa. Uaeta consists of paper fa liquid counting 
samples containing low amounts of radioactivity. 

Oeneantratlon wall balow NRC stds. Copy of lOCFRSO end. 

ISNORIE.J. H. Commission. 79/01/09. Spp. 


7908360039 Ack receipt of 701309 Itr which noted NRC reponse to 
petition limiting consideration of alternative electrical 
energy sources to coal fa oil, Forward* evaluation of 
mlttrnative energy sourca* for EI8. 

HENDRIEiJ. M, Commlselon. 79/01/34. 40pp. 

7902260103 Notifia* that ancloitd IE Bulletin. "Attempted Extortion-- 
Low Enriched U. " was sent to listed liceneees. 

FAPPASiH. Region 3i Chicago. Office of the Director. 79/08/03. 
app. 


7908360109 Forward* application to export dosimetry eg* to Peoples 
Republic of China. 

CHOURAiR. E. Heat Pipe Corp. 79/01/89. ip. 


7908860108 Llcanaa application for Harshaw Chemical Co to export 
parsonntl dosleiatry sya to Paoplts Republic of China. 

CHQORAiH. Heat Pip* Corp. 79/01/89, ip. 


7903260111 Notification of contract execution: "Safety Ateasement of 
Cbncrsta Nuclear Structurasi" awarded to MIT, 

UOLLETTifl. A. Rastarch Contract* Branch, PIN B-661B. 
NRC-04-79-1BI. 78/13/01. Ip. 


7908360114 Contract for ‘’Safety Assesiment of Conerate Nuclear 
Structure*. " awarded to MIT. 

MORTON. K. V, Reteareh Contract* Branch, FIN 6-6618, 73/11/28. 

7pp. 


7902860183 Ack receipt of speech given at American Association for 
Advancement of Sc isnee. Houston meeting. 

HENDRIEiJ. M. Commi«*ion. 79/01/33, Ip, 


7902860139 Forward* copy of speech given et American Association for 
Advancement of Science. Houiton meeting. U/o end. 

BPETHiO. Council on Environmental Guaillty. 79/01/10, tp. 


7903260126 Notification of 790209 meeting iti/Commonuiea I th Edison in 
BethaedaiMD to dltcus* util's plan* for submittal of const 
permit application documents fa requests for Carroll County 
p lent. 

BIRKEL. R. A. Light Hater Reactors Branch 3. 79/01/36. Ip. 


7903360139 Submit* statement on NRC actions re reeommendat ions in OAO 
rept. 

HENDRlEi J. H. Commission. 79/01/09. Spp. 


7903260131 Notification of contract exeeut ion. Mod 4. to "Environ 
Survtlllanee for Measuring Concentration* of Radioactivity fa 
Radiation Level* In Environ of Commistian-Llcensad 
Activities located Hithin Btata of CT. "Contractor: Btataof CT 
BAIBDENi L. Research Contract* Branch. FIN B-9H5. 70/11/13. 

Ip. 


7902360139 Mod 4. obligating funding for FY79 to "Environ Surveillance 
for Heeturlng Coneentretions of Redioac tlvity fa Radiation 
Levels in Environ of Commission-Licensed Activities located 
Hlthin Stete of CT. " 

MDRTONiK. V. Division of Contracts, FIN B-9tl9. 79/01/30. Ip. 


7903360133 NRC 1* considering eliminating tubmisslan of annual 
indemlnity operations repts as separate i terns. Propoaei to 
include ell info contained In rept* in Its Annual Rapt to 
Congress fa thus end duplication of data. 

HENDRIEiJ. M. Commission. 79/01/26. Ip. 


7902260139 NRC 1* considering eliminating submission of annual 
indemlnity operation* repts as separate Iteme. Proposes to 
include all Info contained in repts in its Annual Rept to 
Congress fa thus end duplication of date. 

HENDRlEi J. H. Commission. 79/01/36. Ip. 


7903860137 NRC is considering cllmlneting submlision of annual 
indamlnlty optratloni rept* a* separate itema. Proposas to 
include all info eontainad in rept* in its Annual Rept to 
Congress fa: thus end duplication of data. 

HENDRIE.J.M. Cammlssion. 79/01/36. Ip. 

7908360190 Responde to 790116 POIA request for nine categories of 
documents re fire protection at tlx nuclear plants. Documents 
forwarded except for one not found fa one other already 
located in PDR. 

FELTON. J, H. Division of Rules and Records, 79/03/09. Ip. 


7903360171 Summary of 770713 Technical Actlvitlei Steering Committee 
Meeting 3. Lists activities reassigned to Category B. proposed 
activities not included in generic technical actlvltlat. tr 
already approved Categroy B items, 

CASEiE. 0, Office of Nuclear Reactor Regulation. 77/07/19. i7pp. 


7903360316 Discusses possible continuous purging of FUR containment. One 
objective 1* to reduce occupatlonel esposures during access 
to containment for meint while plant Is at power, 
a Containment Systems Branch, 7B/1S/Q0. 7pp. 


7902360331 Request* estimates of fuel failures out to first 30 -b of 
LOCA.ra continuous containment purge ieeue. Tables a'ncl. 

DENTONiH.R. Of flee of Nuclear Reactor Regutat ion. 74/11/19. 3pp. 


7903360324 Requfst* review fa commenti. or coneorrencoi re regulatory 
position on containment purging during normal plant 
operations. 

BCHHOEDERiP. Technical Section. 74/11/89. Ip. 


7902S60S37 Discusses proposed raguletory position on contalnnant 
purging during normal plant operations. Concludes auch 
purging acceptable but should be designed w/criterla as 
specif ted. 

LAlNABiO. C. Containment Systsm* Branch, 74/11/31. 4pp. 
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7902860234 8uiwn«rli»» tslcon hfld u/TVA lo dtico»* basl* for dotlgti of 
containment purge »«». Current detign baeie Is not uiell 
attablithed. ^ o 

ANDEflBDN) C. J. Containment Sgete/ns Branch. 74/10/85. 3pp. 


7908860320 Comments on implementation of Branch Technical Position CfiS 
6-4. "Containment Purging During Normal Plant Dporottons. ■ 

TEDE8C0. R. L. Aselstant Director for Plant Byitems. 75/11/^0. 

8pp. 


7902260839 Anelyies proposed regulatory position on containment purging 
during norrael plant operations. Concludes purging is 
acceptable so long as specified criteria are satisfied. 

LAINASiO. C. Containment Bystems Srench. 74/10/31. 3pp. 


7902860244 Forwards second draft of proposed regulatory position on 
containment purging during normal plant operations. Draft 
Incorporates comments made at 740821 meeting. 

LAINAB.O. C. Containment Bystemi Branch. 74/09/04. 6pp. 


7908860290 Forwards draft position paper re plant safety when 
eonteinmenb purged during normal operations. Purg Ing 
undesirable! If required, spec if ic criteria must be used. 
LAIWASiO. C. Containment Systems Branehi 74/00/16. ip. 


7908260297 Comments on 740816 draft eontalnmant purge position. 
KNieHT, J. P. Mechanical Engineering Branch. 74/08/21, ip. 


7902860384 Discusees recommendations of Regulatory Requiramante Review 
Committae Heating 29. 

CASE, E. 0. Office of Nuclear Reactor Regulotion, 79/07/0B. ip. 


7902860329 Forwards summaries from regional offices re purging ti 
venting operations in operating BMRs. 

BEVFRITtK, Region 4, Dallas, Of flea of the Director. 75/09/19. 
Ip. 


7902860369 Forwards revised draft of propoeed position on containment 
purging during normal reactor operation, 4, requests 
resolution of pipe line else itsue. 

TEDE8C0, R. L. Aselilant Director for Plant Byitems, 75/04/17. 
lOpp. 

7908860370 Forwards addl info on containmtnt purging during normal 
reactor operation, (< raquaett meeting w/Regulatory 
Requirements Review Committee to consider info. 

8CHR0EDER, F. Division of Systems Safety. 75/05/07, iOpp. 


7908860261 Forwards memo re 
conteinaent purge valves. 
SCHROEDEB.F, Technical 


development of recommendations concerning 
Sect ion. 74/08/09. ip. 


7903260372 Undated comments on draft document of R Tedasco rs 
containment purging. 

0O8NAR.fi. J. Mechanical Engineering Drench. 79/02/16. ip. 


7902260274 Open Itr re containment purging during normal plant 
oparati on. Requests commitment to cease ell containment 
purging or a justification for continuing purging. 

SCHMENCBR.A. Operating Raactors Branch 1. 70/11/28. 6pp. 


7908860277 NUReO-79/087 07.3 

8RP, flection 7. 3. “Engineered Safety Features flys. " 

* OPPlee of Nuclear Raactor flegulation. 70/11/80. 12pp. 


790S8602S8 Proposed Reg Oulde 1. XXX, "Containment Purging During Normal 
Plant Operations. " flptclfies design stds which must be 
satisfied by purge syitemi. 

a Office of Btandards Development. 79/08/16. llpp- 


7902860290 Requests that Accident Analysis Branch confer w/Contalnment 
Syi Branch to resolve differences in propossd Reg Oulde 
l.XXX, "Containment Purging During Normal Plant Operations. " 

VQtLHER, R.H. Assistant Dirsetor for fllta Analysis. 78/02/82. 

Ip- 


7908260894 Commsnts on proposed Rag Oulde 1. XXX, "Containment Purging 
During Normal Plant Operations." 

TEDE8C0, R. Assistant Director for Plant Oystems. 70/02/09. 

2pp. 


7902260297 Forwards t, discusses Branch technical Position 6-4, 
■"Contalnmint Purging During Normal Plant Operations." 
LA1NA8,0. Containment Systeme Branch. 7S/0i/26. Bpp. 


7902260300 Raquatts that brief rapt be prepared on containment purge 
sys re requirements for smaller purge linet (, qualification 
of valvas for large main purge lines. 

CROCKER, L.P. Division of Project Henegement. 70/01/80. 2pp. 


7908860304 Note forwarding proposed changes or ricomnendations on 
proposed Reg Outde l.XXX, ’.'Containment Purging During Normal 
Plant Opermtloni, " 

* Commission. 79/08/16. 19pp. 


7902260306 Forwards Accident Anetyils Branch eommente on flret draft of 
proposed reg guide on containment purging during normal 
plant operation. 

BUNCHrD. F, Accident Analysis Drench. 77/09/27. 3pp. 


7908260309 Comnients on proposed reg guide on containment purging during 
normal plant operations. 

ISRAEL, 8. L. Reactor Syitams Branch. 77/05/18. Ip. 


7902260311 Dlscussts Effluent Treatment Sys Branch review of data on 
fraquencytduratlon, B tlma of day of intarmtttent gaseous 

retaases. 

COLLINS, J. Effluent Treatment Systeme Branch. 77/09/06. Bpp. 


7908260316 Comments by Mechanical Engineering Branch on proposed reg 
guide on containment purging during normal plant aparation, 
B08NAK,R,%i. Mechanical Engineering Branch. 77/05/03. ip. 


7908860373 Presente tabular summary of purge sye for PHRs.BWRs l< KTDRs 
currently under review. 

ANDERSON, C. Containment Bystome Branch. 79/04/07. 7pp. 

7902260374 Comments on draft Itr to Regulatory Requirements Review 
Committee on containment purging during operation. 

ORIME0, D.K. Accident Analyels Branch. 79/03/31. 2pp. 


7908260376 Forwards tabular data on purge info re BUR operating plants. 
ANDERSON, C. Containment aystems Branch. 75/04/80. 3pp. 


7902260377 Revised draft on containment purging during normal reactor 
operation. Olseutses basis for determining site of 
penetration 6 advantaget of largar valvas. 

BCHROEDER.F, Division of Systems Safety. 75/03/82. 9pp. 


7902260380 Dlscussts astlmated predictions of limiting X/0 valves for 
doses from open containment purge lines in Mark 111 
containments at timi LOCA occurs, 

ORIMEB,D,R. Aeeldfnt Analysis Branch. 79/01/88. 3pp. 


7908860301 Mechanical Engineering Branch Technical Poeition 8> "Pump It 
Valve Oparablllty Assurance Program." Bats forth acceptable 
procedures for showing operability of active pumps t( valves 
under postulated conditions. 

KNIOHT, J. Mtchanlcal Englnserlng Branch. 79/12/84. 7pp. 


7908860382 Requests dlscussion.bg Regulatory Requirements Review 
Committee of Technical Revlew't attempt to forgo regulatory 
position re acceptability of containment purging during 
normal reactor oparatlon J< design of purging sys, 

BCHROEDER, F. Division of Syitems Safety. 79/01/10. 3pp. 


7902260409 Bummaritas 741223 meeting re proposed regulatory position on 
containment purging. 

DEVQUNO, R. C. Division of Sits Safety It Environmental Analysis. 
74/12/84. 2pp, 


7908860411 Suggests that meeting be held to dlseust proposed ragulmtory 
position on containment purging. 

D0V0/R.8. Division of Project Management, 74/18/16. Ip. 


7908860416 Draft of Containment flys Branch Position CBB 6-2 on 
containmtnt purging during normal plant operation. 

• Containment Systems Branch. 79/01/06. 3pp. 


7908860439 Forwards escarpt from book entitled "Technology of Nuclear 
Reactor 8afety-Vol 8," which dltcusscc undeelrabi llty of 
continuous containment purging. 

ORIMEB, B.K. Accident Analysts Branch. 74/07/31. 2pp. 

7908860449 Forwards first draft of proposed regulatory guide on 
containment purging during normal operation for review ti 
comment, 

LAINAB, 0. C. Containment Bysteme Branch. 77/04/86. 13pp. 
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790S3&0864 Dlicusiat eont«in»i#nt purgs valv»», Pointi out potsiblt 
problcM involving ability of facility to nittgata 
conaaquanca* of LDCA if aeelpant oeeuri uhila contalnmant 
purga valvai ara opan. 

HOORE.V.A. Light Watar Raactora Branch 8. DSYOUNO. R. C. 

Light Hatar Raactora Branch 1. OOLLER.K, R, Diviaion of Dperatlno 
Raactora. 74/oa/oa. spp. 


79OSS603S7 Forwarda Branch Tachnical Poaition C8B i-4 on contalnmant 
purging during normal oparation, 

TKDEBCOiR.L, Aiiiatant Diractor for Plant Syatama. 7S/0A/10. 
7pp. 


790SS6037B Diacuaaaa accldant conaaquancaa of contalnmant purging of 
BMR Harh tll containmanta. 

ORlKEBiB.K. Accidant Analyaia Branch. 78/03/03. Spp. 

79<]&S&0364 Diacuaaaa propoaad regulatory poaition ra contalnmant 
purging during normal plant eparationt. Includaa analyaia of 
taating program, panatrationa k laolation aya. 

LAINA8>fl. C. Contalnmant Syatama Branch. 74/11/81. Spp. 


79OS260379 Diacuaaaa containment purging of BWH Mark III centalnmantai 
includaa tabulation of aatinata of parcantaga of contalnmant 
voluma ralaaaad bafora laolation. 

LAINA8,0. C. Contalnmant Syatama Branch. 79/08/09. Spp. 


790S3&0387 Conmanta on propoaad ragulatory poaition on contalnmant 
purging during normal plant oparationa. Racommtnda that 
•fFact of purging on laak datactlon aya ha addrataad in 
poaition papar. 

BDVO, R. S, Diviaion of Project Hanagimant. 74/12/30. 3pp. 


7903360369 Nota on BUR purging. 

8CYFR1T, K. V, Region 4> Dallaa, Office , of the Director. 
78/03/18. Ip. 


7'fOS3&0160 FOIA raquaat for nlna catagoriaa of doeumanta ra fire at alx 
nuclaar powar planta. 

BELL, N. Affiliation Unknown. 79/01/10. Ip. 


7903360163 Ack raealpt of 781306 Itr raquaatlng Hating of poaalbla 
actiona by NRC rtqulrlng notification undtr Cuter 
Contlnantal Bhalf Landa Act. NRC at praaant haa nothing 
pandlng which would afftet outer contlnantal ahalf. 

HENOAIE, J. M. Cenmiaaion. 79/01/83. Ip. 


7903B601B3 Notifiaa of appraelatlon for making avet available at a 
Loaned Eaaeutlva to Combined Federal Campaign. 

HENORIE, J. M. Caaimiaalon. 79/01/34. ip. 


7SK}8860186 Ekpraaaai appreciation for making J Cook available aa Loaned 
Eaacutlva to Combined Federal Campaign. 

SCHAEFFLER, U. A. Affiliation Unknown. 79/01/11. Spp. 


7903360190 Eipraaaoa appreciation for autographed copiaa of Codta of 
Practice. 

HENDRIE, J. H. Commiaiion. 7B/18/36. Ip. 


79DS36019B Ack receipt of 790108 Itr informing NRC of itapa taken to 
correct daviatione noted in Inap Rapt 99900404/7S-04. 

POTAPOVS, U. Region 4, Dallaa, Vendor Inapactlon Branch. 
79/01/19. Ip. 


7903360304 Raeponde to NRC 781211 Itr ra vlolationa noted in Inap Rapt 
99900404/78-04. Corrective actiona: Pol Iciaa 6 Precaduraa 
Manual uaad on TBX/TCX t, TOX/THX projacti properly updated 
li euppller performance evaluation Porm 99434 filled out. 

ARNOLD, H.H. Radiation Management, PAP-EOH-79-000. 79/01 /OB. 

apF’ 


7903360309 Forwarda Inap Rapt 99900404/7B-04 on 761187-30 L notica of 
deviation. 

POTAPDVS,U. Region 4, Dallaa, Vandor Inapactlon Branch. 
78/18/11. 3pp. 


7908260313 Notica of davlatiop from Inap on 7B1 127-30, 

« Region 4, Dallaa, Vandor Inapactlon Branch. 7B/1S/0B. tp. 


7908360333 OA Program Inap Rapt 99900404/70-04 on 701187-30. 
Koncompllanca noted; moit rac'ant rovliion to proeadur# on 
TBX/TCX 6 TOX/THX projicta not In controlled manual li annual 
•valuation of quality parformanca of tuppllar not parformtd. 
ANDER80N, D. 0, , JOHNSON, J. M. Raolon 4, Dallaa, Vandor Inapactlon 
Branch. 7B/13/0B. 19pp. 


7908860210 "Biocide By-Producta in Aquatic Environ," Apr-Juno 1978 
quarterly prograaa rapt. Oiaeuaiaa analytical chamlatry L 
biological affacta of chlorination by product!. 

BEAN.R.M,, SCHIRMER, R. E. , MANN. D. C. Battel 1 a Mtmorlal tnitituta. 
Pacific Northwaat Laboratory. FIN B-809Q-a. 76/11/30. SSpp. 


7908860889 Tranacript of 886 th general meeting ACRB In Haahington, DC, 
on 790809. Pp 189-491. 

CARBON.H. H. I PLE6SET, M. S. ACR8 - Adviaory Committee on Reactor 
Safaguardi. 79/08/09. 36Spp. 

7908860231 Ack raealpt of 790116 Itr Informing NRC of atapa tBkan<to 
correct violations noted in inap of sctivltlaa under 
Lleania 93-00706-09. 

BOOK, H, E, Region 9, San Franciaco, Fuel Facility 6 Hatarlala 
Safety Branch. 79/01/89. ip. 


790SS60240 Retponda to NRC 790109 Itr re violations noted in Inap of 
activities under License 93-00706-05. Come tiva actiona: 
radiation survey records now document calibrator survey 
dally, required decumants potted. 

MCCLELLAN, J. T. Hawaii, State of. HICORD. 79/01/16. Spp. 


7902860247 Olscuasaa inap of aetivltlss under Llctnsa 93-00706-09 on 
781811 tt forwards notice of violation. 

BOOK, H. E. Region 9, Ban Francisco, Fuel Facility & Materlala 
Bafsty Branch. 79/01/09. Spp. 


7908260856 Notlei of violation from Insp on 7B1S11. Noncompl lance noted: 
failure to daily document calibrator survey , failure to past 
proper noticts. 

a Region 9, Ban Francisco, Fusl Facility 6 Hattrials Safety 
Branch. 79/01/09. Ip, 


790SS60S32 "Toxicity b Effects of Bremoform on Flvt Marina Species" 
prstantad at taeond workshop on marina b freshuataT 
applications of oioni, Qrlando, PL, 7B1 101-03, 

OlBBON.G.l., TONE.F.C., HILKINSON.P. Battalls Kinorial Institute. 
Pacific Northuist Laboratory. FIN B-2098, 70/11/30. 19pp. 


7908860243 License for Haatlnghausa to export thrai compantabad 
ionlxation chambars, type HLS3944, to Franca, 

0PLIN4ER, 0. 0. Assistant Diractor for Export/Import b Intarnatl ana I 
Bafaguardt. 79/08/08. Ip. 


790S260249 Licania for Taladyna Hah Chang Albany to axport 8,913 kg 
of Zlrcaloy-4 tuba thalls to Hast Oarmany. 

□PLINOER, 0. 0, Assistant Director for Eiport/Impor t b Internatianal 
Safeguards. 79/OS/OB. ip. 


7908860846 Ack rscatpt of 700918 Itr ra V Ootaick testimony on 770789 b 
770B0S. Commission accepts that tastimony waa truthful but 
incomplete. Testimony fall short of raqulramant to keep 
Congress "fully b currsntly informed." Oosilck agrees. 

HENDRIE, J.M. Commission. 7B/1S/0B. 4pp. 


7908860392 Conctrns ambiguous statsmsnts mads during 770729 b 770808 
tastlmonmy. Rsquasti that actions be taksn to corrset rscordi 
of both hsarings. 

HENDRIEiJ.H. Commission. 70/OB/ll. 8pp. 


7908860399 Conesrns the testimony of 770789 b 770BDB by LV Oasslek. 
W/ancl tsit of findings, conclusions b rscommandationi rs 
inquiry of testimony in question. 

HENDRIE.O.H. Commission. 76/08/03. 19pp. 


7908860860 Commission Rtviau of QOC/OIA Rspt, "Inquiry into Tastimony of 
the EDO. " 

HENDRIE.J.M. Commission. 76/06/01. 8pp. 


7908860868 Informs of risponslbl llitg of assuring that Congress Is 
fully b currintlg Informed. 

HENDRIE.J.M. Commission. 7B/0B/11. Spp. 


7908260370 Requests that 770789 testimony be eorrac ted. Agrees with OOC/ 
DIA Inquiry that "no avidanci" phrati was smblguDus. 

OOSBICK.L. V, Office of the Executive Diractor for Oparatlons. 
7B/0B/16. Ip. 


7908860279 Requastf 77080B testimony be corrected. 

OOBBICKiL.V. Office of the ExecuUve Director for Qperatlone. 
7B/0B/16. Ip. 


7902860249 Licanee for Tube Diviaion of Kaweeki Beryleo Industries to 
export 90 plecee Zircalay-2 seamless tubing to Hsst Osrmany. 

OPLINOER, 0. 0. Assistant Director for Expert/tmport b Intarnationat 
Safaguardi. 79/02/08. tp. 
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790S860234 L4c(n«e for M»»tinBhou»« to fiport one »taft-up range 
a*»efflbly> typ e Ul.24009i & one tource range lietectori type 
ULSaOlO. to Belgium. 

OPLINOER.O. 0. Aifietant Dlrettor for Export/Import t< International 
Bafeguardi. 79/OS/oa. Ip. 


790SS&04e9 BER concludee health l< lafety ot public ulll not be 
endangered l< actlvltlei will be conducted In compliance 
w/NRC regulationt <• will not be inimical to common defense. 

« Office of Nuclear Reactor Regulation. 70/12/01. 13pp. 


7902260498 Ni;BE0-0332 

"Haatth Effects Attributable to Cool b Nuclear Fuel Cycle 
Alternatives. " 

» Division of Site Safety (< Environmental Analysis. 77/09/30. 

aspp. 


7908260S09 License for OE to export miscellaneous parts b components 
designed or prepared for use in a nuclear raaetor to Uest 
Otrmang. 

□PLINOERi 0. 0. Assistant Director for Esport/lmport (i Internatlonel 
Sefeguards. 79/02/09. Ip. 


7902260584 QA Program Insp Rapt 99900810/78-04 on 781113-17. 
Noncompllenee noted: supp 1 ier did net respond to audit NHlOl 
in 30 deysiQA manual lacked Change number li inspector 't eyes 
not eiamlnedi stress rept changes unsigned. • 

COSTELLO. J. R. < BROUN. J. L. . HALE. C. J. Region 4. Dallas. Vendor 

Inspection Branch. 78/11/30. 12pp. 


7902260889 Notification that during 790104-05 meeting. ACH9 concurred 
w/regulatery position re Reg Guide 1. 141. Revl sion 1. 

"Containment Isolation Provisions for Fluid 8ys. " 

CARBON. M. N. ACR8 - Advisory Committee on Reactor Safeguards. 
79/01/09. Ip. 


7902260374 Llcanse application for Nltsuilina Travel 8vc of America. Inc 
to export specially designed or prepared parts b components 
for nuclear reactors to Japan. 

VAMAZAKl.M. Unltronex Corp. 79/01/22. 2pp. 


7902260899 Forwards summary of comments on staff raconmendatlona re 
various meetings held from Jan-Sept 1977. 

FRALEV. R, F. ACRB - Advisory Commlttae on Reactor Bafeguardi. 
7B/0B/2B. 4pp. 


7902260S10 Licsnse far OE to export mltcel laneout parts b components 
for a nuclear reactor to the Netherlands. 

OPLINOER.O. 0. Assistant Director for Export/Impert b International 
Safeguards. 79/02/06. Ip. 


7902260813 License for Oeneral Atomic Co to export miscellaneous 
cemponenti for a nuclear reactor to Italy. 

OPLINOER.O. 0. Assistant Director for Eiport/Import b International 
Safeguards. 79/02/Oa. Ip. 


7902260814 License for 8E to export electric nuclear fuel rod 
simulators for use In nuclear reactors to Italy. 

OPLINOER.O. 0. Assistant Director for Export/Import b International 
Safeguards. 79/02/0B. Ip. 


7902260S19 License for Westlnghouse to export Incore-BPN-Assemblles to 
West Oermany. 

OPLINOER. 0. 0. Assistant Director for Export/Import b International 
Safeguards. 79/02/08. Ip, 


7908260321 Lictnse for Cordis Corp to export 1.38 g Pu contained in six 
cardiac pecars to Jordan. 

OPLINOER. 0. 0. Assistant Director for Export/Import b International 
Safeguards. 79/02/08. 2pp. 


7908260823 License for Uesttnghousi to export miscellaneous parts b 
components sptcially designed or prepared for use in French 
b Belgium reactors. 

OPLINOER. 0. 0. Assistant Director for Export/Import b International 
Bafeguards. 79/02/26. Ip. 


7902260929 License for Uestlnghouse to export miscellaneous parts b 
components epeclally designed for use in a nuclear reactor 
to Belgium. 

OPLINOER. 0. 0. Asstetant Director for Export/Impert b International 
Safeguards. 79/02/26. Ip. 


7902260603 Minutes of 7Blt01 Reactor Operations Subeommittas aiaatlng 
to review Office of Nuclear Regulatory Rasearch programs 
being conducted by Research Support Branch b to hear 
briefing by Division of Operating Reactors. 

« ACRB - Advisory Committee on Reactor Safeguards. 7B/11/01. i9pp, 


7902260612 "Evaluation of Docket Files of Terminated Licenses." monthly 
progress rept for Dec 1970. Project will build data base of 
info on terminated license re sites of potential rtaldual 
radiological safety hazards. 

KOLOUAVi C. F. i LANTZ.P. H. < DICKSON. H. W. Oak Ridge National 
Laboratory. FIN A-9009-7. 78/12/31. 10pp. 


7902260613 Notification of contract axecutlon. Mod 3. to "Radionuclide 
Retention b Land Form Mod in Surface Pathways. " Contractor: 

State Univ of NV at Albany. 

HAOEYi H. Research Contracts Branch. FIN B-600S. NRC-04-77-169. 

79/01/29. Ip. 


7902260617 Hod 3. Increasing period of performance two rsonthi to 
"Radionuclide Retention b Land Form Mod in 8urfaea 
Pathways. " 

MORTON. K.V. Research Contracts Branch. FIN B-6008. 76/18/01. 

2pp. 


7902260616 Notification of contract axecutlon. Hod 1 to "Evaluation of 
Bulk Properties of Radwaste Olass b Caranle Containtr Hatli 
to Determine Long-Term Stability." Contractor: Cathol ic Univ 
of America. 

KAQEV. H. Research Contracts Branch. FIN B-6330. 79/02/09. Ip. 


7902260619 Mod 1. increasing support celling to 9219.896.00 b d stating 
Article A-llI(cl for "Evaluation of Bulk Propartlas of 
Radwaste Olass b Ceramic Container Matts to Dttarmlna Long- 
Term Steb 1 1 ity. " 

MORTON, K.V. Research Contracts Branch. FIN B-6330. 79/01/29. 

Ip. 


7902260931 License for Uestlnghouse to export specially designed or 
prepared parts b componsnts for a nuclear reactor to 
Belg lum. 

OPLINOER. 0. 0. Assistant Otrsetor for Export/Import b International 
Safeguards. 79/02/0B. Ip. 


7902260622 Licsnse for Oreseer Atlas Dlv of Dresser Induetrlas to 
export 18 Cl Am-241 to China. 

OPLINOER. 0. 0. Assistant Director for Export/Import b International 
Safeguarde. 79/02/02. 2pp. 


7902260940 Ack receipt of 781229 Itr Informing NRC of stepi taken to 
correct violations noted in OA Insp Rept 99900910/7B-04. 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Branch. 
79/01/24. Ip. 


7902260624 Commante on Code Statements in 790201 
til Code Interpretation. Arguei w/tomt. provides 
comments on others. 

MINOOUEiR, 0. .Office of Standards Davtlopmint. 


memo re ASHE Section 
specific 

79/08/02. app. 


7902360543 Responds to NRC 781204 Itr re violations nottd In QA Insp 
Rept 99900910/76-04. Corrective eetions; supplier completed 
audit.change entered OA menuel. tnspector'i ayes examined 
final strees rept will have signed revlilon theate. 

CURNANE.R, A. United Engineers b Constructors. Inc. <subs. of 
Raytheon. Co. ). 78/12/29. 7pp. 


7902260947 Forwards QA Program Insp Ript 99900810/04 on 7B1113-17 b 
notice of deviation. 

POTAPOVS.U. Region 4. Detlae. Vendor Inspection Branch, 
70/12/04. 2pp. 


7902260849 Notice of deviation from Insp on 781113-17. 

« Region 4. Dallat, Vendor Inspection Branch. 78/11/30. 3pp. 


7902260629 Llcanie for Self-Powered Lighting, Ltd to export 1,000,00 Ci 
tritium to Hong Kong. 

OPLINOER. 0. 0. Assistant Director for Export/Import b International 
Safeguards. 79/02/02. 2pp. 


7902270074 Provides NRC views rs HEU-proposed general regulations 
implementing Age Discrimination Act of 1978. Endortos use of 
mediation by agencies in resolving complaints arising under 
Act. ) 

HENDRIE.J. H. Commission. 79/02/OB. 3pp. 


7902270060 Ack receipt of 781010 Itr re efforts to negotiate agreement 
between MI b NRC for regulation . of byproduct lourea b 
special nuclear matls. Advlees that NRC may terminate 
agreement per Atomic Energy Act. 

HENDRIE.J.H. Commlsiion. 79/02/09. 2pp. 
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7908870004 Ae)i •'•olpt of Itr from LJ Wilson. Msgor of Oak land. CA. r# 
prapoaod rPteeatlan of Roglon V offtca. 

HENORIE) J. M. Commlnlon. 79/08/02, Ip, 


7903870009 Advitts that NfiC hat raquiitod 08A delag propoted relocation 
of Region V to allow fuller evaluation of all factors. 

HENDRIEi J. M. Cotsailtsion, 79/02/02. Ip. 


7908270091 Forward* 701 US Itr from LJ Wilson. Mag or of Oakland. CA. 
requesting consideration be given to relocating NHC Regional 
office from Walnut Creek. CA. to Oakland. 

8H0A.J. B. Oeneral Services Administration, 70/12/11. Ip. 


7908270098 Requests reconsideration of relocation of Region V office 
from Walnut Creek. CA. to San Franc Isco. CA, 

M1L0ON.L. J. Oakland. CA. 70/11/13. 2pp. 


790SS7010S Ack receipt of 701119 Itr re proposed relocation of Region V 
office to San Francl sco. Utr forwarded to NfiC. Advise* that 
both Oakland or 0an Francisco quallfg as central business 

area*. 

OOULDINO. P. E. Oeneral Services Administration. 70/18/11. ip. 


7902870118 Thank* ABL8 members for efforts in achieving settlement. 
Would appreciate euggeettone re how preeent regulation* for 
handling diselpllnarg matters might be improved. 

HENDRIEtJ. N. Commission. 79/02/07, Ip. 


7902870110 Ack receipt of speech presented at recent Atomic Industrial 
Forum conference. 

HENDRIE. 0, M. Commlselon, 79/02/06. Ip. 


790SS701S3 Forwards speech presented on 790119 at Atomic Industrial 
Forijm conferance on legal U leglslativt affairs, Addretsas 
two problem areas; Commission itself It problems in rsgulatorg 
staff's mgt performanc*. 

WAROiJ. E. Sargent ti Lundg. Inc, 79/01/89. 19pp. 


7902870130 Accepts Invitation to prssant paper at 790923-26 conferance. 
HENDRIE, J. H. Commission. 79/02/07. Ip, 


7902270131 Request* presentation of paper at 790923-26 inti meeting re 
financing of nuclear power. 1979 program t participation 
Hat end. 

HALBKE. C. Atomic Industrial Forum. 79/01/04. 11 pp. 


7903870130 Requests llctnst to eiport fuel tubes, rod springs, top (. 
bottom end plugs lused In fabricating fuel rods! to Sweden. 
OAMLSTROH. C. 0. Weetinghouse Electric Corp. IC8-0143. 79/08/01. 

3pp. 


7902270141 Notification of contract esecutlon. Mod 1 to "Evaluation of 
Retention 1< Migration Data from Natural t* Inadvertent 
Aeposltorles. " Contractor: Stanford Univ, 

HAOEViH. Reiearch Contracts Branch. NRC-04-70-266, 78/12/21, 

Ip. 


7902270149 Mod 1. extending period of performance t, increasing funding 
to "Evaluation of Ratention ti Migration Data from Natural tc 
Inadvertent Repositories, " 

HAOEVtH. Research Contracts Branch. NRC-04-78-266. 70/12/21. 

3pp. 


7902270100 Confirms arrangements for meeting on 790806 to acquaint NRC 
w/DOE programs on waste isolation, 

HEATH) C. A. Energg. Dept. of. 79/01/89. Ip. 

7902270200 License for OE to export parts for replacing traversing 
Incore detector* t) control rod drives in a nuclear reactor, 
to the Netherlands. 

OPLINOERi 0. 0. Assistant Director for Export/Import (< International 
Safeguards. 79/02/08. Ip. 


7903270202 Llcensa for Saginaw Stearing Oear to export balls, 
deflactori) lock nut*. It other spare parts for use in 
refueling sg* to South Korea. 

OPLINOERi 0. 0, Aeslstant Director for Export/Import It International 
Safeguards. 79/02/02. Ip. 


7903270204 Forward* Standard Order fop DOE Work. 

DQYOiR.S. Division of Project Management. FIN A-1113-9. 79/01/89. 

Ip. 


7902270239 Standard Order for DOE Work. Authorlies FY 1979 funds to 
perform work for "Sgstame Interaction Methodologg 
Application. " 

TRIPLETT. M. P. Office of Nuclear Reactor Regulation. FIN A-iU3-9. 
80-79-74. 79/01/86. Ip. 


7903270846 Notification of contract execution. Nod 4 to "Studies in Two 
Phase Flow Oas Liquid Interaction in Upflow Bgs. " 

Contractor; Univ of Houston, 

HAOEY. H. fiesearcb Contracts Branch. FIN D-56B4. NRC-04-73-194. 

79/01/29. Ip. 


7908870890 Hod 4. Increasing funds, addl scope of work S> extending period 
of performance to "Studies in Tuo-Phasa Flow Oas Liquid 
Interaction in Upflow 8gs". 

MORTON. K.Y. Research Contracts Branch. FIN 0-9604. 78/10/01. 

9pp. 


7908270303 License application for Reuter-Stokes Inc to export 
44.071 mg U oxide (enriched 93.1 In U-S35) to Japan. 

SKARUPA.J. D. 8PEX Industries. Inc. 79/02/09. 2pp. 


7902270314 License application for Reuter-Stokes Inc to export 1.916.20 
mg U oxide (enriched 93X in U~239) to Japan. 

SKARUPA.J. D, BPEX Industries. Inc. 79/02/09, 2pp. 


7902270316 Forwards license application for Texas Nueloar Div to export 
30 mCl of Pu-838 to Holland, 

HENDRICK. W. 0. Milwaukee Blood Center. Inc. 79/01/26. IP. 


7902270320 Licence application for Texas Nuclear Division to export 30 
mCi of Pu-23S to Holland. 

HENDRICK. W. 0. Milwaukee Blood Center. Inc. 79/01/26. Ip. 


7908270347 Forwards license application for Fansteel Metals to export 
combined U oxide ti Th oxide to West Oermang. 

0R0B8. W. T. Firetek Corp. 79/02/09. Ip. 


7902270364 License application for Fansteel Inc to export combined 
U oxide i< Th oxide to West Oermang. 

DROWN. C, L, Firetek Corp, 79/02/09. 2pp. 


7902270404 License application for Edlow Inti to export 150 canning 
tubes of 2r to Sweden, 

» Edlow International Co. 79/02/09. Ip. 


7902270414 License for Bgron Jackson Pump Division to export 
miscellaneous parts for pumps speciallg designed 1. 
fabricated for use In a nuclear reactor to Itelg. 

□PLINOER. 0. 0. Assistant Director for Export/tmport ta International 
Safeguards. 79/02/00. Ip. 


7902270416 License for Westinghouse to export mlscellaneaus parts and 
components designed for nuclear reactors to France. 

OPLINOERi 0. 0. Assistant Director for Export/Import & Incernational 
Safeguards. 79/03/01. Ip. 


7902270417 Presents analgtls of issues h outlines posslblo future 
courses of action re relations u/Pcople's Republic of China 
6 export of nuclear matl to Taiwan. 

BICKWIT. L. Office of the Oeneral Counsel. 79/01/30. 16pp. 


7902270419 License for Delegation of Commission of European 
Communities to export 0.799 g Pu to France, 

OPLINOERi 0. 0. Assistant Director for Export/Import tc International 
Safeguards. 79/02/02. 2pp. 

7902270423 Responds to questions raised during 790126 testimong. 
Provides answers re number of spent fuel shipments now 
pasting through urban areas t. NRC position on maxlmlilng 
onsite spent fuel storage at opposed tu offsite storage. 

HENDRIE, J. M. Comml ssion. 79/02/16. 6pp. 


7902270427 Requests answers to questions raised at 790186 hoarlmg. Areas 
of concern are transportation of spent fuel through urban 
areas (< maxlmtiation of onsite rather than offeite storage. 

Beaks response bg 790209. 

UDALL.M. House of Rep,. Interior 8i Ins. Affairs, 79/01/30. Ip. 


7902270434 Ack receipt of 790206 Itr requesting copg of "Individual 
Site Ratings from IE Emplogeo Survog on Evaluation of 
Licensees. “ Aprl 1, 1976. Rept is available from PDR at cost of 
eight cents per page. 

FELTON. J.M. Division of Rules and Records. 79/02/26, Ip. 


7902270437 Requests copg of "Individual Bite Ratings from IE Emplogae 
Surveg on Evaluation of Licensees." April 1973. availab le per 
FQIA 70-290. 

MCDOUELL.M. Affiliation Unknown. 79/02/06. tp. 


7908370443 Responds to 79020S Itr requesting annotated list specifging 
main areas of concern of petitioners to intervene in certain 
licensing & rulemaking proceedings. NRC has no such list. 

FELTON, J.M, Division of Rules and Retorda. 79/02/23. Ip. 
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7‘90237044& Riquiiti annotditd llatlnj tptcifging inain araaa of eoncorn 
of patit lonart to Intarvana. 

flTANTDN.C.C. Af fi 1 la t i or» Unknown. 79/02/05. Ip. 


79022SOD01 8ECY-79-106 

Provldat Cofflnilialon w/ra«ults of raviaui of aitant to which 
llcanalng or otbar regulatory actiona rtlitd upon UA6H-1400i 
tinea rapt validity hat baan chal 1 a ngad. 6al levat no pravloui 
action ihould ba ovarturn ad. W/tupp 1 natl. 

DEHrON.K.R. Offlci of Nuclear Reactor Regulation. 79/OS/09. t30pp. 
7902SQ0130 BECV-78-679 

Difcottat Trantnuc laari Inc application to aiport 779 kg U to 
Canada. RaeDainanilt licante ba Ittuad. Raguat ta Comnittlonar 
conmanta, M/»upportlng doc unanta t ion. 

QHEAiJ. R. Qffica of Intarnational Programt. 76/12/19. 2Spp. 


7902260174 Hinutai of ?6090di meeting In Hathington DC ra ttatua of 
Bub commit tee attenptt to gather Info for ACRS annual rapt to 
Congraas on ttatui of NRC rataarch actlvltiae. 

a ACRS - Advitory Committae on Reaetor Safaguardt. 76/10/07, 22pp. 


79022e0te& Eiacutiva Branch position ra Uattlnghouta appllcaticin to 
aiport reactor components to Be Ig 1 un. Recommends licante ba 
Issued. Ltr of atturancs from Delglun and. 

NOSENZOi L. Sf. Statei Dept. of< Bureau of Oceans ti Internatl. Environ. 
Sc Sclsntiflc Affairs. 79/01/31. 3pp. 


79022B0191 Urgst amending 10CFR2. 714 to clarify addl good cauia for 
failure to file petition on time : Indlvidua It who move to 
plant vicinity after deadline ihould be able to inttrvansi 
tf circumvention of NRC rules li not Intsndsd. 

EDDLEHANc H. Affiliation Unknown. 79/01/04. 2pp. 


7902260211 Raituasti that certified record In DC Court of Appaalt ra 
Honnlcliar cate be brought up to data by including commanti 
of petltlonar'i ttaff dated 790105. 

SATEScA. Affiliation Unknoun. 79/01/23. Ip. 


79022B0216 "Bhytical Protection of Nuclear Facilities)’' progrtst rapt 
Nov-Dee 1970. 

CHAPMAN) U. D. Sendla Laboratorlet. FIN A-1060. 79/01/30. 13pp. 


79022B0242 Reiiuesti license to aiport two utlltiatlon faeilltiei to 
Republic of Korea. 

HEBSi R. J. Wettinghoute Electric Carp. IC8-ail4. 79/01/2&. 4pp. 


7902200267 NRC petition ro Saginaw Steering Bear application to aiport 
12 ball screw attemblles used in fuel loading to Republic of 
Korea. Ulcente should be granted, 

MOOREiR.N. Asiiitant Director for Eiport/Import t< International 
Safeguards. 79/02/02. Ip. 


7902260263 Notlfiss that IE Info Notica 79-01) “Bargen-Paterson 
Hydraulic Shock & Sway Arrestors iUSSA}” wai tsnt to littad 
utils on 790202. 

PAPPAB) M. Rsglon 3t Chicago) Offies of the Director. 79/02/05. 
5pp. 


7902200270 "Dioeide Dy-Producti In Aquatic Environ)" July-Sept 
quarterly rapt. Dltcusset analytical ehsmistrij t> biological 
affaett of ci) lorine tion byproducts. 

ANDERBON. 0. R. • DEAN. R. H. > OIBEON.C.I. Battel 1 s Manor lal Instituta. 
Pacific NortJiwett Laboratory. FIN 8-2098-0. PNL-2B14, 70/11/30. 

7PI>. 


7902280296 Forwards addl info re topical repb DN6-RSS-011-P. Amend 3. 
■'Dow Sys for Solidification of Low Level Radioactive Matte 
from Nuclear Power Plante. " 

CARMOUCHE) L. N. Taiat Initruetients) Inc. 79/02/16. Bpp. 


7902230324 Foruardt both proprietary b non-proprietary vertlont of 
"Safety Analysit for Revised Fuel Rod Internal Preiiure 
Otsign Basis.” NRC acceptancs 1 br> app 1 ica ti on for 
withholding t< affidavit end, 

ANDERBON# T. M. Msstinghoutt Electric Corp. NS-TMA-2031. 79/01/29. 

2flpp. 


7902200328 WCAP-B964-A 

"Safety Analysis for the Revised Fuel Rod Internal Pratsura 
Design Baals. " non-proprietary version. 

RIBHER.O, H. Hestinghouse Electric Corp. 78/00/31. 110pp. 


7902200347 Forwards proprietary b nonpropr Istary van ions of "BUR 
Paedwater Noi i le/8parger Final ReptiSuppl li " in responsa to 
opin Items resulting from 760916-20 meetings w/NRC. U/enel 
affidavit. 

UATANABE. H. T. Oensral Electric Co. .Nuclear Energy Products Div. 
MFN-030~79. 79/02/20. 3pp. 


7902200346 NEDD-2ie21-01 

"BMR Feedwater Nei i ls/8pargsr Final Aapt.Buppl 1." 
nonproprietary version. 

* Osnsral Electric Co. .Nuclear Energy Products Div. 79/01/31. 
37pp. 


7902280366 Transcript of 790200 misting In Mashing tan. DC. rs propossd 
amend to 10CFR73. 59. Pp 1-19. 

MENORIE) J. M. > AKEARNE.J. . KENNEDY. R. T. Commission. 79/02/08. 19pp. 


7902280366 8ECV-79-59 

Discusses proposid amind to 10CFR73. 55 to axtand 
implementation date for certain complimentary b alternative 
miasures for protection against Insldar threat. H/supportlng 
documentation. 

MINOSUE.R. D. Office of Standards Oivalopment. 79/01/24. 23pp. 


7902280370 Forwards draft of Revision 1 to Reg Quids 1.137 "FusI 
Oil Sgi For Standby Diesel Osneratorsi summary of public 
comments (c resolut ions, valus/impac t assessment b copy of 
ANSI NI99-1976, 

ARLOTTO.O, A. Division of Engineering Standards. 79/02/06. ip. 


7902280372 Rtg Oulde 1. 137. Ravi sion 1. "Fuel Oil Sys for Standby Diatal 
Osnerators , " 

* Office of Standards Development. 79/02/02. 10pp. 


7902280373 Valus/lmpacb assessment of proposed Revision 1 to Reg Quids 
1. 137. 

ARLOTTO. 0. A. Division of Enginetring Standards. 79/02/06. 7pp. 


7902200375 ANS-S9. 51 

"Fuel Oil Sys for Standby Diesel Osnerators. " 

* American Nucltar Society. ANSI Nl95-i976, 76/04/12. 10pp. 


7902280303 Transcript of 790200 joint meeting betuiasn NRC b ACflB in 
Washington. DC, Pp 1-49. Eieeutlve Summary end, 

HENDRIE) J. M. ) AHEARNE. J. . OILINBKY.U. Commission. 79/02/06. 05pp. 


7902200517 Petition for rulemeklng to require health physics personnel 
to be certified by the Comcnitslon. 

ANDERBON. V. E. Affiliation Unknown. 79/01 /i7. Sp p. 


7902280542 AN8-5. 4 

Forwards comments on AN3-5. 4 fission gas rslaass nodal. 

Includii comments ra burnup b temp-feedback effacts. 

MEYER) R.D. Cora Performance Branch. 79/01/30. 3pp. 

79O22B0S4B Comments on summary of 700626-27 meeting on ANB-9. 4. Bel laves 
fission gas rslsase modal rspreiants ssml-emplr i cal approach 
to flsslan gas release prediction. 

OLDDERO) T. Electric Power Research Institute. 78/12/20. 2pp. 


7902280846 Transcript of 790209 public meeting in Wash ing ton. DC re 
briefing on NRC legislative proposals including siting b 
licensing b omnibus .legislation. Pp 1-38. 

HENDRIE, J, M. . QILINBKV.V.. KENNEDY. R. T. , Commission. 79/02/08, 
39pp. 


7902280560 Ltr of assurance re Oaneral Atomic Co 781204 export licinee 
application. 

BPAAK. F. European Communities. Commission of. 79/01/30. ip. 
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TONE. F. C. 
TOWNLEV, J, P. 
TRAMMELL. C. M. 
TRAPP, J. A 
TRIPLETT, M. P. 
TRIPP. L E. 
TROWBRIDGE. 0. F. 
TROWBRIDOE, 0. F 
TROWBRIDGE, 0. F. 
TROWBRIDOE, 0, F. 
TSUJI.K, 

TURNER, E. A. 
UeZUKA, H. 
UOOLINI, D. 
ULMAN, M, B. 
VAGINS, H, 
VALENTINE, P. C. 
VALLI6H, E. J 
VALORE.C. 
VALORE. C. 

VAN BRUNT, E E, 
VAN NQDRDENNEN 
VAN SICKEL, J. 
VAN WINKLE, W. 
VANDENBROEK, C, 
VANDEN OROEK, C. 
VANDEL. T, E. 
VANNE6S, S. C. 
VANROOYEN, D. 
VANSICKEL. J 
VARACALLE, D J. 
VARACALLE. D. J. 
VARELA, A. A. 
VARELA, A A 
VARGA, B A. 
VARGA, 5. A. 
VARGA, S. A. 
VARGA, S. A. 
VERDUZCO, 0 H. 
VINSON. J. B. 
VOOLER, U. H 
VORDERQRUEGGEN 
VORDERDRUEOOEN 
VOST-LOWELL, R. 
WAGNER, R. J. 
WALKER, W. L. 
WALKER, W. L. 
WALKER, W. L. 
WALKER, W. L. 
WALKER. W. L 
WALKER. W. L. 
WALLACE. L. E. 
WALLACE. J. J. 
WALSH, P. 

WALTON, 0. 
WAMBACH, T. V. 
WARD, J. A. 
.WARWICK, R. K. 
WARWICK, R. F, 
WARWICK, R. F. 
WATFORD, M, L. 
WATKINS, K. 5. 
WATKINS. 8, 
WATTS. M. J. 
WEISS. E R 
WELLS, R. A. 
WENNER. S. 


79020i0006 

7902010107 

7902270432 

7902060190 

7902080222 

7902050161 

7902030107 

7902060279 

7902060214 

7902060264 

7902120141 

7902120145 

7902140165 

7902140179 

7902150236 

7902130101 

7902220147 

7902220093 

790227029B 

7902270342 

7902260232 

7902260175 

7909210071 

7902010065 

7902270239 

7902050215 

7902050321 

7902060114 

7902030014 

7902060137 

7902120153 

7902230097 

7902010006 

7902260367 

7902220179 

7902010046 

7902280084 

7902090116 

7902060080 

7902150201 

7902270260 

7902090360 

7902020240 

7902150034 

7902010090 

7902140045 

7902010335 

7902220238 

7902010101 

7902220101 

7902070009 

7902210035 

7902050067 

7902070091 

7902050013 

7902120046 

7902200412 

7902200423 

7902260022 

7902260173 

7902060009 

7902260034 

7902260615 

7902270114 

7902010065 

7902140264 

7902140267 

7902 1 40269 

7902140255 

7902140262 

7902140271 

7902160156 

7702130082 

7902200060 

7902230202 

790201019S 

79020101 1 1 

7902010021 

7902260104 

7902090391 

7902130072 

7902010102 

7902080196 

7902140407 

7902050045 

7902010062 

7902030052 


50-466 

50-395 

50-254 

50-265 

50-315 

50-263 

50-324 

50-325 

50-325 

50-325 

50-325 

50-325 

50-324 

50-324 

50-325 

50-324 

50-325 

50-325 

50-325 

50-344 

50-247 


50-320 

50-320 

50-400 

50-400 

S0-49B 

50-295 

50-490 

50-275 

30-327 

50-477 

50-477 

50-592 

50-106 

50-331 


50-358 

30-354 

50-331 


50-363 

50-423 

50-322 

50-445 

50-445 

50-445 

50-313 

50-322 

50-397 

50-275 

30-277 

50-10 

50-10 

50-10 

50-10 

30-10 

50-10 

30-510 

50-305 

50-305 

50-3B7 

30-245 

50-255 

50-266 

S0-2B2 

50-261 

30-310 

50-318 

50-437 


7902010107 


7902260232 

DNL-NUREO-23721 

7902010065 


7902010006 


7902010046 


7902150004 

7902010090 

NUREG/CR-OSai 


7902010101 

TFBP-TR-307 

7902210035 


7902010063 

77- 309-70 
70-509-002 

78- 509-66 
NEDC-24143 

79- 509-159 
509-ATfl-17 


7902010111 


7902010062 


WENNER. S. 
WENNER, S. 
WERLINO, J A. 
WEHLINO, J A 
WEBLING. J. A, 
WERLINO. J, A. 
WEHLINO, J. A. 
WESLEY, R. 0 
WESSEL. E. T. 
WESTERMAN, T. F. 
WESTREICH, R. 
WETTERHAHN, M, J, 
WETTERHAHN, M. J, 
WHALUEY, P. B. 
WHITE, L, D 
WHITE. J. 0. 
WHITE, J. R. 
WHITESELL, 0. E. 
WHITESELL. 0. E. 
WHITESELL, 0. E. 
WHITESELL, D. E. 
WHITESELL, D. E. 
WHITESELL, 0. E. 
WHITESELL, 0. E. 
WHITMAN, 0. 0, 
WHITTEMORE. F. C. 
WHITTEMDRE, F. C. 
WHITTEMORE, F.C 
WHITTEMORE, F. C 
WILCOX, J. 0. 
WILKINSON, P. 
WILLIS, E. 
WILLIAMS, K. A. 
WILLIAMS, 0. H. 
WILLIAMS, 0. H. 
WILSON, B. 0. 
WILSON, B. 0. 
WILSON, 8. 
WILSON, 8. 
WIMPEY.J. F. 
HITKOWSKY.F.P. 
WiZNER, 0. 0. 
WIZNER, 0, 0. 
WOLFE, S. J. 
WOLFE, S. J. 
WOLFE, S, J. 
WOLFE, S. J. 
WOLFE, 3. J. 
WOLLETT. S. A. 
WOLLETT, S. A. 
WOOD, J. E. 
WOODARD, J. R. 
WOODHEAD, C, P, 
WOODS, D. C. 
WOODS, R. 

WOODS, R. 

WRIGHT, R. W. 
YAMAZAKl.M. 
YAMAZAKl.M, 
YAMAZAKI. M. 
YAMAZAKl.M. 
YAMAZAKI. M. 
YDARRONDD, L. J, 
YEOMANS, D. J. 
YIN, I. T, 

YIN, I. T. 

YORE, J. R. 
YOSHIMURA, H. R. 
YOUNG, R, H. 
VDUNO.R, H 
YOUNG, R. H. 
VDUNO.R. 

YUEN.M. C. 
YUSPEH, A, R. 
YUSPEH, A. R. 
YUSPEH. A, R, 
YUSPEH. A. R, 
ZAVADDSKI, R, W. 
ZAVADDSKI, R. W. 
ZEILE. H, J, 
ZIEMANN, D.'L. 
ZIEMANN, D. L. 
ZIEMANN, D. L. 
ZIEMANN, D, L. 
ZIEMANN, D. L, 
ZIEMANN, D, L. 
ZUFELT, E, 


7902030046 


7902030051 


7902060285 

50-334 

7902090324 

50-334 

7902090331 

50-334 

7902210261 

50-334 

7902260349 

50-334 

790201001 1 


790201000B 


7902260022 

50-313 

790222023S 

50-354 

7902280064 

50-359 

7902140288 

27-39 

7902010111 


7902230176 

50-244 

7902010192 


7902080009 

50-317 

7902050215 


7902090377 


7902050237 


7902130213 


7902130217 


7902020025 


7902090406 


7902010197 


7902260162 

50-322 

7902260167 

SO-322 

7902260177 

50-322 

7902260160 

50-322 

7902260044 

50-436 

7902260232 


7902130078 

50-324 

7902010131 


7902260596 

70-27 

7902020293 

70-1201 

7902120174 . 


7902210122 


7902130036 

50-321 

7902130091 

50-366 

7902060013 


7902120062 

50-334 

7902120112 

50-316 

7902220115 

50-316 

7902060074 

. 50-556 

7902020366 

50-556 

7902020359 

50-556 

7902230026 

50-466 

7902260076 

50-466 

7902260111 


7902020223 


7902130235 


7902230102 

50-556 

7902050044 

50-466 

7902200046 

50-330 

7902140052 


7902140020 


7902200044 

50-430 

7902120152 


7902140027 


7902140032 


7902140042 


7902260574 


7902070029 


7902270308 

50-327 

7902270175 

50-373 

7902060403 

50-295 

7902060374 

50-514 

7902020066 

50-437 

7902050109 

50-245 

7902130107 

50-245 

7902130149 

50-245 

7902270265 

50-245 

7902010215 


7902)30039 

50-307 

7902140220 

50-307 

7902140227 

50-337 

7902140229 

50-337 

7902230024 

50-250 

7902260452 

50-369 

7902010047 


7902210017 

50-244 

7902210027 

50-244 

7902010190 

50-245 

7902010284 

50-255 

790201 0286 

50-255 

7902060047 

50-255 

7902130096 

50-333 


REPORT NUMBER 


7902010011 

7902010003 

7902010111 

7902010192 


7902010197 

7902260232 

7902010131 


NUREO/CR-OOa3 


NErQ-24154 


7902070029 


7902010215 


7902010047 



CORPORATE SOURCE INDEX 


AUTHOH AFFIHATIQN 


ACCESSION NO. DOCKET NO. 


AUTHOJ! AFFILIATION 


ACCESSION NO. DOCKET NO. 


Cltiian G;'#op/I nd i vl<f ual/Med ia 


Cttlicns Againtt Nuclear Dangers 
Coamlttse for Application of Nuremberg 
Principles to US Nuclear Power Produttl 
Citliens for a Better Environment 

Citiiens Concerned About Nuclear Powers 

Inc . 


Colvinbia Countv Survival Committee 
ColuRibla Envlronmente 1 Council 
Canter for Lau in the Public Intereet 
Critical tiase 
Coalition for Safe Power 

Citiiens United for Responsible Energy 

Dalauare Safe Energy Coalition 
Environmental Coalition on Nuclear Power 
Friends of the Earth 


Hanford Conversion Project 
Kudiu Alliance 

Lateshore Citleens for Safe Energy 

North Anna Environmental Coalition 
Natural Resources Defense Council 


Pollution Environmental Problems 
Sierra Club 

Stagitonlans Concerned About Nuclear 

Plants 

San Luis Obispo Hobhers For Peace 
Troth In Power 

Tesai Public Interest Research Croup 
Myoming Outdoor Council 

Engineering L/O'r Construction h/or Consulting 

Oschtel PowST Corp. Csubs. of Qechtel 
Corp. ) 


Creare> Inc. 
Denes t( Moore 


Ebaseo Servicesr Inc. Isubs. of Enserch 
Corp. ) 

Carfi Inc. 

Oibbs 1) Hllli Inc. (subs, of Dravo Corp, 

Haielton Environmental Sciences Corp. 
Komestal* Mining Co. 

International Structural Englneersi Inc. 
LU-KO Ei press 

Karsh & McLennam luc. 


MPfi Asseclatesj Inc. 
Nuclear Assurance Corp. 
Nuclear Engineering Co. 
Teledyne< Inc. ) 


Inc. ( subs, of 


7902140130 

50-387 

7902090096 

50-272 

7902010156 

50-245 

79020S0310 


7902150160 

50-496 

7902130029 


7902130171 

50-498 

7902090046 

50-549 

7902090304 

50-344 

7902060201 

50-275 

79020B02S6 

50-4B2 

79021S0131 

50-344 

7902120004 

50-344 

7902130159 


7902130025 


7902260S62 

50-272 

7902050272 

50-3B7 

7902220249 

SO-70 

7902010403 

50-275 

7902260091 

70-754 

7902060051 

50-397 

7902060045 

SO- 397 

79O2OSOO0B 

50-400 

7902030062 

50-266 

7902230066 

50-305 

790212O14B 

50-338 

7902060055 

70-2623 

7902060064 

70-2623 

7902060069 

70-2623 

7902050312 

70-2738 

7902220270 

70-2623 

7902220216 


7902230219 

30-437 

7902070104 


79020B0310 


7902220104 


7902020039 


7902260469 

50-295 

7902050316 

50-3 

7902050311 


7902050271 

50-522 

7902280004 

50-275 

7902120213 

50-200 

7902220198 

50-466 

7902260527 

40-1162 

:1 ng 


7902120036 

50-344 

7902220134 

50-361 

7902080326 


7902070034 


7902010087 


790223001 1 


7902230001 


7902130003 


7902130000 


7902070096 


7902010090 


7902120134 

30-384 

7902120130 

30-584 

7902130173 

50-295 

7902120150 


7902090169 


7902090274 

71-6639 

7902090271 

71-6639 

7902050133 

50-18 

7902060252 

50-250 

7902120162 

50-395 

7902120167 

50-25? 

7902120171 

50-321 

7902120173 

50-335 

7902120176 

50-340 

79021201B7 

50-302 

790212QI6B 

50-250 

7902120204 

50-327 

7902210252 

50-346 

7902210260 

50-872 

7902230153 

50-302 

7902230162 

50-335 

7902230165 

30-272 

7902230171 

50-272 

7902230176 

50-250 

7902260302 

50-348 

7902260303 

30-839 

7902260340 

50-321 

7902260454 

50-335 

7902010075 


7902060130 

71 -6698 

7902080004 

27-48 

7902060001 

87-48 


Offshore Power Systems (subs of 

7902090352 

30-437 

Uestinghouse Electric Corp. ) 

Science Applications, Inc. 

7902060013 


Sargent U Lundy, Inc 

7902270123 


Soamodal Transport Corp. 

7902090390 


Stone !( Webster, Inc. 

7902090401 

7902140214 

50-495 


7902080300 


Southwest Econometrics, Inc. 

7902050032 

30-493 

TeVnekron Energy Resource Analysts Corp. 

7902090279 


United Engineers b Constructors, Inc. 

7902260543 


<%ubs. of Pdothoon* Co. ) 

Velan Engineering, Ltd 

7902090369 



Educational Institutions 


Dartmouth College 

7902010077 
79020 100G3 


Delaware, Univ cf 

7902000097 

50-90 

Duke Univ. 

79O22605B9 

50-483 


7902260595 

50-403 

Georgia Institute of Technology 

7902020227 

50-160 

Iowa State Univ. 

7902000291 


Idaho State Univ 

7902270336 

50-384 

Johns Hop kins Univ. 

7902010053 


Luther CO'Ilege DE, Iowa 

7902050274 

70-559 

Leh 1 gh Univ. 

7902010106 


Massachusetts Institute of Technology 

7902150184 

7902010092 

7902010097 

7902010102 


Northwestern Univ. 

7902090360 

50-106 


7902090359 

7902010215 

50-106 

Pennsylvania State Univ 

7902060306 

50-5 


7902140424 

40-1162 

Purdue Univ 

7902020019 

7902310125 

70-152 

Rensselaer Polytechnic Inst. 

7902210107 

7902010180 

7902010140 


New Vorki State Univ. of, Stony Drool 

7902010115 


Tecas A b M Univ. 

7902130176 

50-128 

California, l/niv. of, Los Angelos 

7902150100 



7902260217 

7902150107 

50-350 


7908210152 

7902010099 

30-350 

Illinois, Univ. of 

7902260345 

SO-ISl 

Ken t uc ky , Univ o f 

7902210129 


Mich i gan, Univ. of 

79O214004S 

7902010098 


North Caroline, Univ. of 

7902210062 


Ottawa, Univ. of 

7902010059 


Washington, Univ of 

7902060275 

50-139 


7902140474 

50-237 


7902060273 

7902060113 

50-139 

Wisconsin, Univ. of 

7902120192 

50-156 

Washington State Univ. 

7902830149 

50-27 

Worcester Polytechnic Inst. 

7903060871 

50-134 

Wash ing ton Univ. 

7902010191 



Foreign Oovernments Sr Agencies 


Canada 

Atomic Energy of Canada, Ltd. 
European Cammunitiesi Commleslon of 


,/apan 

United Kingdom 

United Kingdom Atomic Energy Authority 


7902060179 70-2642 

7902150445 

7902010025 

7902230049 

79022B0560 

7902130049 

7902130051 

7902130053 

7902130056 

7902130130 

7902230040 

7902060042 

7902120140 

7902010111 

7902010014 

7902010019 


Legal/Lauj Firms/ 1 nsurance Companies 


Dafcer S Dotts 


n lum & She I ley 
Doe k> C. E. 

Chiclering U Gregory 


7902050242 50-466 

7902060006 50-466 

7902230036 50-445 

7902230039 50-445 

7902230033 70-2623 

7902090300 50-454 

7902130126 50-361 
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CORPORATE SOURCE INDEX 
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ACCESSION HO. DOCKET NO. 


I.egal/Uau Firms/ In&urante Companies 
Cahill. Oordon & Rpindel 
Conner. Moore l< Corbor 
Conner. Moore ti Corber 


Conover Associates. Inc Insurance 
Debevolee & Licberman 


Erwin, T. S, 

Evergreen Legal Services 


Foleg t< Lardner 

Green, Feldman. Hail ?< Noodard 
Hunton t* Wi 11 lams 


Isham. Lincoln t< tleale 


Johnson tt Higgins Insurance 
Leedi Roger t1. 

l.eQoDufi Lamb. Leibt; H MacRae 
LsOoeufi Lamb, Leibg MacRae 


Louonsto In. Newmani Hei B. Acelrad 8< Toll 


D. J, McRae ti Johnson. Martin i< Russell 

McCutchen. Dogle. Oraun h Emerson 
Means, Donald S. 

Nuclear Energy Liability Insurance 
' Association 


Pearce ti Brand 

Perkins. Coie. Stone, Olsen t< Williams 

Reilly. Like Schneider 
Sheldon. Harmon t< Roisman 
Spiegel &i McDlarmid 


7902260146 

50-395 

7902140073 

50-395 

7902060397 

27-39 

7903200064 

90-350 

79021 4O2B0 

27-39 

7902230073 

50-477 

7908230066 

50-272 

7902000323 

50-437 

7902270317 

50-394 

7902000262 

50-334 

7902000269 

50-334 

7902260607 

50-490 

7902050034 

50-445 

7902220000 

50-445 

79082601 20 

50-397 

7902090 ^’5 

70-8683 

7902200020 

50-400 

7902090175 

70-2623 

7908140252 

90-409 

7902090292 

50-445 

7902090203 

50-400 

7902060072 

50-522 

7902030267 

50-528 

7902090002 

50-528 

7902220172 

50-528 

7902230048 

50-305 

7902230040 

50-305 

7902230102 

50-556 

7902060102 

50-333 

7902130230 

50-330 

7902260162 

50-323 

7908260167 

50-383 

7908860173 

50-388 

7902860177 

50-383 

7902860180 

50-388 

7902140226 

50-463 

7902010300 


7902050301 

50-295 

7902060150 

90-445 

7902060124 

50-445 

7902150167 

90-556 

7902190436 

50-454 

7902130073 

90-494 

7902220203 

90-329 

7902220209 

90-329 

7902220092 

90-956 

7902230034 

50-329 

7702090245 

50-490 

7902820058 

50-556 

7902000100 

50-330 

7908050302 

90-588 

7902090290 


7902080240 

90-203 

7902200001 

90-280 

7903200006 

50-820 

7908200174 

90-844 

7902090248 

90-466 

7908060006 

50-466 

7908200075 

SO-344 

7908200000 

50-344 

7908180048 

50-445 

7902220860 

50-490 

7908140010 

50-344 

7902870192 

50-490 

7908140010 

30-344 

7908140222 

50-309 

7902140010 

90-344 

7902270192 

50-490 

7902260902 

30-490 

7902210220 

50-331 

7902060172 

27-39 

7902090293 

27-39 

7902140407 


7902090002 

50-528 

7902220173 

50-528 

7902000813 

50-800 

7902000206 

30-300 ' 

7902000217 

50-860 

7902260461 

50-200 

7902130042 

50-395 

7902050297 

50-522 

7902260132 

50-528 

7902260140 

SO-516 

7902090049 

50-437 

7902220126 

50-490 

7902220131 

50-490 

7902220136 

50-490 

7902230204 

50-498 

7902260605 

50-490 

7902230203 

50-498 

7902220122 

60-490 

7902220139 

50-490 

7908260600 

50-490 

7902220180 

50-496 

7902230044 

50-309 

7908810089 



Snell U Wl Imer 

Shaw. Pittman, Potts. (. Trowbridge 


Waaler. Evans L Oordon 
Worsham. Forsythe ti Sampels 


790JS1003? 
790S060111 
7902090331 
7903060114 
7902030014 
79020601 37 
7902130039 
7902140220 
7902140227 
790214022? 
7902150163 
7902220222 
7902220240 
7902120199 
7902090380 
7902260607 


50-275 

50-320 

30-320 

50-320 

50-400 

50-400 

50-307 

50-387 

50-307 

50-307 

90-263 

90-329 

90-329 

50-403 

90-454 

90-490 


Local Oovsrnment/Agenci es 
Atlantic Ceunty. NJ 
Austin, TX 


Oakland, CA 
Ocean County. NJ 
Oswego. NY 
St. Louis. HO 
Suffolk County. NY 


7902060060 

7902150201 

7902220144 

7902260185 

7902200240 

7902270099 

7902090887 

7902200397 

7902370400 

7903090284 

7902060040 

7902120073 

7902260340 


50-477 

90-477 

50-49B 

90-498 

90-490 

90-477 

90-996 

40-0039 

50-322 

50-516 

SO-916 

50-322 


Medical Institutions/Labs 


Wilmington Medical Center 

Manufacturers/Equipment L Supplies 

7902060090 

30-122 

Allied Chemical Carp. 

7908070043 

40-0458 

Dear Creek Mining Co. (subs, of Kennecott 

7908200846 

Carp. ) 

Dethlehem Steel Corp. 

7 9(32080 1(}I 


Dabcock h Wl Icoi Co. 

79080S0216 

70-084 

7908010324 


7902010329 

70-084 


7902090818 

50-99 


7902270313 

70-1201 


7902280200 

7908800099 

70-27 


7908020365 

70-1201 


7908270489 

70-364 


7902080373 

70-1801 


7902010320 

70-024 


7902860001 

70-87 


7903260839 

70-87 


7902270310 

70-1201 


7902090803 

30-99 


7902230173 

50-13 


7908880197 

7903150380 

7908150314 


Combustion Engineering. Inc. 

7908070061 

70-1100 

7908030004 

70-U00 


7902070060 

70-1100 


7902140061 

70-1100 


79088601 45 

70-1100 


7903260003 

70-1100 


7902270300 

50-361 


7908010139 

7902020269 

50-361 

Cleveland-Cliff 5 Iron Co. 

7908820191 

40-0714 

Chem-Nuclear Systems. Inc. 

790S1500SS 

7 1-9094 

7908800441 

71-9096 

Dew Chemical Co. 

7902140857 

60-10 

Dow Corning Corp. 

7902800296 

7902230190 

50-872 

Eberline' Instrument Corp. 

7902190427 


Ediew International Co. 

7902270404 


Energy Fuels Nuclear. Inc. 

7902130143 

40-6641 

Energy Resources Corp., Energy Uranium Co. 

7902220080 

40-0707 

Elion Nuclear Co.. Inc. (subs, of Exion 

7902220079 


Corp. ) 


7902150486 

7902190403 

7902260142 

70-1257 


7902260310 



790222007R 

50-202 


790809001 1 
7902270364 


Oeneral Atomic Co. (subs, of Gulp Oik 

7902270347 

7902210221 

50-867 

Corp. t 


79021 401B4 



7902140093 

50-867 


7902270292 

50-867 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


H»iiufacturers/E^ 4 uipAi«nt & Supplies 


General Electric Co 


General Electric Co .Nuclear Energy 
Products Div. 


Gulf Research 8i Development Co. 

Harsheu Chemical Co. (subs, of Keuianee 
Industries. Inc. 1 

Harshaw Chemical Co. (subs, of Keuanee 
Industries. Inc. 1 
Honeguell. Inc. 

Kerite Co. (subs, of Harvey Kubbell, 

Inc. ) 

Kerr-McOee Nuclear Corp. (suts. of 
Kerr-McOee Corp. I 
d. flay McDermott & Co. 

Minerals Eiploratlon Co. (subs, of Union 
Oil Co. of California) 

Hltsuiline Travel Service of America. 

Inc. 


Mitsui & Co. . Ltd. 


Monsanto Co. 

Httsutlshl International Corp. (sobs, of 
Mitsubishi Corp. > 

Nuclear Engineering Co.. Ine. (subs, of 
Teledyne. Ine. ) 

Nuclear Fuel Services. Ine. (subs, of 
Oetty Oil Co, ) 


Nuclear Fuel Services. Inc, . Nest Valley 
Keprocessing Plant 
^>•3 Industries. Inc. 

Nuclear Dynamics 


Offshore Pouier Systems (subs, of 
Westlnghousi Electric Corp. ) 


□wins-Corning Flberglas Corp, 
Pacific Valves. Ine. 


ACCESSION 1 

MO, DOCKET 1 

7902210221 

50-867 

7902140234 


7902140264 

50-10 

7902140267 

50-10 

7902140269 

50-10 

7902140255 

50-10 

7902140262 

50-10 

7902080289 

50-325 

7902140271 

50-10 

79021 SOI 74 


7902210120 


7902090266 

50-324 

7902210122 


7902280875 

70-11 13 

7902140043 


7902140050 


7902010105 


7902010125 


7 90221 0097 


790213023B 


7902060317 


7902090358 

50-898 

7902090367 

50-382 

7902140246 


7902260424 

50-18 

7902010260 

70-1113 

7902090266 

50-324 

7902130200 

50-860 

7902800348 


7902860402 

50-183 

7902030016 

50-512 

7902060391 

50-468 

7902060093 

70-1526 

7902080086 

70-754 

7902860099 

70-754 

7908010348 

70-1308 

7908010859 

70-1113 

7902230054 

71-6697 

7902860480 

50-10 

7902860399 

30-IB3 

7902140218 

50-819 

79020B0199 

50-219 

7902140244 


7908230167 

50-70 

7908800347 


790206031 1 


7902090343 

50-322 

79020B0313 


7902130832 


7902070095 


7902060430 


790226010B 


7902260105 


7902140094 

40-7902 

7902090260 


7902260609 

70-925 

7902050809 

50-99 

7902210002 

40-8348 

7908180158 


7902140027 


7902140032 


7902140042 


7902260574 


7902180144 


7902210126 


7902210188 


7902810119 


7902860166 

71-5916 

7902120153 


7902140108 

27-39 

7902140099 

87-39 

7902070002 

70-143 

79022B0834 

50-201 

7902260466 

70-143 

7902070007 

50-201 

7902090054 


7902140019 

40-8663 

7902090417 

40-8663 

7902140015 

40-0663 

7902140012 

40-8663 

7902220801 

50-437 

7902230043 

50-437 

7902130110 

50-437 

7902260314 

50-437 

79020S0091 


7902130209 



AUTHOR AFFILIATION 


ACCESSION NO, DOCKET NO 


Pathfinder Mines Corp. 
Process Equipment Co. . Inc 

PWR System Div. PA/PI 
Radiation Center 
R eut er"8t D l< es . Inc. 


Gandvik Special Metals Corp, 
Spraying Systems Cu. 


Standard Oil Co. of Ohio 
Southwest Fabricating {< Welding Co 
(subs, of lU International Corp ) 

Teledyne. Inc. 


Texas Instruments. Inc 
Transnuc lear. Inc . 


Ramsay Engineering Co., Texas Nuclear 
Div. 


7902000392 

7902230152 

7902230145 

79022i0204 

7902090421 

7902210133 

7902270303 

7902270314 

7902210137 

7902090365 

7902220190 

7902090363 

7902090362 

7902090361 

7902210131 40-6943 

7902020067 


7902020057 

7902060360 70-124 

7902210132 

790206035B 70-124 

7902260267 70-33 

7902130117 

7902130120 

79021301 IB 

7902130121 

7902060037 

7902270320 


Union Carbide Corp, 


United Nuclear Corp 


Union Minerals 

Union Oil Co. of California 

US Nuclear, Inc. 
Westlnghouse Electric Corp. 


Westlnghouse Electric Corp, 


Western Nuclear, Inc. (subs, of Phelps 
Dodge Corp. ) 


7902270316 

790206007B 

7902140017 

79022B0301 

79020101 IB 

7902210023 

7902140435 

7902210020 

7902010293 

7902030057 

7909260483 

7902060027 

7902140364 

7902070028 

7902260248 

7902220010 

79022B032B 

7902260356 

7902030022 

7902150209 

7902150215 

7902150202 

79029B0242 

7902270138 

7902260353 

7902050204 

7902050194 

7902050932 

7902260623 

7902010234 

7902090245 

7909060202 

790B2B0324 

79021 2000B 

7902120010 

7902120006 

7902010116 

7902070097 

79022S0912 


7O-902B 

40-299 

50-54 

70-B20 

40-8602 

70-990 

70-371 

70-B20 

70-020 

4O-05B4 

40-8584 

70-1319 

50-537 

50-67 

50-415 


50-B7 


70-1151 

70-1143 

50-502 


40-1162 


Wyoming Mineral Corp. 


7902220249 40-1162 
7902210026 40-8502 


Professional /Industry Institutions, Societies 


Atomic Industrial Forum 
American Nuclear Society 
American National Standards Institute 
Edison Electric Institute 
Institute of Electrical h Electronic 
Engineers 


7902270131 

7909200373 

7902060000 

7902070090 

7902010250 

7902010246 


50-224 


State Oovernments/Agenc les 


Arliona, State of 
Ca 1 1 fornia. State of 


Colorado, State of 
District of Columbia 
De laware. State of 
Florida, State of 
Hauali, State of 


7902260315 S0-5B2 

7901250254 

7902060041 

7902060117 

7902150401 

7902050247 

7902260590 50-206 

79D2060049 

7902060035 

7902010256 

7902070032 

7902120211 50-437 

79020B0134 

7902260240 



CORPORATE SOURCE INDEX 


201 


AUTHOR AFFILIATION 

ACCESSION NO. 

DOCKET NO 

Illinois. State of 

7902260595 

27-39 


7902210091 

50-237 


7902220177 

30-237 

1 1 1 inot s. State of 

7902200101 

27-39 

Kansas. Btate of 

79031 308 IB 

90-408 


7902060021 

50-408 

Louisiana. State of 

7902050217 

50-437 

Maryland. State of 

79O20I0J54 

50-437 

Minnesota. State of 

7902050 I 55 

50-863 

North Carolina. State of 

7902010133 

50-437 

' 

7902270333 

50-437 


7902050213 

50-390 


7902800309 

50-390 

New Jersey. Btate of 

7902330230 

50-354 

7902270387 

50-437 

New Moiico. State of 

7902380806 


New yorl. State of 

7903380810 



79021S0474 

50-516 


7902060803 

□0-596 


7908860176 

50-549 


7903130804 

7903000301 

7903070047 

SO-3 

Oregon. State of 

7903230089 

50-344 

7902860116 

50-988 

Utah. State of 

7902310140 

40-0601 


7902070033 

40-0681 


7903140431 

40-0681 


7903130141 

40-0681 

Uisconsin. Btate of 

7903300060 

30-305 


79022800S6 

50-305 

Myoming. State of 

7902140242 

40-0508 

7902230103 

40-1163 


7902260610 

40-1168 


Other U. S Federal Government Agencies 



Adviscry Council on Historic Preservation 

7902200400 

40-0663 

7902870232 

40-8601 


7902I4044I 

40-1168 

Council on Environinontal Quality 

7902360135 


U S. District Court. Northern District of 

7902260503 

50-490 

Tecas. Dallas Div. 


7902260587 

50-490 

Commerce. Dept, of 

7902070035 

50-312 

lVdvt|j Dept, of 

7902020010 

70-1014 

Energy. Dept, of 

7702260071 

50-801 

7902050140 

50-801 


7902130810 

50-403 


7902140245 

50-445 


7902210112 

50-537 


7902270100 

7903010330 

71-9090 


7903330046 

71-9090 

Energiid Dept. of> Clinch River Oroeder 

7903210009 

7902270421 

50-537 

Reactor Plant 


7903260200 

50-537 


7902210100 

90-537 


7902210106 

50-537 


7902230000 

90-537 


7902270413 

50-537 


7902860806 

90-537 

Interior. Dept, of 

7902830105 

50-445 

7902060303 

50-560 

Jus tic e . Dept of 

7903310096 

50-445 

7902330049 

50-445 


7902320867 

50-445 


7902220873 

50-445 


7902230051 

90-445 


7902260220 

90-445 

State. Dept, of 

7902060030 


State. Dept. of. Bureau of Oceans t. 

7902060028 

7902060031 

7902020134 

7902020157 

7902020160 

7902030173 

7902060033 

7902150811 

7902000017 

7902030019 

7902030021 

7902060019 

7903000305 

79021S01S7 

7902150165 

7902090035 

70-2089 

Internafcl, Environ S' Scientific Affairs 

Treasury. Dept, of 

7902130048 

7902130050 

7902130052 

7902130054 

7902130136 

7902380106 

7902010143 

50-437 

Environmental Protection Agency 

7903270320 

40-0601 

7902020033 

70-754 


7902270367 

90-361 


AUTHOR AFFILIATION ACCESSION NO. DOCKET NO. 


79020BOI44 

HEM. Dept. af> Food t> Drug Administration 790S0101&9 S0-36i 

Genera] Services Administration 790S270105 

7908270091 

Health) Education !< Uelfarei Dept, of 790S010S5S AO-StSt 

House of Hep. 7908130812 

7902260018 

7908130203 50-456 

House of Rep.) Interio.r ti Insular Affairs 7902270487 
National Aeronautics N Space Admin. 7902260344 50-109 

7902260459 50-30 

7902260341 50-109 

7902260452 50-30 

Cocnmerc e. Dept of i Nationa 1 Doreau of 7902010194 
Standards 

Senate 7902140182 90-307 

7902220225 50-272 

7902220129 


Utilities. Pouer Reac tors 


ALPR - Alabama Power Co. 7902210237 .50-348 

7902210236 50-34B 

7902230100 50-364 

7902060300 50-340 

7902060304 50-340 

7902210227 50-340 

7902210230 90-340 

79 02210233 5 0-340 

7902270212 50-340 

7902270214 50-340 

7902870219 50-340 

7902270223 60-340 

7902200277 90-340 

7902200298 50-340 

7902200290 50-340 

7902200305 50-340 

7902230037 90-340 

7902130190 90-340 

7902200244 50-340 

7908280160 50-313 

APL - Arkansas Power 6. Light Cn. 7902020896 90—360 

7902280070 50-313 

' 7902220107 50-360 

7902200008 90-368 

7902010064 50-313 

7902280067 50-313 

7908280073 50-360 

7902200015 50-313 

'7902090112 S0-36B 

7902090116 50-360 

7908090120 50-360 

7902000172 50-360 

7902000174 50-360 

7902000177 50-360 

7902000846 50-313 

7902130160. 50-360 

7902130162 50-368 

7902130165 50-360 

7908130160 50-360 

7902130169 50-360 

7902150429 50-313 

79021S0432 50-360 

7902130165 50-368 

7902130168 50-360 

7702130196 90-360 

790SS00013 50-313 

7702220016 50-360 

7908280020 -50-360 

7902200209 50-360 

7902200289 30-360 

7902200294 50-360 

7902270279 50-360 

7902270200 50-360 

790SIS0250 50-360 

7903090249 50-313 

7908200330 SO-313 

7908200313 50-313 

7902000234 50-313 

790S050178 50-313 

7908060106 ,,Sfi;;3ia.. 

7908000193 90-313 

7908880001 50-313 

7908880003 90-313 

7908880069 90-313 

7908200270 50-313 

7908080251 90-366 

7903130124 90-368 

AZP6 - Arliona Public Bervlc* Co. 7908880017 90-588 

7908270260 50-592 

7908260031 90-588 

7902060859 90-588 

7902280014 90-528 

7903870264 90-998 

7908130132 90-992 

DECO - Ooston Edison Co. 7908230003 90-293 

' 7908280081 90-893 

790S0602BO 90-293 

7908060883 50-293. 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


ACCESSION NO, DOCKET NO, AUTHOR AFFILIATION 


ACCESSION MO, DOCKET MO 


Utllltl»s< Pouitr Reactors 


7902090306 S0-S93 

7902090313 50-293 

7902200035 50-293 

7902200036 50-293 

7902260410 50-293 

7902260400 50-293 

7903210244 50-293 

7902000201 50-293 

7902120205 50-293 

7902130063 50-293 

7902130191 50-293 

7902200027 30-293 

7902260310 50-293 

7902360321 30-293 

7902270190 50-293 

7902260325 50-293 

7902020262 
7902270334 50-471 

HOE - Baltlmora Oas & Electric Co, 7902210003 50-317 

7902120150 30-310 

7902270397 50-317 

7902270392 50-317 

79021403B9 50-317 

7902130106 50-317 

7902010100 50-31B 

7902010102 50-310 

7902000191 50-3IB 

7902000196 50-318 

7902130105 50-317 

7902220056 50-317 

7902260296 50-318 

7902260301 SO-310 

7902260336 50-318 

7902260339 50-310 

7902260413 50-317 

7902260422 50-317 

7902000074 50-317 

7902060327 50-317 

7902090217 50-317 

7902060173 50-317 

7902120157 50-310 

7902210006 50-317 

7902140196 50-317 

7902210201 50-317 

7902260364 50-317 

7902260319 SO-317 

7902260620 50-275 

CEIL - Commonwealth EdJaon Co. 7902260434 50-295 

7902140263 50-10 

7902230194 50-10 

7902210091 50-237 

7902140006 S0-4S4 

7902280004 50-10 

7902130007 50-295 

7902230126 50-440 

7908200433 50-295 

7902220116 50-254 

7902260036 50-373 

7902270241 50-295 

7902260273 50-254 

7902260442 50-10 

7902130005 50-295 

7902220003 50-10 

7902140100 30-3 

7902140192 50-3 

7902260420 50-293 

7902000194 50-295 

7902080200 50-293 

7902080204 50-295 

7902080207 50-295 

7902080210 50-295 

7902080211 50-295 

7902000104 50-254 

7902000190 \ 60-254 

7902080034 50-265 

7902000216 50-265 

7902000222 50-265 

7902080192 50-293 

7902080215 50-254 

7902080220 30-254 

7902000245 50-293 

7902230134 50-10 

7902140157 S0-2S4 

7902140185 50-254 

7902260591 80-295 

7902000197 50-295 

7902000226 50-295 

7902000231 50-295 

7702000248 80-298 

7902090101 50-454 

7902000233 50-293 

7902000230 50-295 

7902090342 50-237 

7902090344 50-237 

7902140143 50-265 

7902140131 50-265 

7902140160 50-265 

7902140171 50-265 


CENT - Consol idatod Edison 
York 


7902140207 

50-304' 

7902140217 

50-304 

7902140221 

50-304 

7902140224 

50-304 

7902060267 

50-373 

7902060315 

50-237 

7902060219 

50-237 

7902060241 

50-237 

7902060244 

50-237 

7902260322 

50-254 

7902260336 

50-254 

7902210258 

50-249 

7702210262 

50-249 

7902260443 

50-254 

7902260401 

50-254 

7902260393 

50-304 

7902260400 

50-304 

790226036D 

' 50-295 

7902260309 

50-295 

7902260401 

50-304 

7902260403 

50-304 

7902260423 

50-304 

7902260432 

50-304 

7902220011 

50-237 

7902220013 

50-237 

7902220036 

00-237 

7902220030 

50-237 

7902260465 

50-295 

7902260473 

50-295 

7902260363 

50-295 

7902260367 

50-295 

7902260475 

50-304 

7902260470 

60-304 

7902260350 

CO-237 

7902260361 

80-237 

7902270341 

50-237 

7902270352 

50-237 

7902130479 

50-373 

7902010150 

50-295 

7902020234 

50-295 

7902020250 

50-237 

7902130170 

50-295 

7902010170 

50-295 

7902060297 

50-295 

7902020174 

S0-29S 

7902060331 

50-237 

7902120191 

50-295 

7902200043 

50-10 

7902200055 

50-545 

7902130147 

50-237 

7902140070 

50-454 

79O21503B0 

50-295 

7902200037 

50-295 

7902220053 

50-454 

7902210240 

50-10 

7902220068 

30-254 

79022301 10 

50-295 

7902230114 

30-293 

7902260375 

30-254 

7902230186 

SO-IO 

7902230166 

30-454 

7902260032 

50-373 

7902260270 

S0-2S4 

7902260431 

50-10 

7902270238 

SO-295 

7902200261 

50-295 

7902280265 

50-10 

7902260462 

50-295 

7902270349 

50-373 

7902210230 

50-10 

7902010135 


7902210229 


7902220033 

go-237 

7902220033 

S0-26S 

7902090338 

50-237 

7902120206 

50-10 

7902140250 

50-10 

7902140205 

30-10 

7902180353 

50-10 

7902270362 

50-373 

7902070036 


7902150320 

SO-247 

7902150324 

50-247 

7902210241 

50-247 

7902150321 

30-247 

7902200014 

50-3 

7902210239 

50-247 

7902130102 

50-247 

7902130104 

50-247 

7902220095 

30-3 

7902220090 

50-3 

7902230122 

SO-3 

7902270370 

50-247 

7902270376 

50-247 

7902270302 

50-247 

7902150319 

50-247 

7902260350 

50-3 

7902210247 

50-3 

7902060014 




CORPORATE SOURCE INDEX 


203 


A'JIHQR AFFILIATION 


.)*. I ) 1 1 i es . Pouei' Ponctors 
COEC '■ C ific j nrii’a t i ties S' Electric Ct> 


CLEl — Cleveland Mlectri'. Mliiintnating 
C a 

CPC - Coiisijoter? Tower Co 


.PI. - Carolina Pouf i.igiit Co. 


ACCESSION NO 


7'?0a 140270 
7902120103 
790209034B 
7902140366 
7902260360 
7902260366 
7902270330 
7902230120 

7902210213 
7902050156 
7902220072 
7902150409 
7902220076 
79020S0131 
7902220074 
7902220075 
7902220209 
7902010036 
7902010179 
7902140187 
7902230196 
7902150288 
7902200012 
7902200076 
7902020245 
7902150284 
7902200054 
790220001 1 
7902230090 
7902050074 
7902050173 
7902050176 
7902050179 
7902050219 
7902060333 
7902060334 
7902060335 
7902060315 
7902060318 
7902200041 
7902140190 
7902140194 
7902220004 
7902220007 
7902260407 
7902260412 
7902260464 
7902260467 
7902280325 
7902280253 
79090601.87 
7902090254 
7902130134 
7902140182 
7902060239 
7902050169 
7902060231 
7902060290 
7902140080 
7902150368 
7902260395 
7902230100 
7902230181 
7902270333 
7902270306 
7902010053 
7902010174 
7902060240 
7902060198 
7902230082 
7902150403 
7902200064 
790220006! 
7902230093 
7902050128 
7902070100 
7902220077 
7902130078 
7902130072 
7902130070 
7902130076 
7902010163 
7902060274 
7902060279 
7902060210 
7902060214 
7902060259 
7902060264 
7902120136 
7902120141 
7902120143 
7902120145 
7902140162 
7902140165 
7902140175 
7902140179 
7902150283 


DOCKET NO 

AUTHOR affiliation 

ACCESaiON NO. 

DOCKET Nt 

50-358 


7702150286 
7702150392 
7902150096 . 

50-324 

50-261 

50-261 

50-350 


7702130099 

50-325 

50-350 


7702130101 

50-325 

50-358 


7902130130 

50-261 

50-358 


7902130151 

50-261 

50-358 


7902220140 

50-324 

50-358 


7702220147 

30-324 

50-440 


7902220091 

50-325 

50-440 


7702220093 

7902260383 

50-325 

50-261 

50-440 


7702260385 

50-261 

50-400 


7902270297 

50-325 

50-329 


7902270298 

50-325 

50-400 


7902270325 

50-325 

50-400 


7902270342 

7902210184 

30-323 

50-324 

50-400 


7902080227 

50-400 

50-329 


7902220066 

30-400 

50-329 


7902230132 

50-261 

50-329 


7902080212 

50-261 

50-329 


7902080218 

50-324 

50-255 


7902080221 

50-261 

50-255 


7902080232 

50-324 

SO-255 


7902230135 

50-324 

50-255 


7902280279 

50-261 

50-329 


7902090263 

50-324 

SO-255 


7702140124 

50-324 

50-255 


7902140181 

50-324 

50-255 


7902210231 

50-324 

50-329 


7902960337 

50-324 

50-329 


7902270387 

50-324 

50-255 


7902270360 

50-323 

50-255 


7902140204 

50-261 

50-255 


7902140207 

50-26 1 

50-329 


7902210187 

50-261 

50-255 

CYAP - Connecticut Yankee Atoraic Power 

7902920064 

50-213 

50-253 

50-255 

Co 

7902220063 

50-213 

50-255 


7902130179 

30-213 

50-255 


7902260397 

50-213 

50-155 

1 ' 

7902230158 

50-213 

50-355 


7902140161 

30-213 

50-255 


7902130140 

50-213 

50-255 


7902130192 

50-213 

50-255 


7902200010 

50-213 

50-255 


7902200065 

30-213 

50-255 


7902260450 

50-213 

50-255 


7902050157 

50-213 

50-255 


7902020244 

50-213 

50-255 


7902220055 

50-213 

50-155 


7902270294 

30-213 

50-255 

DAYP “ Dairgland Power Cooperstive 

7902010133 

SO-409 

50-255 

7902130065 

50-409 

50-135 


7902130064 

50-409 

50-329 


7902060295 

50-409 

50-155 


7902060299 

50-409 

50-155 


7902060246 

50-409 

50-255 


7902060250 

50-409 

50-235 


7902060253 

50-409 

50-255 


7902260435 

30-409 

' 50-155 


7902 1 30236 

71-6574 

50-155 


7902010127 

50-409 

50-235 


7902090312 

50-409 

50-255 


7902260446 

50-409 

50-1 55 


7902080214 

50-409 

50-153 


7902050184 

50-409 

50-329 


7902090251 

50-409 

50-329 


7902140219 

50-409 

50-327 


7902270282 

80-409 

50-327 

DE - Detroit Edison Co- 

7902280327 

50-341 

50-327 

7902260386 

50-341 

50-327 


7902220054 

50-341 

50-329 


790221 01 94 

50-341 

50-327 


7902140200 

50-341 

50-327 

Dl ^ Doquesne LigKt Co 

7902120062 

50-334 

SO-400 

7902120061 

7902090324 

7902060202 

50-334 

50-334 

50-334 

50-324 


7902060285 

50-334 

50-261 


7902090319 

50-334 

50-26 1 


7902090331 

50-334 

50-324 


7902210259 

50-334 

50-335 


7902210261 

50-334 

50-324 


7902260346 

50-334 

50-324 


7902260349 

50-334 

30-325 


7902050180 

50-334 


-325 

-323 

-325 

-325 . 

-325 

-325 

-323 

-325 

-325 

-324 

-324 


i>FC - OuVe Pauer Cn 


7902060208 
7902130195 
7702140131 
7902220057 
7902260299 
7902260456 
7902060001 
7902060024 
7902150148 
79022B0240 
7902260 J36 
7902:080307 


50-334 

50-334 

50-334 

50-334 

50-334 

50-334 

50-489 

70-2623 

70-2623 

70-2623 

50-488 

50-480 



204 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


affiliation 


ACCESSION NO, CQCKGT NO. 


Utilities! Pousr Reactors, 


” Florida Power Corp 


7902260136 

50-490 

7902020034 


7902060426 

50-369 

7902150429 

50-269 

7902150444 

50-491 

7902260042 

50-269 

7902050121 

30-270 

7902050124 

50-270 

7902060197 

50-287 

7902060200 

50-287 

7902800430 

50-369 

7902060106 

50-269 

79020601 B8 

50-269 

7902060287 

50-269 

7902060291 

50-269 

7902140159 

SO-269 

7902140164 

50-269 

7902220018 

50-287 

7902220024 

50-887 

7902260406 

50-287 

7902260414 

50-297 

7902260477 

50-270 

7902260495 

50-270 

7902270295 

50-269 

7902270296 

30-269 

7902270396 

50-26? 


7702270401 90-269 

7902060227 50-369 

7902060236 50-369 

7902090220 30-269 

7902220059 50-269 

790P20006B 30-269 

7902260392 50-269 

7902020200 50-269 

790226034B 50-400 

7902030205 50-367 

7 9020 5020 B 30-369 

7902060227 50-369 

7902130139 30-370 

7902060236 50-369 

7902080304 
7902090137 

7902020271 50-302 

7902010179 50-302 

7902150391 50-302 

7902140127 30-302 

7902140123 50-302 

7902050115 50-302 

7902030187 50-302 

7902050113 50-302 

79020501B2 30-302 

7902090186 50-302 

7902080199 50-302 

7902120098 50-302 

7902120096 50-302 

7902120121 50-302 

7902120123 50-302 

7902220044 SO-302 

7902(50390 50-302 

7902220040 50-302 

7902220120 50-302 

7902220117 50-302 

7902260423 50-302 

7902260457 50-302 

7902260419 50-302 

7902260455 30-302 

7902130361 50-302 

7902280249 50-302 

7902010171 50-302 

7902010146 50-302 

7902020270 50-302 

7902080163 50-302 


7902210253 

50 

-308 

7902200007 

50 

-302 

7902200063 

50 

-250 

7902200029 

50 

-230 

7902200365 

50 

-251 

7902140315 

50 

-250 

7902050193 

50 

-250 

7902050183 

SO- 

-250 

7902010164 

SO- 

-335 

7902010168 

go- 

-335 

7902200021 

so- 

-251 

7902200023 

so- 

-251 

7902230017 

50- 

-250 

7902010150 

50- 

-335 

7902120135 

50- 

•250 

7902120139 

50- 

•230 

7902220255 

50- 

■250 

7902220251 

30- 

•302 

7902270305 

50- 

■335 

7902090244 

50- 

■2S0 

7902210174 

50- 

335 

7902060192 

50- 

250 

7902120193 

50- 

335 

79021 S03S5 

50- 

335 

7902860430 

50- 

251 

7902260278 

50- 

250 


“ Fluor Power Servuo, J fit 
OAF - Georgia Power Ce 


GENP - General Futilic Utilin 
GPU - GPU Service 


HLP - Houston l.jgtn.'ing t Power Co 


IcLP - Iowa Electric Light i-. Power Co, 


7902260313 50-335 

79020602SQ 50-250 

7902010132 30-335 

7902090334. 50-335 

7902090337 50-250 

7902080230 50-560 

7902000224 50-560 

7902 1 30036 50-3? I 

7902130091 50-366 

7902130084 SO-321 

7902130090 50-366 

7902150363 50-366 

7902140332 50-321 

7902080150 50-424 

7902220019 50-366 

7902220023 50-366 

7902060193 50-321 

7902060240 50-321 

7902060377 50-321 

7902 1 503 1 5 50-321 

7902060195 50-321 

7902060234 50-321 

7902060292 50-321 

790?:06029B 50-321 

7902060363 50-321 

7902060365 50-321 

7902060382 50-321 

7902150310 50-321 

7902220039 50-321 

7902150379 50-366 

7902150384 SO-366 

7902130305 50-366 

7902150442 50-321 

7902150209 50-366 

7902150293 50-366 

7902150296 50-321 

7902150299 50-321 

7902150326 50-321 

7902150330 50-321 

7902150340 50-321 


7908150343 

50-381 

79021 50349 

5Q-366 

79021 S0351 

50-366 

7902150357 

50-366 

7902150396 

S0-.366 

7902150406 

50-321 

7902150412 

SO -381 

7902150342 

50-360 

7902 1 503-44 

50-366 

79021 50387 

50-321 

■'9021 50394 

50-381 

7902150425 

50-321 

7902150300 

50-366 

7902150362 

50-366 

79021 50366 

50-321 

7902150371 

50-321 

7902150415 

30-321 

7902150419 

50-321 

■’9021 504 22 

DO-321 

7902150435 

50-321 

7902150440 

50-321 

7902150443 

50-321 

79 022301 12 

50-366 

7902230124 

SO-366 

7902230099 

50-321 

7902230103 

50-321 

7902230137 

50-366 

790223011 1 

50-366 

7908230118 

50—366 

7902270287 

SO-366 

7902270290 

SO-366 

7902230142 

50-366 

7908230038 

50—366 

7902260474 

50-321 

7902050181 

50-424 

7902090257 

50-321 

7902200310 

50-366 

7902090259 

50-424 

7902 130114 

50-289 

7902020246 

50-219 

7908 1 30 1 35 

50-289 

7902210171 

50-219 

7902220049 

50-219 

7902860388 

50-299 

7702270375 

50-219 

7902230097 

50-499 

7902120178 

50-498 

7908060108 

50-490 

7902230091 

50-493 

•7902120170 

50-498 

7902270344 

50-490 

7902120164 

50-331 

V908220101 

50-331 

7902270372 

50-331 

7902220099 

50-331 

790?!020239 

50-331 

7902020240 

5’3-J31 

7902020166 

50-331 

7902060881 

50-331 

7902120156 

50-331 



CORPORATE SOURCE INDEX 


ZOfi 


author affiliation 


ACCESSION NO, DOCKET NO 


Utilities^ Power Redctora 


ILPR - Illinois Power Co 

IHPR -• Indiana 4. Michigan Power Co, 


OCPL Jerseg Central Power U Light Co. 


KSOE " Kansas Oas Electric Co. 
t-APL - Louisiana Power ?i Light Co 

UlL - Long Island Lighting Co. 

MEED - Metropolitan Edison Co 


MEED - Metropolitan Edison Co 
NPL - Mississippi Flower (, Light Co. 


7902030339 50-331 
7?0337035B 50-331 
7903280300 50-331 
7'?03310199 50-461 
7903260449 50-315 
7902360491 50-315 
7903130195 50-315 
7903330037 50-316 
7902230046 50-315 
7903220025 50-316 
7903320043 50-315 
7B10310206 50-316 
7902080173 50-315 
79020S0117 50-316 
7903050132 50-316 


7902000163 

30-316 

7902120107 

50 

1-316 

7902120)12 

50 

1-316 

7902120115 

SO 

'-316 

7902130161 

50 

-315 

7902130164 

50 

-315 

7902220154 

50 

-315 

7902220158 

50 

-315 

7902220103 

50 

-316 

7902220108 

SO- 

-3i6 

7902220112 

SO- 

-316 

7902220115 

SO- 

-3 I 6 

7902260479 

SO- 

-315 

7902260402 

SO- 

-315 

7902260494 

SO- 

-315 

7902260303 

SO- 

•315 

7902260309 

50- 

-315 

7902260523 

30- 

-313 

7902020338 

50- 

-315 

7902060220 

80- 

■315 

79020S0161 

50- 

318 

7902120067 

50- 

315 

7902130163 

50- 

316 

79O223OJ04 

50- 

316 

7902270231 

50- 

316 

7902050143 

50- 

219 

7902 230107 

50- 

219 

7902050134 

50- 

219 


7902230106 

50 

1-219 

79020S002B 

SO 

-363 

7902270168 

50 

-063 

79022301 1 5 

SO 

-219 

79022301 19 

50 

-219 

7902080225 

50 

-219 

7902230146 

SO 

-219 

7902260470 

30 

-219 

7902260436 

50 

-219 

7902080176 

SO 

-219 

7902080190 

50 

-219 

7902140302 

SO 

-482 

7902270378 

50- 

-482 

7902060048 

50- 

-382 

7902050289 

50- 

-302 

7902200005 

50- 

-382 

7902120201 

50- 

■322 

7902120200 

30- 

-322 

7902090203 

50-322 

7902220071 

30- 

•320 

7902280323 

50- 

■289 

7902220068 

50- 

•320 

7902200319 

50- 

•289 

7902010104 

50- 

•320 

7902010100 

50- 

320 

7902060266 

50- 

289 

7902060272 

50- 

289 

7902120114 

50- 

320 

79021201 17 

30- 

320 

7902060233 

50- 

320 

7902060237 

30 

320 


79021201 B1 50-330 

7902130102 50-320 

7902120161 50-330 

7902130165 50-320 

7902120103 50-320 

79021 301Q4 50-330 

7902120165 50-330 

79021 20 1B6 50-330 

7902230102 50-239 

7902220106 50-239 

7902210343 50-330 

7902210243 50-320 

7702260450 50-320 

7902050104 50-209 

7902090347 50-2B9 

7902130129 50-269 

7902020240 50-320 

7902270380 50-320 

7902010064 50-416 

79020J0069 50-416 

7902030050 50-416 

7902210108 50-416 

7902010060 50-416 

7902210037 50-416 


author affiliation 


ACCESSION NO. DOCKET NO. 


MVAP - Maine Yankee Atomic Power Co 


NENE - Northeast Nuclear 
(Northeast Utilities) 


Enor g <j 


Co. 


7902130199 

7902060017 

7902300057 

7902200056 

7902020192 

7902020249 

7902130189 

7902260281 


50-416 

50-309 

50-309 

30-309 

50-309 

50-309 

50-336 


NENP - New England Power Co. 


NEUT - Northeast Utilities 


NIPS - Northern IinJlano Public Bervlee 


79020B0069 

7902120318 

7902060232 

7902060323 

7902210094 

7902220069 

790'20300a3 

7902220087 

7902230147 

7902270265 

7902150355 

7902220006 

7902270261 

7902020325 

79020 SOI 03 

7902050109 

7902050199 

7902050193 

7902050101 

7902060294 

7902060296 

7903130166 

7903130107 

7902130146 

7902130148 

7902130128 

7902130130 

7902130092 

7902130167 

7902200067 

7902 1 20208 

7903060284 

7902120189 

7903140213 

7903260204 

7902210234 

790S0S0079 

7903120137 

7902120189 

7902360441 

7902210234 

7902080140 

7902230 1 90 


50-245 

30-560 

30-568 

30-568 

50-568 

50-S6S 

50-245 

50-336 

50-336 

50-248 

30-245 

50-336 

50-245 

50-423 

80-24 S 

30-245 

30-336 

50-336 

50-423 

50-336 

50-336 

50-245 

50-248 

80-248 

80-248 

50-336 

50-336 

50-243 

50-245 

80-245 

50-336 

50-336 

50-245 

30-336 

50-24 5 
50-248 
30-245 
50-245 
50-245 
50-245 

50-367 


NMP - Niagara Mohawk Power Cerp. 


NPPU - Nehrasko Public Power District 


MSP - Northern States Power Co, 


7902280306 

7902120169 

7902050213 

7902140134 

7902200069 

7902230187 

7902230180 

7902140133 

7902200002 


50-367 

50-367 

50-367 

50-367 

50-367 

50-367 

50-220 

50-220 


7902200024 

50 

-280 

7902140129 

SO 

-220 

7902230108 

SO 

-220 

7902140237 

SO 

-220 

7902130154 

SO 

-220 

7902060260 

SO 

-220 

7902060262 

50 

-220 

7902060385 

SO 

-220 

7902060213 

50 

-220 

7902150373 

50' 

-220 

7902210189 

SO 

-220 

7902230 1 1 6 

50 

-220 

7902220035 

50 

-220 

7902090264 

SO' 

-298 

7902090261 

SO' 

-298 

7902060286 

50-290 

7902200291 

50-298 

7902020239 

50-298 

79020903S0 

SO- 

•298 

7903200239 

SO- 

■298 

79D22B0304 

SO- 

•298 

7902150283 

50-282 

7902130103 

50- 

■263 

7902230168 

50-306 

7902270394 

50- 

■263 

790228031 1 

50- 

•282 

7902270312 

30- 

•263 

7902130100 

50-263 

7902150278 

30-282 

7902080107 

50- 

263 

7902050202 

50-263 

7902030206 

50- 

•263 

7902080183 

50-263 

7902120160 

50- 

263 

7902130171 

SO- 

306 

7902130174 

30- 

306 

7902130175 

30- 

263 

7902130103 

SO- 

263 



CORPORATE SOURCE INDEX 


author affiliation 


accession no, DOCKET NO 


AUTHOR AFFILIATION 


accession no, docket 


Utllitiei. Pouer Reactors 


NTEO - 
Carp. 


Mbui York State Electric & Oas 


770aa703BB 50-360 
7903380S54 S0-3B3 
7903360363 50-383 
7903 1 30 1 BO 50-363 
7902130060 50-363 
7903150364 50-363 
7903150367 50-363 
7903230193 50-4B4 
7902330164 50-306 
79032B0307 50-262 
7902300003 50-363 
7902200043 30-3B2 
7902370196 50-596 


□EC - Ohio Edison Co, 

OPPO - Omaha Public Pouer District 


PASN - Pouer Aufehoritij State of Neu ¥a 


PECO — Philadelphia Electric Co. 


7902080309 
7902210116 
7902270193 
7902360333 
7902360391 
7902080342 
7903130079 
7902130077 
7903050154 
7903020190 
7903020195 
7902050150 
7902060319 
7902060314 
7902060375 
7902060378 
7902060303 
7902060308 
7902080007 
790208001 1 
7902200036 
rk 7902130098 
7903130083 
7903090233 
7902130096 
7902130081 
7903270217 
7903050089 
7903360004 
7902060334 
7903060323 
7902060316 
7903060321 
7903130113 
7903130116 
7903320013 
7902330013 
790332003! 
7903320034 
7903330085 
7903330088 
7902330136 
7902230140 
7903360391 
7903360394 
7702010166 
7902280509 
7902230156 
7902090250 
7902120203 
7902)40275 
7903210197 
7902330175 
7903270281 
7902090355 
7902140240 
7902310246 
7902220134 
7902260440 
7903210235 • 
7902220058 
7902210232 
7902050078 
7902010110 
7902010114 
7902010175 
7903010177 
7902260070 
7903230150 
7903230214 
7902140139 
7903 140167 
7902310245 


50-596 

50-596 

SO- 596 

50-596 

50-590 

50-2H5 

50-aS5 

30-385 

30-395 

50-285 

50-305 

50-285 

50-305 

50-303 

50-205 

50-385 

50-385 

50-285 

50-205 

50-285 

50-205 

SO-333 

50-286 


50-286 

SO-333 

50-333 

50-333 

50-333 

50-333 

50-333 

SO-333 

50-333 

50-333 

50-333 

50-333 


50-333 

50-333 

50-333 

50-333 

50-333 

50-333 

50-333 

SO-333 

50-549 

50-349 

50-286 

50-333 

50-333 

50-333 

50-333 

50-286 

80-333 

50-206 

50-2B6 

50-386 

50-2B6 

50-549 

SO-277 

50-377 

50-277 

50-352 

50-377 

50-277 

50-278 

50-278 

50-277 

50-377 

50-277 

50-277 

50-277 

50-378 


7902370363 50-270 
7902200258 SO-277 
79022B026'0 50-277 
7902370381 30-S7B 
7902260404 50-377 
7902270224 SO-277 
7902050023 50-277 
7902270097 50-277 
7902050170 50-277 
7902050119 50-171 
79022802 52 50-327 


POE - Pacific Oas ?. Electric Co. 


POSE - Portland General Electric Co 


PPL - Pentisglvania Power *< Light Co 


P3C - Public Service Co. of Colorado 


PSEO - Public Scr' 
of New Jereeg 


ice Electric L Oas Co. 


7902270255 50-277 

7902210039 50-375 

790S260174 50-133 

7902050163 50-133 

7902080241 50-275 

7902220033 50-133 

7902080327 

7902220030 50-133 

7902330310 50-275 

7903150010 50-133 

7902230207 50-275 

7902280091 50-133 

7902080337 50-275 

7903270355 50-275 

7903050159 50-133 

79030G030B 50-275 

7902230130 50-275 

7903260195 50-344 

7902260075 50-344 

7902380080 SO-344 

7902360405 50-344 

7902220146 50-344 

7902230149 50-344 

7902220152 50-344 

7902060245 50-344 

7902210324 50-344 

7902210223 50-344 

7902050193 50-344 

7902050190 50-344 

7902060307 50-344 

7902060312 50-344 

7902220021 50-344 

7902220026 50-344 

7902050168 50-344 

7902260189 50-344 

7902120026 
7902060243 50-344 

7902130184 50-344 

7902270348 50-344 

7902200232 50-344 

7902060180 50-3Q7 

7902010161 50-387 

7902200072 50-387 

7902130137 50-337 

7902210215 50-387 

7902060249 50-387 

7902200369 50-267 

7902010160 50-267 

7902010008 50-267 

7902130089 50-267 

7902220037 50-267 

7902270402 50-267 

7902270366 50-267 

7902130088 50-267 

7902220042 50-267 

7902090302 50-267 

7902090332 50-267 

7902130142 50-267 

7902130145 50-267 

7902220047 50-267 

7902260305 50-267 

7902270357 50-267 

7902280367 50-267 

7902220029 50-267 

7902080182 50-267 

7902060223 50-267 

7902020169 50-267 

7902010157 50-267 

7902020254 50-267 

79020 1 0080 50-267 

7902060293 50-267 

7902130180 50-267 

7902060191 50-267 

7902090178 50-267 


7902080203 

SC 

1-267 

7902200009 

50 

'-267 

7902230192 

SO 

-272 

7902230195 

50 

-272 

7902230200 

50 

-272 

7902230201 

50 

-272 

7902140206 

50 

-272 

7902200059 

SO 

-272 

7902230126 

50 

-272 

7902020260 

50-272 

7902020260 

SO- 

-272 

7902020264 

50-272 

790220005B 

50-272 

7902050226 

50- 

-272 

7902140202 

SO- 

■272 

7902050174 

SO- 

■272 

7902050177 

50-272 

7902020213 

50- 

■272 

7902020218 

50-272 

7902020197 

50- 

■272 

7902020202 

50- 

272 

7902020215 

50- 

272 

7902020221 

50- 

272 

7902050196 

50- 

272 

7902050197 

50- 

272 
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AUTHOR APFILIATION 


Utilities* PaiuDr Reactors 


PSIN - Public Service Co, 
Inc . 

PSOR - Public Service Co. 

PSPL - Puget Sount Poujer 
ROE - Rochester Siis f< Ele 


BCE - Southern California 


6CEG - South Carolina Eloi 


SMUI) - Sacramento Municipa 
Di s tr ic t 


TOED - Toledo Edison Co. 


ACCESSION NO DOCKET NO AUTHOR AFFILIATION 


ACCESSION HO. DOCKET NO. 



790205019B 

50-272 


7902050201 

50-272 


7902060190 

50-272 


7902060194 

50-272 


7902120116 

50-272 


7902120122 

50-272 


7902120123 

50-272 


7902120126 

50-272 


7902200036 

50-273 


7902200039 

50-272 


7902230117 

50-272 


7902270291 

50-272 


7902270293 

50-272 


7902090256 

50-354 


7902060268 

50-272 


7902220092 

50-272 


7902230191 

50-272 


7902220020 

50-272 


7902080164 

50-311 


7902090207 

50-31 1 


7902230141 

50-31 1 

of Indiana, 

7902270339 

50-546 

of Oklahoma 

7902060261 

50-556 


7902060276 

50-556 


7902060256 

50-556 


7902120209 

50-556 


7902220050 

50-556 


7902220114 

30-556 

h Light Cd 

7902010079 

50-522 


79021 30 1B6 

50-522 

:tric Corp. 

7902230178 

50-244 


7902080080 

50-244 


7902210251 

50-244 


7902020176 

50-244 


7902090327 

50-244 


7902200034 

50-244 


7902210190 

50-244 


7902210226 

50-244 


7903280230 

50-244 

Edison Co. 

7903060177 

7902220193 

7902220234 

50-361 


7902140118 

50-206 


7902220133 

50-361 


7902140116 

50-206 


7902150021 

50-206 


7902130111 

50-206 


7902130112 

50-206 


7902060176 

50-361 


7902140130 

50-361 


7902010094 

50-361 


7902060301 

50-361 


7902140235 

50-206 


7902130178 

50-361 


7902130172 

50-361 


7902020266 

50-361 


7903220130 

50-361 

trie ti Oas Cd. 

7902010122 



7902200075 

50-395 


7903210222 

50-395 


7902090088 

50-395 


7902150274 

50-395 


7903010117 

50-395 


7902210218 

50-395 


7902320045 

50-395 


7902200074 

50-393 

1 Utility 

7902130068 

50-312 


7902130067 

50-312 


7902200071 

50-312 


7902200070 

50-312 


7902020212 

50-312 


7902020207 

SO-312 


7903260466 

50-312 


7902060247 

50-312 


7902060258 

50-312 


7902060207 

50-312 


7902000250 

50-346 


7902060105 

SO-346 


7902150295 

50-346 


7902280315 

50-346 


7902150291 

50-346 


7902270260 

50-346 


7902140174 

50-346 


7902050305 

50-346 


7902060247 

50-346 


7902060191 

SO-346 


7902020179 

50-346 


7902020162 

50-346 


7902020204 

50-346 


7902020210 

50-346 


7902010159 

50-346 


7902010162 

50-346 


7902010169 

50-346 


7902010172 

50-346 


7902140170 

50-346 


7902060230 

50-346 


TU - Teias Utilities Co 

TUSC - Texas Utilities Generating Co, 


TUS - Texas Utilities Services, Inc. 


TVA - Tennessee Valley Authority 


790E06034S 

79020i02i0 

79020i0269 

7902060323 

79020 6032B 

7902060330 

7902060332 

7902060380 

7902060383 

7902060104 

7902060193 

7902120128 

7902120131 

7902130149 

7902150382 

7702150333 

7902150336 

79021 S037B 

7902150303 

7902150389 

7902200016 

7902200017 

7902200020 

7902200022 

7902200023 

7902200030 

7902210250 

7902210234 

7902270259 

7902270407 

7902270412 

7902010103 

7902270322 

7902230081 

7902270337 

7902270326 

7902270331 

7902270343 

7902270331 

7902270321 

7902150376 

7902220090 

7902270237 

7902270233 

7902090170 

7902090351 

7902120197 

79021201 9B 

7902270319 

7902210162 

7902010173 

7902050221 

7902080099 

79020S012S 

7902050130 

7902050132 

7902050137 

7902050188 

7902050220 

79022B0330 

79022B0339 

7902260331 

7902010073 

7902130095 

79022B0330 

7902130097 

7902280321 

79022B0337 

7902200365 

7902130156 

7902130093 

7902210160 

7902270161 

7902210158 

7902120166 

7902060229 

7902060235 

7902230005 

7902120160 

7902140117 

7902130193 

7902140U4 

7902130094 

7902130190 

7902230127 

7902270393 

7902280326 

7902230121 

7902260237 

7902280318 

7902270384 

7902280331 

7902200343 

7902280353 

7902020265 

7902130199 

790226034! 

7902020263 

7903120207 

7902260316 


50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

30-346 

30-346 

30-346 

SO-246 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

50-346 

SO-346 

50-346 

50-500 

50-445 

50-445 

50-445 

50-445 

30-443 

50-445 

50-445 

50-443 

50-445 

30-445 

50-443 

50-445 

50-445 

50-445 

30-445 

50-445 

50-445 

50-445 

SO-44S 

50-445 

50-445 

50-445 

50-445 

50-443 

50-445 

50-259 

50-259 

30-327 

50-327 

30-259 

50-259 

50-259 

50-327 

60-327 

50-259 

50-5 IB 

50-259 

SO- 566 

50-390 

S0-S66 

50-296 

50-359 

50-259 

50-259 

50-296 

50-296 

50-260 

50-296 

50-259 

SO-260 

50-259 

30-259 

50-327 

50-259 

50-327 

30-327 

50-259 

50-327 

50-390 

50-327 

50-259 

50-260 

30-259 

30-296 

50-259 

30-259 
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AUTHOR AFFILIATJCN 
UtilltioB. PouJBr Reactors 


VEPC - Vlrslnia Electric & 


ACCESSION NO DOCKET NO. 


AUTHOR AFFIUlATtON 


accession nu. docket no. 


7902?iO33S 50-S18 

7902140372 30-43B 

790ai4O27i 50-433 

7902060171 50-327 

7902020347 50-390 

7902090255 50-327 

7902ia0'l20 50-327 

790209031,3 50-327 

7902090242 50-327 

790209034B 50-327 

7902120109 50-327 

7902120170 50-327 

7902140034 50-327 

7902200040 50-370 

790P2I024B 30-327 

7903210256 50-327 

7902210257 30-337 

7902220041 50-327 

7903220060 50-327 

7902200342 50-337 

7902290314 50-259 

7903080303 

Power Co, 7903200025 50-2Q0 

7903200053 50-2Q0 

7903030242 50-339 

7903200046 50-33B 

7903270277 50-404 

7902200045 50-336 

7902200052 50-2Q0 

79022B0031 50-338 

79020201 B4 50-336 

7902020107 50-330 

7903020237 50-300 

7902020176 50-336 


7902020230 

50 

-200 

7902020241 

SO 

-339 

7902060175 

50 

-339 

7902060309 

30 

-030 

7902060313 

SO 

-338 

7902060305 

SO 

-330 

7908060322 

30 

-200 

7902060326 

50 

-280 

7902060389 

50' 

-260 

79020903S4 

50 

-339 

7908120202 

SO- 

-339 

7902150350 

SO- 

-261 

7908150400 

30-330 

7902180133 

SO- 

-339 

7902120149 

50-339 

7902120154 

SO- 

-339 

7902130122 

SO- 

-339 

7902130125 

SO- 

■339 

7902150347 

SO- 

■201 

79021 50369 

30-338 

7902150372 

50- 

■330 

7902150374 

50-338 

7902150397 

30- 

■330 

7902200019 

50- 

200 

7902200010 

50- 

230 

7902220005 

50- 

338 

7902220006 

50- 

330 

7902220009 

50- 

338 

7908220002 

50- 

330 

7902220096 

50- 

201 

7902220100 

50- 

261 


7902270274 50-404 

7902210249 50-339 

7902230094 50-201 

79022301 59 50-339 

7902230179 50-339 

7902260355 50-338 

7902260429 
7902260453 50-336 

7902260460 50-336 

7902260472 50-201 

7903260476 50-301 

7902260351 50-338 

7902260396 30-231 

7902260390 5D>-aei 

7902360410 50-200 

7902260437 50-280 

7902260447 50-330 

7702260446 50-260 

7902260466 50-261 

7902270374 SO-339 

7902270396 50-330 

7902270403 50-336 

7902230222 50-339 

7902050152 50-339 

7902060269 50-200 

7902060236 50-260 

7902060243 50-830 

79021301 OB 50-339 

7902210223 50-230 

7902210255 50-200 

7902210203 30-200 

7902230866 50-200 

7902130177 50-880 

7908820051 50-200 

7908280040 50-280 


WNP - Vermont Yanloe Nuclear Power 


WI6P - Hlsconsiti Electric Poiuor Co. 


WPPB - Washington Public 
Sg s tern 


Power Supply 


7902210223 
7902210255 
7902210206 
79020501 52 
7902130100 
7902120210 
7902230182 
790227024 B 
Corp 7902140279 
7902200051 
7902200050 
7902130181 
79081301B2 
7902270406 
7902270409 
7902200044 
7902210264 
7908260463 
7902090219 
7902210203 
7902020243 
7902140277 
7902030062 
790214012! 
79021 50234 
79021S0309 
7902140120 
7902150226 
7902150303 
7902060204 
7902090241 
7902120196 
7902090340 
7902270318 
7902260205 
7902090246 
790209029S 
7908220061 
7902020259 
7902060204 
7902120196 
7902090340 
7902260285 
7902060324 


50-800 

50-280 

50-200 

50-339 

50-339 

50-404 

50-339 

50-330 

50-27 J 

50-271 

50-271 

50-271 

SO-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-271 

50-871 

50-271 

50-866 

50-266 

50-502 

50-502 

50-266 

50-502 

50-502 

50-266 

50-502 

50-266 

50-266 

50-502 

5Q-303 

30-266 

30-266 

50-502 

50-266 

50-266 

30-266 

50-866 

50-502 

50-397 


WPSC - Wiscnnsin Public Service Corp. 


VAE — Yanloe Atomic Electric Co. 


Research Institutions & Cabs 
Argonne National Laboratorv 


Battelle Merriarial 
Battel le Memorial 
Laboratories 


Institute 

InstltutBf Coluittus 


Battelle Memorial Institute! Pacific 
Northwest Laboratory 


7902060320 50-397 
7902230143 50-500 
7902130127 30-397 
7902090345 50-305 


7902130082 50-305 
7902130000 50-305 
7902230172 50-303 
7902090339 50-303 
7902120079 50-305 
7902130144 50-305 
7902230157 30-305 


7902280317 

50-305 

7902230I2S 

50-813 

7902200048 

50-89 

7902230123 

50-213 

7902200047 

50-89 

7902060230 

50-29 

7902060234 

50-29 

7908270240 

50-29 

7902270243 

50-29 

7902270273 

50-89 

7902270276 

50-89 

7902270368 

50-29 

7902260893 

50-29 

7902220022 

50-29 

7908150400 

50-89 

7902120194 

50-29 

7902120071 

50-29 

7902150300 

50-29 

7902280262 

50-29 

790227031 1 

50-29 

7902010347 



7902050299 

7902140059 

7902090411 

7902010063 

7902010066 

7902010071 

7902010076 

7902010005 

7902010203 

7902010130 

7902140039 

7702140035 

7902150205 

7908010024 

7902010029 

7902010806 

7908010212 

7902050233 


7902260210 
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AUTHOR AFFILIATION 


ACCESSION NO DOCFET NO 


authcir affiliation 


ACCESSION NO. DOCKET NO 


Research Institutions t, Labs 


Eirookhaveii NationrI Laboratoiy 


AECL. Chal)! River Nuclear Laboratories 
Electric Power Research Institute 

Franklin Instituto Research Laboratory 
Ceneral Research Corp 
Hanford Eng inoer itig I'pve I opment 
Laborator ij 


Idaho National Engineering Cu 


Jackson Laboratory 

Japan Atomic Energy Research Inst. 

Joint Research Ceiiter Isprap Italy 
Kernfcirschungsienti'um Karlsruhe 

Los Alamos Scicrptlflr, Laboratory 


Lawrence Berkeley taborstory 
Laurence Livermore Laboratory 
Naval Research Laboratory 
Oak Ridge Nnlienal Laboratory 


7902280278 

7902060118 

7902120097 

7902260232 

7902010030 

7902010046 

7902010057 

7902010107 

7902060073 


7902260175 

7902050298 

50-344 

7902080107 

50-206 

7902120044 

50-290 

7902210124 

50-296 

7902070046 

50-313 

7902120151 

50-490 

7902270329 
7902070062 
7902010061 
7902010101 
79020101 12 
7902280548 
7902010134 

50-206 

7902210157 

7902210060 

7902070038 

7902010194 

7902010209 

7902010208 

50-206 


TROsoaono? 

7?oyoao3i2 

790E010004 

7702010003 

7902010009 

7902010011 

7902010017 

7902010020 

7902010023 

7902010027 

7902010032 

79020 1 0037 

7902010040 

79020100A7 

79020 100S2 

79020 loose 

79020100*2 

79020100*5 

79020100*8 

7902010072 

7902010093 

7902070009 

7902070029 

7902210035 

790201004S 

7902010006 

7902010034 

7902010045 

7902010051 

7902010210 

7902030025 

7902010078 

7902010002 

7902010089 

7902010121 

7902010131 

7902010136 

790R01014I 

7902010144 

7902010145 

7902010149 

7902010153 

79020*0013 

7902010227 

7902010199 

7902050286 


7902140474 50-237 

7902260612 

79022200*2 50-596 

7902010214 

7902060010 

79021500B4 

7902010003 

7902010007 

7902010022 

7902010028 

7902010033 

7902010043 

7902010049 

7902010054 

7902010100 

79020 101 2B 

7902010129 

790201018* 

7902010192 

7902010194 

7902010197 

7902010216 


Saudi a Laboratories 7902230022 

7902210072 
790202006B 50-437 

7902010096 
79021 50033 

7902200004 50-325 

7902200218 
7902140418 
790201001* 

7902010067 
79020 1 0070 
7902010074 

Savannah River Ectplogy Laboratory 7902210064 

79020 102 IB 

Southwest Research and Infoimetldn Center 7902130123 

7902130H9 
7902130115 
7702130109 
790201 GOBI 

Underur iters Laboratory 790201 0040 


Advisory Commi t tee ( s ) 


Medical Advisory Committee 7902230074 

ACR3 - Advisory Committee on Reactor 7902070024 

Safeguards 

790 2210067 

7902260229 

7902140327 50-309 

7902080022 

7902080129 

7902080041 

7902280174 

79022*0*03 

7902080029 

7902080038 

7902080025 

7902080033 50-280 

7902140320 

7902080019 

7902260606 50-350 

79022*0559 

79022*0599 


Atomic Safety Doardlsl t< Pancl(s) 


Atomic Safety and Licensing Appeal Panel 79022*0106 

7902020304 

7902060125 

7902030063 

7902050051 

7902280511 

7902060030 

7902060081 

7902060373 

7902080094 

7902020308 

79020300*7 

7902130040 

7902220259 

79022601*4 

7902220252 

7902220256 

7902220220 

Atomic Safety and Licensing Uoard Panel 7902260109 

79020300 1 2 
7901220374 
7902030010 
7902050324 
7902060074 
790206009* 
7902030052 
7902050275 


50-354 

50-344 

50-516 

50-556 

50-348 

50-275 

50-443 

50-344 

50-516 

50-330 

S 0-522 

50-344 

50-320 

50-518 

50-348 

70-2623 

70-2*23 

50-344 

50-354 

50-549 

50-237 

50-488 

50-295 

50-556 

SO-SGO 

50-454 


790201031* 50-303 

790203004* 

79020S027B 50-400 

7902050282 50-305 

7902060374 S0-S14 

7902030051 

7902030059 50-272 

7902030064 

79020*0068 50-303 

7902060143 70-262 

7902070044 50-397 

790202038* 50-53* 

7902030061 50-592 

79020603 5S 50-522 

7902020380 50-272 

7902030053 50-70 

7902070109 50-307 

79020701 1 f 50-400 

7902020359 50-536 

7902060059 50-344 

7902090018 50-307 

7902090076 50-498 

7902050292 50-272 

7902060115 50-272 

7902060353 50-443 
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AUT^^QH affiliation 


’^'JThoh affiliation 


ACCESSION NQ, DOCKET NO 


•Atomic Safety Doara(s) tc PaneHs) 


7'?0a090003 50-3S7 

7903090A08 50-463 

7902090006 30-486 

7902130220 50-592 

7902140474 50-237 

7902260053 70-2623 

7902090013 50-48B 

79022601 59 70-2623 

7902220243 50-496 

7902260051 50-270 

7902220175 30-522 

7902260226 50-275 

7902220213 50-272 

7902220219 50-329 

7902230026 50-466 

7902260060 50-275 

7902260076 50-466 

7902210 ] 96 50-237 

7902010396 50-275 

7902210196 50-237 

7902260144 50-522 


Office of Executive 


Director for Operations (EDO) 


Office of the 
Qperat 1 ons 


Eiecutive Director for 


7902070027 


790205001 1 
790213020B 
7902130202 
7902260279 
7902260275 
7902260481 
7902130206 
7902070021 
7902070027 


50-275 

50-463 

□0-456 


50-502 

50-483 

50-437 


EDO - Office of Adminstralion 
Division of Contracts 


Administrative Contracts Branch 
Purchasing Section 

Research Contracts Branch 


Tochnical Assistance Contracts Branch 
Division of Document Control 


7902140140 

7902140154 

7902150477 

7902060062 

7902140141 

7902150223 

7902070065 

7902150472 

7902260139 

7902150335 

7902070063 

7902120051 

79020B0059 

7902140136 

7902150331 

7902150465 

7902150454 

7902270250 

7902150467 

7902020090 

7902020094 

7902050071 

7902260131 

7902260 1 1 4 

7902260111 

7902260617 

7902270141 

7902270145 

7902020223 

7902050072 

7902150475 

7902020231 

790201021 1 

7902010213 

7902020069 

7902020095 

7902260619 

7902270246 

7902260613 

7902150449 

79021 50460 

7902260616 

7902130221 

7902130226 

7902220119 50-219 

7902230061 50-220 

7902220119 50-301 

7902230061 50-320 

7902220119 50-10 

7902230061 50-440 

7902220119 50-155 

7902230061 

7902220119 50-296 

7902230061 50-424 

7902220119 SO- 321 

7902230061 50-458 

79022201 19 50-254 

7902230061 50-397 


License Fee Management Branch 


Division of Rules and Records 


79022201 19 

7902230061 

79022201 19 

7902230061 

79022201 19 

7902230061 

7902220119 

7902230061 

7902220119 

7902230061 

7902220119 

7902230061 

79022201 19 

7902230061 

7902220119 

7902270 ! 59 

7902020001 

7902090402 

7902260034 

7902260608 

7902050055 

7902090287 

7902260002 

7902140240 

7902260225 


50-245 

50-220 

50-296 

50-352 

50-277 

50-448 

SO-3 

50-514 

50-272 

50-546 

50-206 

50-445 

50-259 

50-397 

50—206 

71-5805 

40-6943 

40-8502 

50-366 

50-3 

50-220 

50-220 

50-3 

50-277 

50-346 


7902260598 

7902130201 

7902050002 

7902270434 

7902080316 

7902080321 

7902260150 

7902220109 

7902220127 

7902210059 

7902130027 

7902120002 

7902130156 

7902130021 

7902220121 

7902220125 

7902130002 

7902280302 

7902130013 

7902270443 

7902210166 


50-301 
70- S 


50-387 


50-344 


50-373 


International Programs 

7902010369 
7902150322 
7902140001 
7902220235 
7902070106 
7902010176 
7902280130 
7902070110 

7902120175 
7902120177 
7902120179 
7902210123 
7902210092 
79022 10116 
7902210121 
7902220229 
7902220233 
7902210093 
7902260622 
7902260625 
7902270202 
7902270419 
7902220141 
7902220142 
7902820143 
7902220145 
7902220146 
79022201 50 
7908220151 
7902220155 
7902220221 
7902220224 
7902220227 
7902220230 
7902260069 
7902260243 
7902260245 
7902260249 
7902260854 
7908260505 
7902260510 
7902260513 
7902860514 
7902260519 
7902260521 
7902260531 
7908270200 
7902870414 
7908860525 


Assistant Director for F ipor t/Imporl t, 
f ft t erns t i ond 1 
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AUTHOR APFILIATION ACCESSION NO. DOCKET NO 


EDO - Office of International Progranis 


7902260 529 
7902220153 
7902270416 
7902070112 
7902070103 
7902080270 
7902070078 
79020S0037 
7902080042 
7902080131 
7902080141 
7902080161 
7902080171 
7902080175 
7902080283 
7902080208 
7902140461 
7902130222 
7902140488 
7902050033 
7902200267 

EDO ^ Office of Ex0rut)vL‘ LLfgd) Director 

Office of the Enecutive Legal Director 7902030062 SO-266 

7902060156 70-2623 

7902060 1 62 70-2623 

7902050044 50-466 

7902060205 50-307 

7902060009 

7902060084 70-2623 

7902060104 50-237 

7902060110 70-2623 

7902060116 70-2623 

7902060120 50-322 

7902060120 50-237 

7902060140 50-322 

7902050037 50-445 

7902030055 50-275 

7902090021 50-408 

7902030054 70-2738 

7902050280 50-397 

7902060133 50-397 

7902120069 50-344 

7902020368 50-437 

7902140021 50-488 

7902120077 50-387 

7902120081 50-387 

7902120084 50-387 

79021200B6 50-387 


7902210091 

50 

1-237 

7902030027 

SO 

-400 

7902210016 

50 

-344 

7902220139 

50 

-454 

7902220157 

50 

-4S4 

7902260384 

50 

-454 

7902260SGB 

SO 

-456 

7902280464 

50 

-320 

7902230101 

50 

-348 

7902210263 

50 

-522 

7902220179 

SO' 

-498 

7902220181 

70' 

-2623 

7901230041 

SO' 

-496 

7902030060 

50' 

-514 

7902150040 

SO- 

-272 

7902230015 

SO- 

-502 

790U90169 

50- 

-516 

7902020004 

50-580 

7902050043 

SO- 

-592 

7902050252 

SO- 

■4 09 

7901220261 

50-514 

7901220286 

50-329 

7901220268 

50-409 

7901220372 

50- 

■237 

7902050249 

50- 

•397 

7902050047 

50- 

■341 

7902060082 

50-488 

7902140470 

50- 

•502 

7902140480 

50- 

•272 

7902210057 

50- 

■445 

7902030056 

50-369 

7902050058 

50- 

305 

7901230003 

50- 

'244 

7901230041 

50- 

'496 

7902020064 

50- 

'437 

7902140465 

50- 

395 

7902150115 

50- 

'395 

7902060082 

50- 

488 

7902150178 

50- 

'70 

7902060254 

50- 

510 

7901220183 

50- 

510 

7902050232 

50- 

409 

7901220130 

50- 

592 

7901220268 

50- 

409 

7901220372 

50- 

237 

7902150124 

50- 

338 

7902010297 

50- 

322 

7902020021 

50- 

322 


AUTHOR AFFILIATION ACCESSION 

NO. DOCKET N( 

7902020022 

70-2623 

7902010297 

50-322 

7902050049 

30-322 

7902270211 

50-443 

790214045B 

50-471 

7902150141 

50-471 

7901220372 

SO-237 

7902010297 

50-322 

7902230223 


7902030060 

50-514 

7901220261 

50-314 

7902090187 

50-369 

7902020036 

70-2623 

7901 190255 

50-369 

7901230027 

50-397 

7902150124 

50-338 

7902020035 

50-443 

7902020028 

50-443 

7901190228 

50-460 

7901230018 

50-275 

7902260237 

50-344 

7902220156 

50-333 

7902020064 

50-437 

7902090187 

50-369 

7902050240 

30-400 

7901190169 

50-516 

7902020004 

50-380 

7902020007 

50-400 

7902020056 

70-2623 

7902080252 

50-409 

7902050254 

50-510 

7901 2201 B3 

50-518 

7901220261 

50-514 

7901220280 

50-389 

7901220286 

50-329 

7901220375 

50-582 

790 1 230027 

50-397 

7901190211 

50-400 

7901190228 

50-460 

7901190241 

50-322 

7901190265 

SO-369 

7901220130 

50-592 

7901220183 

50-310 

790 1 220268 

50-409 

7901220254 

50-566 

7901230003 

SO-244 

7901230041 

50-496 

7902030060 

50-514 

7902060082 

50-488 

7902150040 

50-272 

7902150178 

50-70 

79021 404SB 

50-471 

7902140465 

SO-395 

7902140470 

50-802 

79021 4 0480 

50-272 

7902260002 

50-582 

7902150115 

90-395 

7902150124 

50-338 

7902150141 

30-471 

7902230015 

50-502 

7902210057 

50-445 

7902070019 

50-437 

7901220130 

50-592 

7902060060 

50-400 

7902070013 

50-437 

Deputy Eiecutive Legal Director 7902260086 

50-466 

Hearings Division 7902140076 

27-39 

7902220182 

50-237 

7902010167 

80-387 

Branch 1 7902220226 

50-344 

Branch 2 7902230056 

50-295 

7902260868 

50-261 

„ 7902280250 

SO-549 

Dranch 4 7902230072 

50-518 

7902260005 

50-556 

7902220253 

50-556 

Regulations Division 7902a7040& 

50-348 

Anti -Trust Div'iston 7902060009 


7902120228 

50-470 

EDO - Office of Management li Program Analysis 


Office of Management and Program Analysis 7902000306 


7902050309 


7902070072 


7902230031 



EDO — Office of State Prograni& 


Office of State Programs 

7902060044 


Office of Inspection & Enforcement 



Office of Inspection Enforcament 

7902070045 

50-289 


7902260573 

50-272 


7902260578 

50-272 


790223021 S 

50-219 
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CORPORATE SOURCE INDEX 


AUrHOR AFFRIatICN 


ACCESSION NO, DOCKET NO. 


AUTHOR AFFILIATION 


ACCESSION NO. DOCKET NO 


Re9<on I. Philadelphia. 
Oi rec tor 


Office of 


the 


7902010420 

7902000207 

79021SO0S9 

7902130197 

7902260 569 

7902120225 

7902230032 

7902000257 

7902060230 

7902000260 

79020B026 1 

7902000263 

7902030264 

7902000266 

7902030260 

7902000255 

7902260563 

7902230029 

7902000354 

7902230020 

7902260356 

7902060277 

7902010147 

7902050064 

7902050002 

7902060095 . 

7902000008 

7902000091 

7902050095 

7902050107 

7902000032 

7902060009 

7902270174 

7902140138 

7902230202 

7902140110 

7902060092 

7902060036 

7902200162 

7902200163 

7902200160 

7902200138 

7902020020 

7902010267 

7902130024 

7902200479 

7702010260 

7903130023 

7902200402 

7902010232 

7902130032 

7902200470 

7902130036 

7902200483 

7902010237 

79020102S3 

7902130014 

7902130026 

7902200485 

7902200436 

7902010206 ' 

7902010207 

7902130012 

7902130015 

7902200510 

7902010247 

7902130016 

7902200409 

7902010202 

7902130009 


50-402 

50-259 

50-272 

50-321 

50-402 

50-492 

50-402 

50'4a2 

SO-402 

50-402 

50-402 

50-482 

50-402 

50-272 

50-402 

50-482 

SO-482 

50-272 

50-536 

50-307 

50-363 

30-352 

30-1303 

50-244 

50-244 

50-333 

50-209 

50-317 

50-317 

50-363 

70-820 

50-307 

30-1303 

30-122 

70-135 

70-1100 

70-33 

70-020 

30-12435 

30-293 

50-293 

50-293 

50-317 

SO-317 

50-317 

50-3 

50-3 

50-3 

50-213 

50-213 

50-334 

50-412 

50-412 

50-334 

50-334 

50-412 

50-363 

50-219 

50-219 

50-363 

50-219 

SO-322 

50-322 

SO-022 

50-289 

50-209 


7902280470 50-209 


Region 1, Philadelphia. Reactor 
Construction t< Engineering Support 


7902010249 

7902010274 

7902130003 

7902130017 

7902280500 

7902200502 

7902010263 

7902130028 

7902200503 

7902010243 

7902010275 

7902130001 

7902130030 

7902200504 

7902200505 

7902010280 

7902130033 

7902280507 

7902010262 

7902010276 

7902130020 

7902200508 

7902140399 


Resion 1 , Philadelphia. 
Cpnstruction Jr Englnearin 
Region I, Philadelphia. 
Materials Safetg Oranth 


Reactor 

g Support Dranc 
Fuel Fac 1 1 1 tg 


7902140408 

7902270254 

7902270299 

7902050067 

7902050085 

7902270100 

7902010226 

7902090140 

7902060423 

7902070091 

7902060397 

7902000155 

7902140370 

7902060421 

7902000162 

7902270107 

7902210053 

7902230170 

7902230202 

7902140395 

7902060419 

7902140303 

7902050060 

7902270172 

7902210043 

7902050026 

7902270163 

7902070005 

7902140367 

7902020320 

7902000150 

7902270238 

7902050000 

7902010223 

7902230163 

7902050078 

7902270195 

7902010140 

7902010151 

7902060394 

7902230)99 

7902080153 

7902060422 

7902090129 

h 

7902270229 


30-311 

50-272 

50-272 

S0-3n 

50-272 

50-311 

50-443 

50-443 

50-4 4 3 

30-405 

50-244 

50-244 

50-485 

50-405 

50-244 

50-27 I 

50-271 

50-271 


50-29 

50-29 

50-317 

50-317 

50-277 

50-27 

50-363 

50-352 

50-363 

50-270 

50-29 

50-423 

50-307 

50-354 

50-245 

50-317 

50-277 

50-319 

50-352 

50-387 

50-317 

50-317 

50-317 

30-363 

50-363 

50-219 

50-363 

50-363 

50-423 

50-245 

50-423 

50-277 

50-352 

50-270 

50-352 

50-352 

50-277 

50-307 

30-307 

50-307 

50-307 

50-354 

50-405 

50-29 

50-333 


7902010203 

790213001 1 

7902200490 

7902010270 

7902130022 

7902280477 

7902010240 

7902010266 

7902130010 

7902130037 

7902280491 

7902200493 

7902010271 

7902010279 

7902050006 

7902130004 

7902130007 

7902280473 

7902280474 

7908010244 

7902010269 

7902130006 

7902130035 

7902280495 

7902280496 

7902010841 

7902130010 

7902200497 


50-309 

7902270232 

50-333 

30-309 

7902030006 

70-1100 

50-309 

7902030007 

70-1100 

50-845 

7902080089 

50-317 

50-243 

7902000104 

50-90 

50-245 

7902070010 

50-201 

50-220 

7902070011 

50-201 

50-410 

7902010201 

50-219 

50-220 

7902010205 

50-311 

50-410 

, 7902060427 

50-309 

50-220 

7902080100 

50-98 

SO-410 

7902140150 

70-020 

50-333 

7902260272 

70-33 

30-286 

7902260283 

70-33 

50-333 

7902260005 

50-277 

50-286 

7902080099 

50-98 

50-333 

7902080096 * 

50-90 

50-286 

7902030005 

70-1 100 

50-333 

7902030003 

70-1100 

50-277 

7902070008 

50-201 

50-352 

7902070006 

50-201 

50-277 

7902260269 

70-33 

50-332 

7902260262 

70-33 

50-352 

7902140152 

70-020 

50-277 

7902000070 

50-317 

50-307 

7902080060 

50-317 

50-387 

7902010196 

50-219 

50-387 

7902060425 

50-309 

7902270226 

50-333 
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AUTHOU AhTlHATlON 


Office of Iii6[>cc 1 1 on 


Region 1; Philad 
□ peratioiic Nuclear 


Rogion 1. Philado 
Branch 


Region* 2. Atlanta. 
Director 


ti'f ort emen t 


plphla. Reactor 
Support rirnnch 


Ighia. Safeguards 


Office of the 


AC CC.iaS ICJfJ ND 

, UOCKST NO 

AUTHOR affiliation 

ACCESSION NO DOCKET 




7902120SI6 

50-336 

7902270209 



79021 S02 19 

50-260 

7902260090 

50-277 


7902310166 

50-280 

7902050019 

50-277 


7902300529 

50-339 

7902010202 

50-31 1 


7902280163 

50-200 

7902050003 


Region 2^ Atlanta. Reactor Construct! 

7902260362 

SO-259 



7902210169 

50-566 

7902140176 

50-213 

on 6 Engineering Support Branch 



7902140163 

50-21 3 


7902210173 

50-566 

7902000086 

50-244 


7902210139 

30-390 

7902060091 

50-£i44 


7902210143 

50-390 

7902080097 

50-333 


7902260044 

50-438 

79020501 10 

50-269 


7902060135 

50-416 

7902010184 

50-244 


7902060143 

50-338 

7902060031 

50-31 1 


79020901 16 

30-327 

7902270114 

50-377 


7902090269 

50-566 

7902270216 

50-266 


7902090393 

30-395 

7902050001 

50-316 


7902260122 

30-339 

7902140163 

50-213 


79C22B0J41 

50-416 

7902140149 

50-213 


7902280114 

30-339 

7902050105 

50-269 


7902220110 

50-390 

7902050100 

50-209 


7903220113 

50-390 

7902210117 

50-269 


7902280448 

50-416 

7902080064 

00-245 


7902230113 

50-364 

7902130153 

50-220 


7902230109 

50-364 

7902030093 

50-333 


7902150447 

50-491 

7902270206 

50-266 


7902080132 

50-416 

7902270104 

30-277 


7902200136 

30-416 

7902270066 

50-277 


7902260446 

50-416 

7902060027 



7902220236 

50-393 

7902080084 

50-244 


7902090392 

50-393 

7902010103 

50-244 


7902220232 

50-395 

79020B0072 

50-244 


7902210165 

50-566 

7902260343 

50-219 


7902210136 

50-390 

7902050010 

70-1143 


7902260036 

30-430 




7902090107 

50-327 

7902260053 

50-201 


7902090206 

50-566 

7902200048 

80-201 


7902220105 

30-390 

7902050005 

70-1143 


79022101 33 

SO-566 

7902230021 

50-290 


7902270157 

50-390 




7902280119 

50-339 

7902070005 



790220011 1 

50-339 

7902230008 

50-259 

Region 2, Atlanta. Fuel Fac i 1 ttg {< 

7901 120165 

50-324 

7902220266 

50-302 

Materials Sofefcg Branch 




7902150 <153 
7902120229 
7902280043 
7902260336 
7902230210 
7902260534 
7902200429 
7902260100 
7902200467 
7902200466 
7902230220 
7902230212 
7902260459 
79022Q001 1 
7902210170 
7902200518 
7902260041 
7902260090 
7902200015 
79028B0S45 
7902260320 
7902260052 
7902260235 
7902260257 
7902120226 
7902210175 
7902260322 
7902280069 


50-491 

50-437 

50-437 

SO-332 

70-27 

70-B24 

70-1201 

70-36 

70-1113 

70-143 

70-1319 

50-364 

50-346 

50-346 

50-346 

50-364 

50-346 

50-400 

50-261 

50-261 

SO-400 

50-261 

50-413 

50-269 

50-269 

50-269 

50-369 

50-413 


Region 2. Atlanta. Reactor Operations 
nuclear Support Branch 


7902230024 
7902210102 
7902070004 
7902280131 
790222027 1 
7902200452 
7902080156 
7902210096 
7902220272 
7902070003 
7902070102 
7902070001 
790220045 1 
7902220266 
7902230020 
7902220245 
7902230013 
7902060152 
7902260126 
7902200020 
7902220246 

7902220250 

7902020046 

7902040431 

7902060433 

7902070076 

7902260122 


SO -230 

50-63 

70-143 

50-330 

50-302 

50-369 

50-424 

50-83 

70-1113 

70-143 

70-143 

70-143 

50-369 

50-302 

50-250 

50-302 

50-250 

50-424 

50-336 

50-336 ' 

50-62 

50-62 

50-369 

50-369 

50-369 

50-200 

50-336 


7902200090 

50-869 

7902870154 

50-259 

7902130034 

30-302 

7902220165 

50-330 

7902210177 

50-302 

7902220167 

SO -330 

7908200101 

50-302 

7902270300 

50-327 

7902260106 

50-850 

7902230133 

50-348 

7902120221 

50-333 

7902200445 

SO -384 

7902120223 

50-850 

7908280463 

50-259 

7902810156 

SO-2SO 

7908150437 

60-269 

7902260524 

50-369 

7908200057 

50-869 

7902260105 

50-250 

7908820844 

50-62 

7902200071 

50-321 

7908230129 

50-346 

7908180215 

50-381 

7908200000 

SO-348 

7902210163 

50-331 

7902880443 

50-324 

7902260526 

50-484 

7902060429 

30-069 

79028801 IS 

50-321 

7903020037 

50-369 

7902200534 

50-416 

7908150431 

30-867 

79082B0121 

50-416 

7908800049 

50-269 

7902880536 

50-395 

7708060406 

50-369 

7902860530 

50-395 

7908140306 

50-850 

7902200125 

30-395 

7908140324 

50-381 

7908200127 

50-395 

7903800005 

50-366 

7702120050 

50-857 

7908870143 

50-859 

7902130033 

50-859 

7902S70307 

30-387 

7908210164 

50-859 

7902860458 

50-859 

790S280S34 

50-859 

7902070074 

50-260 

7908000130 

50-336 

79022601 1 7 

50-336 

7903230139 

50-200 

7902820163 

S 0-330 
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CORPORATE SOURCE INDEX 


A'JTHOa AFFILIATICK 


ACCESSION NO. DOCKET NO 


AUTHOR AFFILIATJON 


ACCCSOIDN HD nCtCKf-J NCI 


of Iriptction h Enforcenent 


Rfjicn J, Aslanta. Safeguards Branch 7?0S26O59i 

790S020293 

7902230009 

7902270126 

7902270121 

7902260593 

7902020263 

7902020362 

7902230007 

7902230002 

79020700B2 

Htglon 3. Chicaj9< Office of the 7902060149 

Direc tsr 


70-27 ■ 

70-1201 

50-259 

50-62 

50-62 

70-27 

70-1201 

70-1201 

50-259 

50-259 

50-330 

50-373 


7908140092 

50-4S4 

7903140095 

50-454 

7908140100 

50-454 

7908360020 

50-329 

7902010386 

50-546 

7908010081 

50-255 

7902080016 

50-202 

790882084 1 

SO-341 

7908S8024Q 

50-341 

7908860066 

50-10 

7908010343 

50-305 

7903860097 

50-331 

7903860386 

40-0040 

7902810061 

50-358 

7908860103 


7903880868 


7908210219 


7908180063 

50-315 

7902810185 

50-315 

7902270324 

50-315 




7902210220 

7902270252 

7902120087 

7902210206 

7902270328 

7902120082 

7902210212 

7902270330 

7902090079 

79021200S2 

7902120106 

7902210200 

7902210216 

7902270332 

7902270345 

7902120132 

7902210202 

7902270346 

7902120102 

7902210210 

7902270340 

7902260093 

7902120099 

7902210207 

7902270350 

7902120100 

7902210193 

7902270353 

7902120063 

7902120147 

7902210178 

7902270354 

7902080014 

7902120092 

7902120119 

7902210195 

7902210209 

7902270356 

7902270359 

7902120111 

7902210191 

7902270361 

7902120113 

7902210181 

7902270365 

7902120108 

7902210103 

7902270369 

7902150466 

7902120110 

7902210204 

7902270371 

7902120076 

7902210198 

7902270373 

7902260335 

7902260426 

7902260016 


SO- 10 

50-10 

50-10 

50-358 

50-358 

50-358 

50-440 

SO-440 

50-440 

50-255 

50-155 

50-329 

50-329 

50-155 

50-329 

50-155 

50-409 

50-409 

50-409 

50-341 

50-341 

50-341 

50-331 

50-331 

50-331 

50-331 

50-461 

50-461 

50-461 

50-315 

50-367 

50-367 

50-367 

50-262 

50-484 

50-263 

50-263 

50-484 

50-484 

50-263 

50-546 

50-546 

50-546 

50-346' 

50-346 

50-346 

50-483 

50-483 

50-483 

50-266 

50-266 

50-266 

50-266 

50-305 

50-305 

50-305 

50-10 

50-295 

50-329 


7902270175 

7902090380 

7902090389 

7902010301 

7902010332 


50-373 

50-373 

50-373 

50-263 

50-358 


Region 3i Chicagoi Fuel 
Materials Safety Branch 


Facility 




egiori 3i Chicago^ Reactor 
lear Support Dranc 


Operations 


790801 033 !l 

so-nijcj 

7902870169 

00-373 

7908060403 

50-S91'. 

7702070073 

00-875 

790.12601 10 

SO-34 1 

7902280224 

S0-:t?9 

7902880800 

SO-: 14 1 

7902880221 

50-440 

7908080146 

50-373 

7902270 1 64 

50-373 

790a0903£}V 

50-37:1 

7908140090 

50-404 

7902060400 

00-890 

7902070070 

00-890 

7902200807 

30-440 

790209009 1 

00-454 

7908280471 

00-373 

7902010387 

50--3SH 

7902 1 20099 

00-350 

7902810205 

50-440 

7902260014 

00-389 

7902800820 

50-329 

7902010360 

30-329 

7902280002 

50-329 

7902200S6I 

30-:?29 

7902860092 

30-329 

7 9082300 06 

50-389 

7908820839 

S0":i4B 

7908260107 

50-341 

7908880195 

50-341 

7908810192 

50-461 

7908010899 

30-863 

7905150076 

30-rt0:( 

7902010894 

30-373 

79080 10310 

50-331 

79080103(3 

00-331 


7902210130 00-305 

7902210167 00-106 

7902260012 00-10 

790226054 1 00-281’ 

7902060434 70-760 

7902210139 00-186 

79021 2007 S 70-133 

7902260501 40-00-4 0 

7902010292 30-373 

7902260010 50-10 

7902230131 50-10 

7902010300 50-331 

7902150070 50-310 

7902260526 50-202 

7902010310 00-546 

7902210150 00-305 

7902260104 00-266 


Reaion 3, Chicago. 


Safeguards Branch 


Region 4, 
Director 


Dallas, Office of the 


7902260121 

7908260004 

7902090391 

7902260050 

7902000020 

7902010015 

7902260113 

7908090390 

7902260101 

7908010036 

7902010343 

7902010394 

7902010362 

7908020035 

79020(0389 

7902010356 

7902070086 

79022101 15 

7902010030 

79020700S9 

7902020032 

7902010340 

7902050236 


50-310 
30-10 
50-282 
00-10 
SO-234 
50-253 
30-3 1 3 
30-282 
00-266 
50-409 
S0-30S 
50-106 
50-8? 
50-346 
50-136 
00 -OV 
00-237 
50-10 
SO-409 
00-282 
50-346 
50-305 


7902090121 

7902090123 

7902280229 

7902200394 

79020B0324 

7902090119 

7902010315 

7908880153 

7902800461 

7902280016 

7902130043 

7902130041 

7902130044 

7902130045 

7902010300 

7902280144 

7902880454 

7908800018 

7908010307 

7908880149 

7908880456 

7902880081 


00-313 

00-313 

00 -aas 

40-0027 

00-313 

00-313 

50-313 

50-310 

50-313 

30-458 

50-498 

00-488 

50-308 

00-298 

30-898 

50-890 

50-290 

50-280 

30-205 

SO-805 

0O-SQ5 



CORPORATE SOURCE ilMDEX 


2t6 


AUTHOR AFFILIATION 


Office uf Inspection !, IE iif o rcement 


Region 4> Dellas'. Reactor Construct! 
?■ Engineering Support Draiufi 


Region 4< Dallas. Fuel Facilitg {. 
Materials Safety Uranch 

Region 4. Dallas. Reactor Operations 
Nuciear Support tlranct 


Region 4i Dallas. Vendor Inspection 
Dranch 


ACCESSION NO 


7902010303 
79022B0151 
7902260457 
79022B0024 
7902130044 
7902260345 
7902260233 
7902240329 
7902260421 
n 7902070059 

7902260077 

79022B0146 

7902210179 

7902070057 

7902260073 

7902280159 

7902280394 

79022B03B9 

79020B0005 

79020BQ006 

7902280227 

7902280229 

7902260019 

7902260022 

7902260017 

7902150244 

7902080003 

7902280226 

7902080009 

7902080013 

7902260357 

7902050210 

7902050215 

7902090248 

7902090872 

7902230155 

7902020074 

7902OBO0B0 

7902090057 

7902090044 

7902090373 

7902090377 

7902050237 

7702130213 

7902130217 

79021 50409 

7902150490 

7902240549 

7902260554 

7902010039 

7902230160 

7902020025 

7902140109 

7902140193 

7902240213 

7902240223 

7902090404 

79020B0331 

7902020031 

790208 032B 

7902260547 

7902260540 

7902090371 

790209036B 

7902090404 

79020B0330 

7902020023 

7902010035 

7902150408 

7902150405 

7902150482 

7902140105 

7902140177 

7902020027 

7902090265 

7902090244 

7902090056 

7902090051 

790213021 1 

7902130207 

7902230154 

7902230140 

7902230144 

7902260309 

7908240198 

7902020072 

7902020043 

7902020051 

7902050207 

7902050200 

7902050191 

7902050234 

7902060144 

7902050230 


DDCHET NO. 

AUTHOR AFFILIATION 

ACCESSION 

NO. DDClteT 

50-867 

Region 3( S.ah Franciscoa 
Dir ector 

Office of the 7902260034 

30-397 

50-867 


7902260026 

50-460 

50-267 


7908130071 

70-1257 

50-367 


7902130069 

70-734 

50-445 


7902130075 

70-754 

50-3 


79021 30074 

70-25 


7902120146 

50-528 

50-895 


7902230071 

S0-S2B 


7908270383 

50-528 

50-4B8 


7902120127 

50-133 

S0-4B2 


7902820202 

50-273 


790283007 1 

50-133 

50-445 


7902870305 

SO- 133 

50-45B 


7902120124 

50-344 

50-482 


7902830071 

50-312 

50-482 


7902270386 

SO-344 

50-445 


7902010341 

50-361 

40-8087 


7902010353 

50-361 



79021201 36 

50-206 

40-8027 


7902830071 

50-133 

50-385 


7902870390 

50-206 



7902120129 

50-312 

50-885 


7902830071 

50-312 

30-885 


7902870391 

50-312 

50-285 


7902150469 

50-397 

50-313 


7902120142 

50-397 

50-313 


7902830071 

50-397 

50-313 


7902270395 

50-397 

50-368 

Region 5. San Francisco. 

7902860354 

50-133 

50-285 

Reactor 7902120033 

50-344 

50-aas 

Cons true t i an it Engjne<erAng 

Support Branch 

50-885 


7902260611 

50-275 

50-889 


7902 2606 IS 

50-275 

50-29B 


7902260037 

50-528 



7902260043 

30-528 



7902010350 

50-361 



7902260042 

50-397 



7902260034 

50-397 



7902260026 

50-460 



7902260048 

50-344 



7902210102 

50-458 



7902260033 

50-523 



7902260027 

30-528 



7902260610 

30-275 



7902260585 

50-275 



7902260047 

50-344 



7902260038 

50-397 



7902260023 

50-460 


Rogioh 5i San Franciscot 
Materials Safety Branch 

7908260030 
Fuel Facility 7902080010 

50-397 

70-1014 



7902260256 

7902280876 

50-206' 


Region 5. San Franeiscoi Reactor 
Operations Nuclear Support Branch 


Region 5. San Francisco. Safeguards 
Branch 


7902150360 

7902240247 

7902260231 

7902020014 

7902080003 

7902280274 

7902010337 

7902150230 

7902150217 

7902010330 

7902120163 

7902210004 

7902210217 

7902080325 


70-1014 

70-1014 

80-206 

50-275 

50-27 
SO -27 
30-275 
70-734 

70-25 
70-25 
SO- 344 


Office of Nuclear Material Safety ft Safeguards 

Office of Nuclear Material Safety t. 7902230016 

Safeguards 


7902010257 

rv, . , . 7902280497 

Oivlsion of* Fuel Cycle 4 Material Safety 7902240011 

7902010323 

A - A A . 7902050274 

Assistant Director for Fuel Cycle 7902210151 

Safety Llcenelng 


Fuel Process. & Fab. Branch 


7902210154 
7902010251 
7902090009 
7902090084 
790201 024B 
7902090031 
7902260501 
7902020302 
7902260492 
7902010334 
7902260408 
7902270309 
7902210081 
7902020047 
7902210083 
7902030279 


40-3453 

70-754 

40-2259 

70-3* 

70-2602 

70-364 

70-364 

40-3453 

•40-8035 

40-0035 

40-3453 

40-8200 

70-620 

70-371 

70-820 

70-820 

70-371 

40-B&02 

70-020 

70-820 

70-2802 



CORPORATE SOURCE INDEX 


AUTHOR AFPIUIATION ACCESSION 


NO. DOCKET NO. 


AUTHOR AFFILIATION ACCESSION NO. DOCKET NO 


Offict of NucUar Material Safety t, Safeguards 


Fuel Reprocess, & Recgcle Branch 


Transportation Branch 


Low Level Haste Branch 

Division of Safeguards 

Material Control Licensing Branch 

Physical Security Llcenilng Branch 


Office of Nuclear Reactor Regulation 
Office of Nuclear Reactor Regulation 


7902010105 

70-680 

7902260496 

70-680 

7902020042 

70-020 

7902260061 

70-371 

7902010261 

70-1151 

7902210080 


7902210139 


7902210147 

70-364 

7902210148 

70-364 

7902020372 

70-754 

7902260614 

70-754 

790226050B 

50-201 

7902210144 

70-364 

7902210135 

70*1729 

7902210062 

50-201 

7902260462 

70-1789 

7902150103 

50-801 

7902060122 

71-6690 

7902140070 


7902140089 

71-6697 

7902260379 

71-9044 

79022B0360 

71-9044 

7902140066 

71-6581 

7902280004 

71-6501 

7902140007 

71-6697' 

7902280360 

71-9044 

7902140087 

71-6697 

7902130224 

71-6639 

7902200360 

71-9044 

7902130283 

71-9006 

:h 7902210176 


7902200100 

27-39 

7902210100 


• 7902050231 

70-143 

7901040857 


7902230275 

70-33 

7902050006 

70-27 

7902140056 

70-080 

7902070017 

50-437 

7902070051 


7902090395 


79020900S0 


7902220215 


7902090065 


7902260208 

50-344 

7902260277 


7902090033 


7902360405 

50-305 

7908260409 

50-305 

7908010193 

50-245 

7902150048 

50-878 

7908150068 

50-878 

79081 S08S2 

50-305 

7902010876 

50-895 

7902050069 

50-263 

7902050151 

50-263 

7908060010 

50-259 

7902030049 

50-809 

7908050059 

50-305 

7908050070 

50-334 

7908060004 

50-385 

7902070015 

50-471 

7902060053 

50-871 

7902020353 

50-381 

7902050030 

50-309 

7902060038 

50-335 

7908870339 


7902360155 

50-280 

7908150132 

50-854 

7902310088 

50-244 

7902260001 

50-549 

7908210066 


7902210070 

50-E47 

7902810114 


7908810161 


7908270474 

50-350 

7908260604 

50-200 

7902260001 


7902140197 

50-263 

7902260601 

SO-S0O 

7908130216 

50-482 

7908050063 

50-263 

7708130055 

50-490 

7908150091 

50-490 

7908050147 

50-263 

7902010119 

50-307 

7902200148 

50-354 

7908860597 

50-800 

7908070014 

50-437 

7908070016 

50-437 

7908860384 


7908860171 


7908860821 


7908860171 



Antitrust 4< Indemnity Gr'oup 


Technical Section 


Division of Site Safety 
Ana lysis 


!< Environmental 


Assistant Director for Site Analysis 
Accident Analysis Oranch 


Effluent Treatment Systems Dranch 
Assistant Director for Environmental 

ProjBC ts 

Environmental Project Dranch I 


environmental Project Branch S 


Division of Operating Reactors 
Assistant Director for Engineers 
Pro jec ts 


Operating Reactors Branch 3 


Operating Reactors Branch 4 


7902130205 

50-30S 

7902260546 

50-315 

7902260056 

50-284 

7902260537 

50-321 

7908180214 

50-368 

7902260861 


7902860834 


7902260261 


7902260496 


7902270439 

50-393 

7902120066 

50-456 

7902140080 

50-456 

7902260409 


7902260290 


7902260094 

50-307 

7902860439 


7908260374 


7908860360 


7902260376 


7902860306 


7902260311 


7902830089 

50-516 

7903870435 

50-395 

7908260112 

50-354 

7902330070 

50-437 

7902230047 

SO-437 

7908860108 

50-354 

7902280066 

50-454 

7908260598 

SO-466 

7902140113 

50-466 

7902230098 

50-516 

7902130061 

50-389 

79O2OB00OS 


7902260864 


7902880395 

50-820 


7902150359 

50-245 

7902280395 

50-896 

7902130228 


7902060016 

50-259 

7902q60022 

50-359 

7902060003 

50-385 

7902060005 

50-325 

7902080048 

50-871 

7902000055 

50-271 

7902020350 

50-321 

7902020356 

50-321 

7902260152 

50-820 

7902260157 

50-280 

7902150186 

50-854 

7908150134 

50-254 

7908210017 

50-244 

7902210087 

50-244 

7903260182 

30-324 

7902860107 

30-324 

7903260193 

50-384 

7902260194 

50-324 

7902010410 

50-293 

7902150119 

50-854 

7902060002 

50-385 

7902860000 

50-324 

7902860170 

50-324 

7902020347 

50-381 

7902150154 

50-381 

7902150018 

30-366 

7902010253 

50-880 

7902000308 

50-280 

7902260148 

50-220 

7902150096 

50-880 

790221001 1 

50-244 

7902060015 

50-259 

79020S0047 

50-271 

7902260471 

50-271 

7902010290 

SO-321 

7902030001 

50-859 

7902140344 

50-254 

7902070105 


7902150026 

50-854 

7902030048 

SO-269 

7902030050 

50-269 

7902050089 

50-309 

7902050031 

50-309 

7902060029 

50-335 

7902060036 

50-335 

7902120078 

50-302 

7902120080 

50-303 

7902140354 

50-13 

7902280231 

50-1 U 

7902060007 

50-224 

7902140348 

50-13 

7902140340 

50-13 


7903120074 

7902060023 

7902030047 

7902260602 


SO-302 

50-335 

30-269 

30-312 



CORPORATE SOURCE INDEX 


217 


AUTHOR AFFILIATION 


ACCESSION NO, DOCKET NO 


AUTHOR AFFILIATION 


ACCESSION NO. DOCKET NO. 


Office of Nuclear Reactor Regolatlnn 


Assistant Director for Systems t 
Pro j ec t 6 

Plant Systems tlranch 
Operatin.g Reactors Itranch 1 


Operating Reactors Hranch 2 


Reactor Safety Branch 

Division of Project Hanagement 


Assistant Director for Light Hater 
Reactors 


Light Hater Reactors Dranch I 


7902050024 

50-309 

7902150439 

30-302 

7902140031 


7902230257 

50-219 

7902260203 

SO-344 

7902260212 

30-344 

7902010281 

30-293 

7902150203 

50-305 

79021 5022 S 

SO-305 

7902010272 

50-295 

7902050057 

50-305 

790S050061 

50-305 

79022 1 0069 

50-247 

7902210071 

50-247 

7902010264 

SO-295 

7902210068 

50-247 

79020S0066 

50-334 

7902260531 

50-315 

7902260200 

50-344 

7902260069 

50-344 

7902150464 

30-280 

7902150190 

50-305 

7902050053 

50-305 

7902260070 

50-305 

7902260274 


7902090366 

50-272 

7902140166 

30-334 

7902010190 

50-245 

7902010193 

50-246 

7902010284 

50-256 

7902010288 

50-255 

7902060047 

50-235 

7902260207 

SO -to 

7902010277 

50-255 

7902060043 

50-255 

7902150213 

50-255 

7902260178 

30-153 

7902230076 

50-153 

7902260379 

50-255 

7902010220 

50-213 

7902210007 

50-213 

7902020036 

30-409 

7902230094 

go-409 

7902130356 

30-245 

7902010189 

50-245 

7902280453 

50-245 

7902070087 

50-213 

7902230077 

50-243 

79021 50457 

50-244 

,7902260199 

50-206 

7702260202 

50-206 

7902010289 

50-29 

7902260090 

50-29 

7902150459 

50-29 

7908230070 

50-89 

7908230079 

50-29 

7902260516 

50-315 

7902150109 

50-245 

7902080295 

50-10 

7902010230 

50-409 

7902280533 

50-29 

7902260062 

50-219 

7902260530 

50-315 

7902140052 


7902140020 


7902140025 


7902140047 


7902 260 S3B 

50-316 

7902270426 

50-395 

79022e02SB 

50-443 

7902200150 

50-354 

7902150471 

50-516 

7902230363 

50-543 

7902270804 


7902210042 

50-471 

7902210145 

50-488 ' 

7902010390 


7902260535 

90-316 

7902130031 

50-516 

7902090078 

30-568 

7902140173 

30-500 

7902210050 

30-549 

7902260284 

50-443 

7902270424 

B 0-39 5 

7902140001 

30-500 

7902010273 

30-445 

7902230034 

50-566 

7902210031 

50-322 

7902260411 


7902260387 


7902260300 


7902260096 

50-363 

7902150260 


7,902260090 

90-363 

7902120018 


7902010393 



Light Hater Reactors Dranch 2 


Light Hater Reactors Dranch 3 


Light Hater Reactors Branch 4 


Assistant Director for Btaniiard ti 
Advanced Reactors 

8t andardlia t i on Branch 


Division of Systems Safety 


Mechanical Engineering Branch 


Structural Engineering Branch 
Assistant Director for Plant Bysteais 


Containment Systems Dranch 


7902270437 

7902120087 

7902270461 

7902260074 

7902140104 

790200 009 a 

7902210004 

7902260264 

79020 S 00 16 

7902020313 

79022BOO23 

7902140006 

7902200179 

7902050096 

7902270432 

7902280157 

7902090303 

79020S0094 

7902090364 

7902220220 

7902260499 

7902210110 

7902140147 

7902270479 

7902010399' 

7902270377 

7902260264 

7902260930 

7902090299 

7902140212 

7902260126 

7902230176 

7902280184 

7902140038 

7902140033 

7902010342 

7902060070 

7902140144 

7902070012 

7902010365 

79021 3033B 

7902130462 

7902150480 

7902070022 

7902230217 

79028B0233 

7902090291 

7902220212 

7902260235 

7902200192 

7902030009 

790 20700 DO 

7902260064 

7902130227 

7902280531 

7902200173 

7902360192 

7903260542 

7902050013 

7902120046 

7902280412 

7902200423 

7902290563 

7902060078 

7902140299 

7902120041 

7902290407 

7902220263 

790206001 1 

7902080299 

7902050022 

7902000297 

7902080320 

7902230076 

7902070067 

7902200059 
7902230062 
7702140064 
7902140023 
790131016? 
7902260302 
7902260377 
7902260370 
7702260372 
7902260257 
7902260301 
7902260316 
7902090 IBB 
7902260565 
7902260294 
7902260320 
7902260561 
7902260320 
7902260369 
7902260327 
7902260416 
7902260216 
7902260238 
7902260227 


50-336 ‘ 


50-350 

50-350 

50-341 

30-416 

50-416 


30-416 

50-416 

50-341 

50-360 

30-375 

50-354 

50-369 


50-369 

SO-315 

50-580 

SO-SBO 

50-395 

50-361 

50-315 

50-3Q2 


50-445 

60-448 


50-338 

50-311 

90-568 

50-471 

50-373 

50-373 

50-373 

50-373 

50-387 

50-337 

50-31 I 

50-338 

50-502 

50-220 

50-438 

30-373 

30-460 

30-307 

50-31 1 

50-373 

50-402 

30-438 

50-316 

90-322 

50-445 

50-445 

80-445 

50-488 

50-322 

50-322 

50-445 

50-445 

50-390 

50-397 

60-449 

50-329 

50-445 

50-445 

50-397 

50-537 

50-447 

50-447 

50-470 

50-488 

50-509 


50-369 
50-3 f 5 


50-315 



^18 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Office of Nuclear Reactor Regulation 


Aieietant Director for Reactor Safety 


Analysl* Branch 

Core Performance Branch 


Reactor Sgiteme Branch 


Office of Standards Development 


Office of Standards Development 


Oivltion of Enjineering Standards 


Transportation ti Product Standards 
Branch 

Office of Nuclear Regulatory Research 

Assistant Director for Uater Reactor 
Safety Resaarch 

Fuel Behavior Branch 
Metallurgy tc Materials Branch 

Research Support Branch 

Systems Engineering Branch 

™' R»»ulatory Commission 

Comml sslon 


ACCESSION NO. DOCKET NO, AUTHOR AFFILIATION 


ACCESSION NO. DOCKET NO 


7902260S50 

7902260379 

7902260A45 

7902260297 

79022603B4 

7902260250 

7902260445 

7902260376 

7902260244 

7902260234 

7902260373 

79022602S0 
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